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EXECUTIVE  SUMMARY 

SiPi  Metals  Corporation  (SiPi  Metals)  retained  Clayton  Group  Services,  Inc.  to  conduct  a 
Phase  I  Environmental  Site  Assessment  of  the  SiPi  Metals  facility  located  at  1720  North 
Elston  Avenue  in  Chicago,  Illinois  {the  "subject  property"),  The  objective  of  the 
assessment  was  to  provide  an  independent,  professional  opinion  regarding  recognized 
environmental  conditions  (RECs),  as  defined  by  the  American  Society  for  Testing  and 
Materials  (ASTM),  associated  with  the  subject  property.  SiPi  Metals  requested  this 
assessment  in  anticipation  of  entering  the  property  into  the  Illinois  EPA  Site  Remediation 
Program  (SRP)  and  to  complete  demolition  of  the  facility  prior  to  sale  of  the  property. 

This  assessment  was  performed  under  the  conditions  of,  and  in  accordance  with, 
Clayton's  Proposal  Number  15-04174A  dated  May  20, 2004,  and  ASTM  E1527-00, 
Standard  Practice  for  Environmental  Site  Assessments:  Phase  I  Environmental  Site 
Assessment  Process.  Any  exceptions  to  these  guidelines,  and/or  limitations  of  the 
assessment,  are  described  in  Section  13. 

The  subject  property  is  used  for  brass  and  bronze  smelting  and  metals  refining,  and  is 
located  on  approximately  6.5  acres  in  an  industrial  setting  in  Chicago.  The  subject 
property  is  currently  developed  with  seven  buildings  constructed  at  various  times,  dating 
from  at  least  1910.  SiPi  Metals  has  conducted  similar  smelting  and  metal  recovery 
operations  on  the  property  since  the  1930s.  The  planned  short-term  use  for  the  subject 
property  is  continued  operation  as  a  smelter  and  metals  refinery;  long-term  plans  are  to 
potentially  demolish  the  buildings  prior  to  sale  of  the  property.  The  Howard  Medical 
Company  Building  at  1690  North  Elston  is  not  currently  owned  by  SiPi  Metals  but  is 
being  considered  for  purchase.  This  property  contains  an  additional  approximate  ¥i  acre 
of  land- 

In  1910,  portions  of  the  property  were  in  industrial  use  with  a  foundry,  a  Portland  cement 
manufacturing  facility,  and  a  brewery.  In  addition,  former  operations  associated  with 
some  areas  of  the  subject  property  included  a  bulk  fuel  oil  transfer  station,  a  cement 
warehouse,  a  railroad  yard,  a  locomotive  house,  piano  and  cabinet  manufacturing,  and  a 
small  portion  originally  in  residential  use. 

This  assessment  has  revealed  no  evidence  of  RECs,  as  defined  by  ASTM,  in  connection 
with  the  subject  property,  except  for  the  following; 

Main  Building  1720  Elston.  North  Section 

1 ,      An  area  in  the  northeast  corner  of  the  building  was  formerly  used  to  process  metals 
out  of  spent  acidic  plating  solutions  (a  process  now  occurring  at  the  south  end  of 
the  building  -  refer  to  REC  #9).  The  area  was  reportedly  bermed  and  sealed  for 
containment  but  has  never  been  evaluated. 
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Main  Building  1720  Elston.  Middle  Section 

2.  A  9,000-gaUon  heating  oil  underground  storage  tank  (UST)  is  situated  near  the 
center  of  the  middle  building.  The  tank  reportedly  consists  of  a  railroad  tank  car. 
This  tank  was  suspected  to  have  been  leaking.  It  was  removed  from  service  and 
filled  with  pea  gravel  in  approximately  1980.  This  UST  had  underground  lines 
present  that  directed  fuel  oil  to  the  Taylor  Baghouse. '  The  lines  were  also  suspected 
to  have  been  leaking. 

3.  Historic  foundry  operations  were  conducted  in  this  portion  of  the  building.  It  is 
possible  that  there  is  metal  slag  and/or  residual  metal  dust  onsite  because  of  this 
operation. 

4.  Middle  section  of  main  building  was  brought  up  to  dock  height  with  unknown  fill 
reported  to  contain  cinders.  Perched  water  under  this  part  of  the  building  is 
reported  to  have  come  from  leaky  quench  tank  pits  and  machine  pits,  and  may 
contain  metals.  A  machine  pit  under  the  pouring  conveyor  equipment  was  reported 
to  be  leaking  wash  water  from  cooling  the  ingots  to  the  subsurface  as  well.  In 
addition,  an  out-of-use  one-ton  electric  induction  furnace  has  a  deep-water  pit  and 
associated  deeper  trough  (-20  to  25  feet  deep).  This  system  would  have  contained 
water  with  up  to  10%  chromium  contents.  The  trough  was  reported  to  have  been 
leaking  prior  to  its  removal  from  service. 

5.  SiPi  personnel  reported  that,  approximately  15  years  ago,  there  had  been  a 
transformer  explosion  in  the  group  of  four  ComEd  transformers  located  on  the 
western  roof  of  the  middle  section  of  the  building.  Oils  were  reported  to  have  run 
down  the  gutters  and  into  the  storm  drains  to  the  subsurface  storm  sewer  system.  It 
is  not  known  if  the  oil  released  contained  PCBs, 

6.  A  scrap  metal  briquetter  is  located  in  the  northwest  portion  of  this  building  section. 
The  equipment  contains  1,200  gallons  of  hydraulic  oil  and  is  located  over  a  pit  to 
recycle  the  dripped  or  over-sprayed  oils.  The  integrity  of  this  pit  is  unknown. 

7.  A  room  containing  two  rotary  screw  air  compressors  is  present  in  the  south  end  of 
this  section  of  the  building.  One  of  these  units  was  placed  in  a  recessed  pan,  and 
both  displayed  significant  oil  staining  of  the  surrounding  concrete, 

8.  Two  hydraulic  units  serve  the  pouring  conveyor  located  along  the  east  wall  of  the 
building.  Oily  staining  was  noted  in  the  area,  and  blackened  bricks  were  observed 
on  the  exterior  of  the  building  in  this  area. 
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Main  Building  1720  Elston,  South  Section 

9.  A  former  2,000-gallon  gasoline  UST  is  present  underneath  the  southern  portion  of 
the  main  building  in  the  liquids  storage  room  of  the  cyanide  area.  The  UST  was 
reported  to  have  been  removed  from  service  and  filled  with  pea  gravel  in  1981. 

10.  A  gasoline  UST  was  formerly  located  at  the  west  end  of  the  southern  wall  of  the 
main  building.  A  dispensing  pump  for  this  UST  was  located  at  the  southern  end  of 
the  western  wall  on  a  concrete  pad  that  is  still  present.  This  UST  was  removed  in 
1990  at  the  time  the  two  10,000-gallon  fuel  oil  USTs  (see  REC  #15)  were  removed. 
No  closure  documentation  was  available  for  review. 

North  Side  of  Property 

1 1 .  Formerly  two  heating  oil  above  ground  storage  tanks  ( ASTs)  operated  as  part  of  a 
bulk  fuel  oil  transfer  station.  The  oil  pump  house  was  situated  west  of  the  ASTs 
and  was  reportedly  used  to  control  transfer  of  oil  from  railcars  to  the  ASTs.  The 
original  tanks  were  situated  along  the  northeastern  property  boundary.  The  tanks 
were  subsequently  relocated  to  the  north  central  portion  of  the  property  and  were 
secured  within  concrete  containment  (walls  and  floor).  The  ASTs  were 
decommissioned  in  1973  and  cut  in  half;  the  shells  are  currently  used  for  storage 
sheds  along  the  western  property  line. 

West  Side  of  Property 

12.  A  slag  pile  was  reported  to  have  formerly  been  present  along  the  western  wall  of 
the  Taylor  baghouse.  The  slag  was  removed  prior  to  paving  of  this  area  circa  1974. 

13.  A  brick-lined  storm  sewer  (installed  circa  early  1900s)  runs  the  length  of  the  west 
side  of  the  property.  This  sewer  collects  storm  water  from  the  subject  property 
only.  This  water  is  subsequently  pumped  to  an  onsite,  concrete-lined,  settling 
reservoir  where  sediment  that  contains  residual  concentrations  of  metals  is  recycled 
at  the  facility.  It  is  possible  the  sewer  and/or  the  soils/fill  material  surrounding  this 
sewer  contain  residual  metals  concentrations. 

1 4.  Two  1 0,000-gallon  fuel  oil  USTs  were  present  in  the  area  north  of  the  Taylor 
Baghouse  Building,  currently  occupied  by  a  propane  AST.  These  tanks  were 
installed  in  1974  and  were  reportedly  removed  in  1990.  There  is  no  record  of  a 
release  from  these  two  tanks;  however,  an  underground  pipeline  connected  these 
two  tanks  to  the  building  to  the  east.  It  is  reported  the  pipeline  is  still  present.  No 
closure  documentation  was  provided  to  Clayton  for  review. 
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15.  The  area  north  of  the  Wheelabrator  Baghouse  was  formerly  used  to  load  flue  dust 
from  the  smelter  into  rail  cars. 

16.  Current  and  former  railroad  tracks  are  present  within  easements  on  the  western 
portions  of  the  site  that  have  been  present  since  at  least  1914. 

Beslv  Building  - 1660  N.  Beslv  Court 

17.  The  former  operations  in  this  building  reportedly  included  the  use  of  paints  and 
solvents. 

18.  The  building  contains  two  freight  elevator  systems.  One  system  has  been 
disassembled,  and  the  piston  is  still  in  place,  but  the  shaft  could  not  be  observed  for 
evidence  of  staining  or  leaks.  The  other  elevator  is  still  in  use  and  displayed  oily 
staining  around  the  system's  hydraulic  reservoir,  as  well  as  a  significant  quantity  of 
dark  liquid  in  the  base  of  the  elevator  shaft. 

19.  A  "locomotive  warehouse"  was  situated  on  this  property  in  a  1914  Sanborn  Fire 
Insurance  Map.  It  is  not  known  if  this  warehouse  was  used  to  store  locomotives  or 
used  to  conduct  maintenance  activities. 

Forsvth  Building  - 1672  North  Elston  Avenue 

20.  This  building  was  constructed  on  top  of  several  feet  of  fill  material  to  raise  the 
truck  doors  to  dock  height.  The  fill  beneath  the  building  is  of  unknown  origin. 

Howard  Medical  Building  -  169Q  North  Elston  Avenue 

21.  A  hydraulic  freight  elevator  is  present  in  the  building.  The  hydraulic  reservoir  in 
the  basement  was  observed  to  have  stained  concrete  on  the  floor,  which  may  have 
been  moisture  or  could  have  been  spilled  oils. 
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1.0  INTRODUCTION 

SiPi  Metals  Corporation  (SiPi  Metals)  retained  Clayton  Group  Services,  Inc.  to  conduct  a 
Phase  I  Environmental  Site  Assessment  of  the  SiPi  Metals  Facility  located  at  1720  North 
Elston  Avenue,  Chicago,  Illinois  (the  "subject  property").  This  assessment  also  included 
inspection  of  the  Howard  Medical  Building  at  1690  North  Elston  (a  contiguous  property), 
which  is  currently  not  owned  by  SiPi  Metals.  The  objective  of  the  assessment  was  to 
provide  an  independent,  professional  opinion  regarding  recognized  environmental 
conditions,  as  defined  by  the  American  Society  for  Testing  and  Materials  (ASTM), 
associated  with  the  subject  property.  SiPi  Metals  requested  this  assessment  in  association 
with  a  potential  redevelopment  of  the  property,  and  to  enable  consideration  of  the 
property  under  the  State  of  Illinois'  Site  Remediation  Program. 

1.1  PURPOSE 

Good  commercial  and  customary  practice  for  conducting  environmental  site  assessments 
has  the  goal  of  providing  an  independent,  professional  opinion  regarding  recognized 
environmental  conditions,  as  defined  by  ASTM,  associated  with  the  subject  property. 
The  term  recognized  environmental  conditions  (RECs)  is  defined  as  the  presence  or 
likely  presence  of  any  hazardous  substances  or  petroleum  products  on  a  property  under 
conditions  that  indicate  an  existing  release,  a  past  release,  or  a  material  threat  of  a  release 
of  any  hazardous  substances  or  petroleum  products  into  structures  on  the  property  or  into 
the  ground,  groundwater,  or  surface  water  of  the  property.  The  term  includes  hazardous 
substances  or  petroleum  products  even  under  conditions  in  compliance  with  laws.  The 
term  is  not  intended  to  include  de  minimis  conditions  that  generally  do  not  present  a 
material  risk  of  harm  to  public  health  or  the  environment  and  that  generally  would  not  be 
the  subject  of  an  enforcement  action  if  brought  to  the  attention  of  appropriate 
governmental  agencies.  Conditions  determined  to  be  de  minimis  are  not  RECs. 

1.2  METHODOLOGY 

This  assessment  was  performed  in  general  accordance  with  ASTM  E  1527-00,  Standard 
Practice  for  Environmental  Site  Assessments;  Phase  I  Environmental  Site  Assessment 
Process.  Any  exceptions  to,  additions  to,  or  deletions  from  these  guidelines  are  described 
in  this  section.  This  assessment  was  performed  under  the  conditions  of,  and  in 
accordance  with,  Clayton's  Proposal  Number  15-04174A  dated  May  20, 2004. 

The  assessment  included  the  following  components; 

•    A  site  walkthrough  inspection  of  the  property  for  visual  evidence  of  potential 
environmental  concerns  including  existing  or  potential  soil  and  groundwater 
contamination,  as  evidenced  by  soil  or  pavement  staining  or  discoloration,  or  stressed 
vegetation;  indications  of  waste  dumping  or  burial,  pits,  ponds,  or  lagoons;  containers 
of  haxardous  substances  or  petroleum  products;  electrical  and  hydraulic  equipment 
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that  may  contain  polychlorinated  biphenyls  (PCBs),  such  as  electrical  transformers 
and  hydraulic  hoists;  and  underground  and  aboveground  storage  tanks  (USTs  and 
ASTs). 

•  An  investigation  of  historical  use  of  the  site  by  examining  commercially  available 
(Environmental  Data  Resources  [EDR]  and  Chicago  Aerial  Photo  Service  [Caps]) 
aerial  photographs,  fire  insurance  maps,  city  directories,  and/or  historical  topographic 
maps  for  evidence  of  prior  land  use  that  could  have  led  to  RECs. 

•  A  review  of  commercially  available  (EDR)  information  on  general  geology  and 
topography  of  the  subject  property,  local  groundwater  conditions,  and  proximity  to 
ecologically  sensitive  receptors,  such  as  streams,  that  might  be  impacted  by  RECs  and 
environmental  issues. 

•  A  site  property  line  visual  assessment  of  adjacent  properties  for  evidence  of  potential 
offsite  environmental  conditions  that  may  affect  the  subject  property. 

•  A  review  of  a  commercial  database  summary  of  federal  and  state  regulatory  agency 
records  (EDR)  pertinent  to  the  subject  property  and  offsite  facilities  located  within 
ASTM-specified  search  distances  from  the  subject  property. 

•  Evaluation  of  information  gathered  and  development  of  this  report 

This  assessment  did  not  include  sampling  or  analysis  of  soil,  groundwater,  or  other 
materials. 

Ms.  Elizabeth  Schwartz,  Senior  Environmental  Assessor  from  Clayton's  Chicago 
Regional  Office,  conducted  the  site  walkthrough  portion  of  the  assessment  on  June  29, 
2004,  Mr.  Russell  Chadwick,  Vice  President,  and  Ms.  Marie  Mueller,  Project  Manager 
for  Clayton's  Chicago  Regional  Office  were  also  present  at  the  time  of  the  site  visit. 
Clayton  personnel  were  accompanied  by  Mr.  Leslie  S.  Pinsof,  President  of  SiPi  Metals 
(35  years  with  company),  Mr.  Robert  S.  Glidden,  Senior  Vice  President  (31  years  with 
company),  Mr.  George  T.  Phillips,  Vice  President  -  Human  Resources  &  Regulatory 
Affairs  (23  years  with  company),  and  Mr.  Dennis  Arkelian,  Senior  Vice  President 
Emeritus  (31  years  with  company)  for  SiPi  Metals.  Mr.  Ross  Litton  of  Howard  Medical 
Company  provided  access  to  and  information  regarding  the  1690  North  Elston  building. 
Photographs  taken  at  the  time  of  the  assessment  are  included  behind  the  Photographs 
Tab. 

1 .3      EXCEPTIONS  AND  LIMITING  CONDITIONS  OF  ASSESSMENT 

information  for  the  assessment  was  obtained  from  sources  listed  in  Appendix  A.  This 
information,  to  the  extent  it  was  relied  upon  to  form  our  opinion,  is  assumed  correct  and 
complete.  Clayton  is  not  responsible  for  the  quality  or  content  of  information  from  these 
sources. 
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'■  The  following  limitations  and  exceptions  to  the  ASTM  guidelines  are  noted; 

Access  was  not  provided  to  the  following  areas  of  the  subject  property; 

•    Elevator  shafts  in  the  1690  North  Elston  building  and  in  the  Besly  Building  could  not 
be  accessed  to  observe  the  base  of  the  shafts  for  evidence  of  hydraulic  oil  releases. 

No  opinion  regarding  environmental  conditions  in  areas  not  inspected  can  be  formed. 
Lack  of  access  to  these  two  areas  did  not  prevent  an  evaluation  of  the  subject  property 
with  respect  to  RECs. 

The  information  and  opinions  rendered  in  this  report  are  exclusively  for  use  by  SiPi 
Metals  Corporation.  Clayton  will  not  distribute  or  publish  this  report  without  consent 
except  as  required  by  law  or  court  order.  The  information  and  opinions  expressed  in  this 
report  Eire  given  in  response  to  a  limited  assignment  and  should  be  considered  and 
implemented  only  in  light  of  that  assignment.  The  services  provided  by  Clayton  in 
completing  this  project  were  consistent  with  normal  standards  of  the  profession.  No 
other  warranty,  expressed  or  implied,  is  made. 
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2.0     ENVIRONMENTAL  ASSESSMENT  FINDINGS 

Property  Name;       SiPi  Metals  Facility 

Site  Address:  1720  North  Elston  Avenue,  Chicago,  IL 


2A      CURRENT  SITE  INFORMATION 


Property  Type: 

Date  of  Site  Inspection: 

Property  Size: 

Number  and  Size  of 
Buildings  Onsite: 

Construction  Date: 
Current  Site  Usage: 
Tenants: 
Areas  Inspected: 


Heavy  industrial  ■ 
June  29,  2004 
6.4459  acres 

Nine  onsite  buildings,  totaling  approximately 
100,000  square  feet 

Various,  from  prior  to  1910 

Brass  and  bronze  smelting  metals  recycling  facility 

SiPi  Metals  and  Howard  Medical  Company 

All,  with  the  exception  of  the  bases  of  two  elevator  shafts 
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G  R  O  iJ  V  SERVICES 

I 

2,2      CURRENT  USE  OF  SUBJECT  PROPERTY 

I 

,  Current  onsite  operations  include  the  manufacture  of  brass,  copper,  and  precious  metal 

alloys  and  refining  of  precious  metal  recyclables  from  various  industries.  The  subject 
property  consists  of  nine  buildings  located  on  approximately  6.4  acres.  The  main 
building  (considered  to  be  three  separate  buildings  located  on  Parcel  7)  contains 
|  approximately  83,660  square  feet  of  interior  floor  space,  with  corporate  office  space, 

I  truck  dock  space,  laboratory  facilities,  and  manufacturing  areas.  This  building  was 

I  originally  constructed  in  three  sections  in  1910  and  1912,  which  were  subsequently 

joined  to  create  one  large  facility  by  several  additions  in  1957  and  1975.  It  is  a  masonry 
I  building  with  no  basement;  however,  the  middle  portion  of  the  building  was  raised  to 

j  dock  height  with  the  use  of  possibly  non-native  fill  materials. 

|  The  exterior  areas  surrounding  the  main  building  are  concrete  sidewalk  on  the  east  side  of 

!  the  property,  an  employee  parking  lot  north  of  the  building  (Parcel  1 1  and  part  of 

|  Parcel  7),  and  concrete  and  asphalt-paved  areas  along  the  west  side  of  the  property 

(Parcels  3, 4,  and  6).  These  paved  areas  contain  raw  material  storage  in  the  form  of 
drummed  and  bulk  materials.  A  pole  shed  provides  cover  to  teachable  processed  slags. 
Four  sections  of  former  ASTs  are  now  being  used  as  storage  sheds.  Two  large  baghouse 
buildings  provide  particulate  control:  the  Taylor  Baghouse  collects  particulate  from  the 
brass  manufacturing  processes,  and  the  Wheelabrator  baghouse  collects  particulate  from 
the  precious  metals  processes.  A  concrete-lined  retention  basin  collects  all  stormwater 
runoff  from  the  property,  settling  out  the  particulates  prior  to  its  discharge  to  the  MWRD 
|  or  reuse  as  cooling  water.  Truck  trailers  parked  on  gravel  west  of  the  fence  along  the 

i  west  side  of  the  property  (Parcel  2)  are  used  to  store  unused  equipment.  Further  west 

,  (Parcel  1)  are  two  railroad  spur  tracks.  A  mobile  trailer  stationed  at  the  southern  entrance 

to  the  western  side  of  the  property  contains  security  equipment. 

The  Besly  Building  (Parcel  8)  is  a  three-story,  24,905-square  foot,  masonry  building  with 
basement  constructed  circa  1910.  A  single-story  addition  was  built  circa  1920.  This 
building  houses  out-of-use  equipment  and  operations  to  process  electronic  equipment  to 
prepare  it  for  processing.  This  building  is  heated  by  ceiling-hung  natural  gas-fired 
heaters  and  rooftop  units.  This  building  is  serviced  by  two  hydraulic  freight  elevators, 
one  of  which  is  out  of  service  and  has  been  partially  dismantled.  North  of  this  building  is 
an  employee  parking  lot  crossed  by  several  railroad  track  spurs. 

The  Forsyth  Building  (Parcel  9)  is  a  12,000-square-foot  masonry  building  constructed  in 
1977.  It  is  also  built  at  dock  height;  the  origin  of  fill  materials  under  the  building  is 
unknown.  It  is  heated  by  ceiling-hung  natural  gas-fired  heaters. 

The  Howard  Medical  Company  Building  at  1690  North  Elston  is  not  currently  owned  by 
SiPi  Metals  but  is  being  considered  for  purchase.  The  building  contains  approximately 
20,000  square  feet  and  was  built  prior  to  1914,  based  on  a  review  of  Sanborn  maps.  It  is 
a  brick  and  wood-framed  building  containing  a  basement  and  two  floors.  It  is  heated  by 


Phase  I ESA 

SlPi  Metals  Corporation  /  Chicago,  Illinois 
1 5-041  S3ra00l  /8/9/2004/11JC7BRS 


5 


printed  01/27/2011  8:15AM  by  Richard.Jordan  p.  12/746 


steam  provided  to  baseboard  heaters  in  the  first-floor  office  areas;  natural  gas  space 
heaters  serve  the  warehouse  and  processing  areas.  The  tenant  warehouses  and  distributes 
packaged  medical  products,  including  latex  gloves  and  disposable  paper  products  for  the 
hospital  industry.  The  only  process  conducted  onsite  is  the  packaging  of  latex  gloves. 

Access  to  the  subject  property  is  by  way  of  Wabansia  Avenue  to  the  main  employee  lot 
north  of  the  Besly  Building.  The  smaller  employee  lot  north  of  the  main  building  is 
accessed  directly  from  Elston  Avenue. 

*  The  following  companies  provide  subject  property  utilities: 

"    Electricity:  ComEd 

■  Natural  Gas:  People's  Gas  Company 

■  Water:  Lake  Michigan  water  via  the  City  of  Chicago 

■  Sewer:  Metropolitan  Water  Reclamation  District  of  Greater  Chicago  (MWRD) 
Original  utility  connection  dates  were  not  available. 

*  Wastewater  from  the  subject  site  originates  from  sinks  and  toilets  and  discharges  to 
the  MWRD  combined  sewer  system.  The  storm  water  runoff  from  the  subject  site  is 
collected  by  onsite  storm  sewers  and  directed  to  the  concrete  detention  basin  to 
control  the  particulates  prior  to  discharge  to  the  City.  Most  of  the  floor  drains  within 
the  main  building  are  sealed.  A  few  are  connected  to  the  stormwater  system,  which 
collects  all  of  the  water  onsite  in  a  retention  basin  and  is  reused  in  plant  processes  or 
discharged  to  the  MWRD,  The  basin  is  emptied  annually,  and  the  sediment  is 
removed  and  placed  back  into  the  metals  reclamation  process. 

*  The  planned  short-term  use  for  the  subject  property  is  continued  operations  as  a  metal 
reclamation  facility;  possible  future  re-development  of  the  site  is  being  considered, 

2.3      CURRENT  USES  OF  ADJOINING  PROPERTIES 

The  area  surrounding  the  subject  property  generally  consists  of  industrial  properties. 
Adjoining  properties  were  observed  (from  the  subject  property  or  from  public  access 
areas)  for  signs  of  RECs  and  their  potential  to  pose  an  environmental  concern  to  the 
subject  property.  The  uses  and  features  of  adjoining  properties  are  described  below. 

North:  CMSP&P  Railroad  tracks,  beyond  which  are  industrial  buildings. 

East:     North  Elston  Avenue  with  two  large  vacant  industrial  buildings  beyond. 

South:    Large  industrial  buildings  adjoin  the  Besly  and  Forsyth  buildings. 

West:     The  CMSP&P  railroad  tracks,  beyond  which  is  the  1-90/94  (Edens) 
expressway. 
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Adjoining  properties  do  not  appear  to  present  an  environmental  concern  to  the  subject 
property,  based  on  visual  observations;  however,  they  are  further  discussed  in 
Section  2.9. 

2.4  PHYSICAL  SETTING 

The  subject  property  is  located  in  the  Chicago  Lake  Plain  physiographic  region  of 
IlUnois.  The  property  is  in  an  area  of  glacial  lake  sediment  drained  by  the  North  Branch 
of  the  Chicago  River,  located  0.25  miles  east  of  the  property.  Elevations  at  and  around 
the  subject  property  are  approximately  592  feet  (USGS,  1978).  The  property  is  in  an  area 
of  Urban  Land-Milford  Association  soils.  These  are  soils  found  in  developed  areas,  and 
deep,  nearly  level,  poorly  drained  soils  that  have  silty  or  clayey  subsoil  formed  in  glacial 
]ake  sediment  (USDA,  1979). 

The  glacial  lake  sediment  soils  are  classified  as  the  Carmi  Member  of  the  Equality 
Formation,  overlying  a  layer  of  low  permeability,  mostly  gray  clayey  and  silty  clay  till 
(Wadsworth  Till  Member  of  the  Wedron  Formation) 

The  regional  shallow  groundwater  flow  direction  is  inferred  to  be  to  the  east,  based  on 
review  of  topography  and  the  presence  of  the  North  Branch  of  the  Chicago  River,  located 
approximately  1 ,300  feet  east  of  the  property.  The  local  gradient  under  the  subject 
property  may  be  influenced  naturally  by  zones  of  higher  or  lower  permeability,  or 
artificially  by  nearby  pumping  or  recharge,  and  may  deviate  from  the  regional  trend.  No 
site-specific  geotechnical  data  were  provided  for  the  property. 

Mr.  Arakelian  stated  that,  based  on  his  experience  in  excavating  various  locations  on  the 
property,  the  middle  section  of  the  main  building  and  the  Forsyth  Building  are  both  raised 
to  dock  height  by  the  placement  of  fill  beneath  the  floor  slabs.  He  also  indicated  several 
of  the  process  quench  pits  in  the  middle  section  of  the  main  building  are  known  to  be 
leaky,  possibly  allowing  metal-containing  water  to  migrate  into  the  fill  material  beneath 
the  building. 

2.5  PRIOR  USE  INFORMATION 
Summary  of  Prior  Uses/Dates 

In  1910,  the  property  was  in  industrial  use  with  a  foundry,  a  Portland  cement 
manufacturing  facility,  and  a  brewery.  The  property  subsequently  contained  uses 
including  a  bulk  fuel  oil  transfer  station,  a  cement  warehouse,  a  railroad  yard,  a 
locomotive  house,  piano  and  cabinet  manufacturing,  and  a  small  portion  originally  in 
residential  use,  SiPi  Metals  was  founded  in  1905  producing  bronze  and  brass  alloys. 
Precious  metals  refining  began  onsite  in  1969. 
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Prior  Reports 

SiPi  Metals  Corporation  provided  Clayton  with  copies  of  several  historical  environmental 
documents  regarding  various  portions  of  the  current-day  property.  These  documents  and 
their  findings  are  discussed  below  and  pertinent  excerpts  are  provided  in  Appendix  B : 

Phase  I  Environmental  Assessment,  SiPiMetals  Corporation,  Chicago,  Illinois, 
Warzyn  Engineering  Inc.  Report  Project  No.  60711,,  December  1989. 

•  It  was  reported  that  was  possible  that  residual  metals  could  be  contained  within 
the  fill  materialsT  but  that  the  actual  origin  of  material  is  not  known.  Warzyn 
concluded  it  is  unlikely  that  metals  would  not  be  expected  to  significantly  migrate 
to  the  subsurface  or  water  table. 

Status:  Clayton  finds  this  fill  material  is  still  present. 

•  Surface  and  subsurface  contamination  is  possible  in  the  areas  of  the  in-service  and 
abandoned  UST  and  the  former  fuel  oil  ASTs. 

Status:  No  known  investigation  of  the  former  USTs/ ASTs  on  the  property  has 
been  performed  to  date 

•  Two  10,000-gallon  heating  oil  USTs  are  still  in  use,  Warzyn  recommended  the 
upgrading  or  removal  of  the  USTs. 

Status:  These  USTs  have  been  removed.  However,  no  known  investigation  of  the 
former  USTs  has  been  performed  to  date. 

■        One  2,000-gallon  gasoline  UST  is  abandoned  and  no  longer  in  use  without  proper 
removal  or  waiver  from  the  Fire  Marshal. 

Status:  This  UST  was  subsequently  removed,  although  no  sampling  information 
was  available  for  Clayton's  review. 

»        SiPi  reported  a  spray-on  material  that  had  been  plastered  over  may  have  been 
applied  in  the  laboratory  office  area.  If  asbestos  containing,  OSHA  regulations 
should  be  applied. 

Status:  SiPi  has  reported  to  Clayton  that  this  material  was  subsequently  sampled 
and  found  to  not  contain  asbestos. 
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»        Due  to  material  handling  activities  typical  of  the  smelting  industry,  metal  dust  is 
expected  to  be  present  throughout  the  indoor  structural  components  of  the  main 
buildings. 

Status:  Clayton  agrees  that  this  finding  still  applies, 

•  A  chemical  storage  warehouse  previously  existed  in  the  southern  building.  It  is 
unknown  if  any  chemical  spillage  or  dumping  incidents  associated  with  chemical 
storage  have  occurred. 

Status:  Clayton  believes  this  statement  refers  to  the  current  hazardous  waste 
storage  area,  cyanide  stripping  area,  and/or  the  acid  storage  area.  All  of  these 
areas  are  secondarily  contained,  and  the  concrete  floors  are  sealed  with  epoxy. 
There  was  no  evidence  of  releases  in  these  areas. 

•  Various  manufacturing  operations  have  occupied  the  buildings  east  of  the  facility 
across  Elston  Avenue.  There  was  no  obvious  evidence  these  activities  had 
potentially  impacted  the  site. 

Status:  Clayton  agrees  that  this  finding  still  applies. 

Preliminary  Environmental  Assessment,  SiPi  Metals  Corporation,  Chicago,  Illinois, 
Carlson,  Knight,  Kudma,  Inc.(CKK)  PN  8185,  May  21, 1990. 

•  The  site  probably  contains  some  residues  of  neighboring  industrial  activities, 
primarily  as  metals  contamination  of  the  surfaces  and  fill  materials  of  the  yard 
area,  although  these  contaminants  are  not  likely  to  be  mobile. 

Status:  Clayton  agrees  this  finding  still  applies;  however,  it  would  not  be  possible 
to  determine  if  any  neighboring  industrial  activities  have  actually  impacted  the 
property  since  the  onsite  operation  generates  similar  types  of  materials. 

•  Asbestos-containing  pipe  insulation  and  insulated  joints  were  observed  in  the 
facility,  some  of  which  were  observed  to  be  in  poor  condition.  It  was 
recommended  that  these  materials  be  removed,  repaired,  or  encapsulated. 

Status:  No  formal,  comprehensive  asbestos  survey  has  been  performed  of  the 
entire  facility  to  determine  what  asbestos  does  exist  in  the  site  buildings. 

•  Two  unused  10,000-gallon  USTs  are  present,  and  CKK  recommends  the  removal 
of  the  USTs  and  any  contaminated  soils. 

Status:  These  USTs  were  removed  from  the  property,  but  no  confirmation 
sampling  was  available  for  review  by  Clayton. 
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Laboratory  Results,  SiPi  Metals  Corporation,  Chicago,  Illinois,  Carlson,  Knight, 
Kudrna,  Inc.  PN  8185,  June  6, 1990, 

•  This  document  provides  laboratory  results  for  ten  samples  apparently  collected 
from  areas  of  the  building.  There  was  no  narrative  describing  the  survey  and  no 
quantification  of  materials  that  tested  positive.  Five  of  the  ten  materials  were 
found  to  contain  asbestos. 

Phase  I  Environmental  Site  Assessment,  1660  Besfy  Court,  Chicago,  Illinois, 
Montgomery  Watson  Americas,  Inc.,  June  1995. 

•  No  evidence  of  RECs  was  identified  in  this  building.  Potential  ACM  was 
observed  on  one  overhead  pipe  in  the  basement  of  the  building  and  on  another  in 
the  hearth  furnace  room. 

Status:  Both  insulated  pipes  were  observed  to  still  be  present  at  the  time  of 
Clayton's  site  visit.  In  addition,  the  1995  Phase  I  Report  indicated  the  previous 
occupant  of  the  building  generated  spent  degreasing  solvents.  Historical 
documentation  in  this  report  included  a  50- year  chain  of  title  report  for  this  parcel. 
Prior  owners  included  Illinois  Wood  Products  Corp.  (1946-1955),  1656  N.  Besly 
Corp.  (1955-1970),  Churchill  Cabinet  Company  (1970-1977),  Mary  Jo  Hall 
(1977),  Sears  Bank  &  Trust  (1977-1978),  Florence  Art  Company  (1978-1979), 
various  individuals  and  trusts  (1979-1985),  Stryker  International,  Inc.  (1985  - 
1994),  National  Hall,  hie.  (1994  to  report  date  in  1995). 

Phase  I  Environmental  Site  Assessment,  SiPi  Metals  Corporation,  1720  North  Elston 
Avenue,  Chicago,  Illinois,  STS  Consultants,  Inc.,  STS  Project  No.  1-33327-XH,  April 
10,  2003. 

•  The  eastern  half  of  the  main  parcel  of  the  property  has  been  occupied  by  an  iron 
foundry  (19l0-1930s)  and  a  metal  smelting  facility  since  the  1910s.  Thesouthern 
portion  of  the  property  has  been  used  as  a  chemical  warehouse  and  chemical 
factory  since  the  1950s. 

Status:  Clayton  concurs  with  the  concerns  identified  related  to  the  historical 
property  uses. 

•  The  northeastern  portion  of  the  subject  property  was  occupied  by  a  bulk  fuel  oil 
station  from  approximately  the  1930s/1940s  to  the  early  1970s. 

Status:  Clayton  concurs  with  the  concerns  identified  related  to  the  historical  fuel 
transfer  activities  in  mis  portion  of  the  property. 
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•  The  western  portion  of  the  subject  property  has  been  occupied  by  a  railroad  yard 
since  at  least  1914.  An  engine  house  was  located  on  the  southwestern  portion  of 
the  subject  property  prior  to  the  1950s. 

Status:  Clayton  concurs  with  the  concerns  identified  related  to  the  historical  rail 
yard  activities  in  this  portion  of  the  property. 

■        According  to  the  City  of  Chicago  DOE  records,  two  3,000-gallon  fuel  oil  USTs 
were  installed  on  the  northern  portion  of  the  subject  property  in  1959  under  the 
name  of  the  Chicago  Milwaukee  Railroad.  The  CDOE  did  not  have  record  of  the 
removal  of  these  two  USTs. 

Status:  No  action  has  been  taken  regarding  these  two  possible  USTs.  Files 
Clayton  received  from  the  OSFM  did  not  document  these  tanks  (see  Section  2.6). 
It  is  possible  these  tanks  were  associated  with  a  bulk  fuel  oil  transfer  station 
previously  situated  on  the  north  side  of  the  property. 

•  Two  USTs  (one  gas  and  one  fuel  oil)  are  abandoned-in-place  under  the  main  plant 
building  on  the  subject  property.  The  2,000-gaIIon  gas  UST  under  the  southern 
portion  of  the  main  plant  was  filled  with  pea  gravel  in  the  early  1980s.  The  fuel 
oil  UST  was  abandoned-in-place  under  the  northern  portion  of  the  main  plant 
building  during  the  1970s. 

Status:  No  action  has  been  taken  regarding  these  two  USTs. 

•  Two  10,000-gallon  fuel  oil  USTs  and  one  2,000-gallon  gasoline  UST  were 
removed  from  the  property  in  1989  and  1990.  No  record  of  reported  releases  was 
identified;  however,  STS's  Freedom  of  Information  Act  (FOIA)  request  to  the 
OSFM  had  not  received  a  response  as  of  the  date  of  their  report, 

Status:  No  action  has  been  taken  regarding  these  three  USTs. 

Phase  I  Environmental  Site  Assessment,  Vacated  CP.  Rail  System  Property  along 
Besty  between  Wabansia  and  Bhomingdale.,  James  FkzGerald  Associates,  May  24, 
1996. 

•  No  negative  abnormal  environmental  conditions  were  noted.  The  historical 
railroad  usage  and  track  and  "road  bed"  materials  are  common  "to  all  such  sites 
and  do  not  appear  to  pose  any  environmental  risk  to  human  or  other  potential 
usage." 
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Report  on  Inspection  to  Determine  Compliance  With  the  PCB  Disposal  and  Marking 
Regulations,  SiPi  Metals  Corporation,  1 720  N.  Elston,  Chicago  Illinois,  U.S.  EPA, 
Toxic  Materials  Branch,  February  1, 1984. 

•        This  inspection  was  conducted  to  document  the  company's  handling,  storage,  and 
disposal  practices  and  to  determine  its  compliance  with  PCB  regulations.  Based 
on  sampling  various  suspect  liquids,  no  PCBs  were  identified  in  the  onsite 
hydraulic  and  electrical  systems. 

City  Directory  Review 

City  Directories  were  requested  from  EDR.  Historical  city  directories  were  provided  for 
the  period  between  1923  and-1999  (Appendix  C).  Note  that  the  other  addresses  for  the 
property  (1660  North  Elston,  1690  Besly  Court,  and  1672  North  Elston)  were  not 
included  in  the  review.  A  summary  of  the  listings  for  the  subject  and  adjoining  properties 
is  shown  below: 


Year 

Sub  ject  Property 

Adjoining  Properties 

1923 

1720  -  Residence 

1721  Elston  -  Foley  Michl  Lab,  Mondrall  Martin  Soft 
Drinks 

1731  —  Doppelt  &  Steinberg  Innk,  Bartley  McFadden, 
Purtel  Thos  Lab 

1732  -  Consumers  Company 

j  1928 

1720  -  Address  not  listed  in 
source 

1721  -  Residence 

1931 

1720  -  Address  not  listed  in 
source 

Address  range  not  listed  in  source 

1932 

1720  -  Address  not  listed  in 

Address  range  not  listed  in  source 

source 

1941 

1720  -  Silverstein  &  Pinsof 

1719  -  Whiting  Geo  Co  Mchy  | 

Inc  Metals 

1721 -Vincenr  Carl  Beauty  PkFixtrs  | 

1731  -  Aetna  Plywood  &  Veneer,  Jefferson  Pk,  j 
Warehse,  Schwanke  Arthur  Plysood 

1947 

1720  -  Silverstein  &  Pinsof 
Inc  Metals,  Strausz  Lloyd  H 

1721  -FA  Mach  Shop,  Hiko  Mfg  Co  Machsts, 
Plastics  Tumbling  Co 

ofc 

1731  -  Aetna  Plywood  &  Veneer  Co,  George  Lown 
Veneer  Co,  Schwanke  Arthur  Plywood 

1732  -  Universal  Atlas  Cement  Co 

1949 

1720  -  Address  not  listed  in 
source 

Address  range  not  listed  in  source 

1720  -  Silverstein  &  Pinsof 
Inc  Metals,  Strausz  Llayd  H 

1721  -  F  A  Mach  Shop,  Hitco  Mfg  Co  Machsts, 
Masterco  Sales  Co,  Plastic  Tumbling  Co  | 

I  1951 

ofc 

173 1  -  Davis  Don  L  Ofc,  Schwanke  Arthur  Plywood  j 

1732  -  Universal  Adas  Cement  Co  \ 
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1957 

1720  -  Besly  Ct  Co,  SiPi 
Metals  Corp,  Strausz  Lloyd 
H  ofc 

1721  -Hilco  MfgCo 

1731  -  Aetna  Plywood  &  Veneer  Co,  Davis  Don  L 
Ofc,  Schwanke  Arthur  Plywood 

1732  -  Universal  Atlas  Cement  Co 

j,  j  £t\i    /vuorcsa  nut  IisiLclj  m 

source 

jrAUkllC'SS  liiilKtj           11QIC14  111  v><J \Al \*C 

1966 

1720  -  Address  not  listed  in 
source 

Address  range  not  listed  in  source 

1971 

1720  -  Address  not  listed  in 
source 

Address  range  not  listed  in  source  H 

1976 

1720  -  Address  not  listed  in 
source 

Address  range  not  lisied  in  source  | 

1981 

1720  -  SiPi  Metals  Corp 

1721  -  Hilco  Mfg  Co,  Speed  Sort  Co 

1 7 1 1       A  n l"n t)iirti/nn/i  Inn    I  Y I  \."  i  c  rifin  T 

A  1  j  J.  —  jT-VtjlEAil  it  ly  wuuu  nil. ,  l^avia  LJK1IA  Lj  vslv, 

Schwanke  Arthur  Plywood 

1986 

1720  -  SiPi  Metals  Corp 

1721  -  Hilco  Mfg  Co,  Boyce,  Christopher,  Speedo 
Sort  Co  | 

1731  -  Aetna  Plywood  Inc,  Davis  Don  L  Ofc,  | 
Schwanke  Arthur  Plywood  S 

I  1993 

1720  -  Address  not  listed  in 
source 

Address  range  not  listed  in  source  | 

|  1999 

1720  -  SiPi  Metals  Corp 

1721 -XXXX 

1731  -  Aetna  Plywood  Inc,  Davis  Don  LOfc, 
Schwanke  Arthur  jj 

Aerial  Photograph  Review 

Historical  aerial  photographs  were  requested  from  EDR  and  from  Chicago  Aerial  Photo 
Service  (CAPS),  and  the  Microsoft  Terraserver  website.  Historical  aerial  photographs 
were  provided  for  the  period  between  1949  and  2002.  Photographs  reviewed  are 
summarized  as  follows  and  copies  are  provided  in  Appendix  D: 


Date 

Scale 

Comments 

1949 

1"=400' 

Two  large  ASTs  were  present  at  the  northeast  corner  of  the  property.  The  | 
surrounding  ground  was  uneven  or  partially  vegetated.  The  northern  building  | 
was  present  but  not  yet  attached  to  the  middle  building.  The  middle  and  | 
southern  buildings  were  present  in  their  current  configurations.  Railcars  were  j 
visible  on  the  spur  west  of  the  building  and  next  to  the  western  side  of  the  | 
building.  The  Besly  Building  was  also  present  in  its  current  configuration 
with  a  water  tower  on  the  roof,  but  the  area  of  the  current  Forsyth  Building 
appeared  to  be  a  yard  for  the  former  edible  pickle  operation  in  the  1690 
Elston  Building,  containing  nine  ASTs.  The  western  side  of  the  property 
appeared  undeveloped  with  the  exception  of  the  tail  spurs.  Wabansia  crossed 
the  property  and  passed  underneath  the  adjacent  elevated  train  traclts. 

The  surrounding  area  was  developed  with  seven  contiguous  rail  tracks  to  the 
west  bevond  which  were  industrial  buildings.  The  areas  south  of  the  Forsvth 

-  ■  i  =  i  "  '  '  '  ■  ■ —    ■            ■  '            i    ■  — *  —    m  M 
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Date 

Scale 

j  Comments 

and  Besly  Buildings  were  in  use  for  ami  storage;  east  of  the  property  was 
Elston  Avenue  followed  by  industrial  buildings  in  their  current  configuration 
to  the  north  of  Wabansia,  and  smaller  industrial  buildings  to  the  south  of 
Wabansia  Avenue. 

1952 

I"s750' 

1                  ■            —  ...... 

The  property  and  surrounding  areas  appeared  unchanged  relative  to  the  1949 
photo.  1 

1955 

I  "=100' 

There  appeared  to  be  debris  around  the  northern  property  perimeter.  The  j 
ASTs  were  still  present,  and  two  small  buildings  were  present  north  of  the  j 
northern  building.  The  area  between  the  northern  and  middle  buildings  was  j 
fenced  in  and  appeared  to  contain  three  areas  of  miscellaneous  storage.  The 
area  of  the  current  Forsyth  Buiiding  still  contained  the  ASTs,  and  there 
appeared  to  be  a  group  of  drums  in  the  southwest  corner  of  the  parcel.  The 
surrounding  area  appeared  unchanged  from  the  1952  photo. 



l  nc  lwv  aj  i  s  flail  Dtren  iiioveti  it)  wridi  was  reponcoiy  si  Lonijiei-G  uikcu  ihjlpl 
farm  near  the  north  end  of  the  northern  building.  The  northern  building  had 
been  added  on  to  the  south,  connecting  it  to  the  middle  building.  A  dark 
stained  area  was  visible  west  of  the  southern  building.  The  Forsyth  Building  | 
was  not  yet  built,  but  the  use  of  this  area  could  not  be  determined  from  the  8 
scale  of  this  photo.  The  Edens  Expressway  had  been  constructed  to  the  west  [ 
of  the  rail  tines  west  of  the  property.  All  other  surrounding  land  uses  [ 
appeared  unchanged  from  the  1955  photo.  9 

1972 

1"=750' 

The  tank  farm  at  the  north  end  of  the  property  was  replaced  by.the  current 
locker  room  building.  There  was  a  large  duct  from  the  roof  of  the  south 
building  to  an  area  west  of  the  southern  building,  with  a  small  pile  of  material 
present  under  its  end.  The  areas  to  the  south  of  Wabansia  Avenue  appeared  a 
bit  overgrown.  The  cwrnmercial/industrial  building  located  southeast  of 
Elston  and  Wabansia  had  been  built.  No  other  changes  were  visible  to 
properties  in  the  surrounding  area. 

1988 

1"=833' 

■ 

An  addition  had  been  built  on  the  east  side  at  the  northern  building,  and  the 
Forsyth  Building  had  been  constructed.  Other  changes  onsitcand  in  the 
surrounding  area  were  difficult  to  identity  from  the  poor  resolution  of  the 
photo. 

1994 

1"=833' 

The  western  portions  of  the  property  appear  paved,  and  the  baghouse 
buildings  and  leachables  shed  were  present  in  this  area.  The  adjacent 
properties  were  unchanged  fro  the  1988  photo. 

200-2 

V-75* 

The  property  appeared  essentially  the  same  as  it  currently  exists.  The  former 
ASTs  (now  used  as  storage  buildings)  were  present  next  to  the  leachables 
shed.  The  storm  water  treatment  pond  was  present  next  to  the  Wheelabrator 
baghouse.  The  areas  north  of  the  Besly  Building  and  north  of  the  northern 
building  head  been  surfaced  for  parking  lots.  No  changes  were  noticed  in  the 
surrounding  area.  j 

Historical  Topographic  Map  Review 

.Historical  topographic  maps  were  provided  for  the  period  between  1901  and  1997 
(Appendix  E).  The  maps  depicted  the  following: 
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Date 

Comments  | 

1901 

This  map  showed  the  streets  present  throughout  the  City  of  Chicago,  but  no  1 
individual  buildings  were  indicated.  Elston  Avenue,  Wabansia  Avenue,  and  Besly 

Cnu-rt  w£»fe  flf&^»nf   liailrflatl  tmr-ks:  were  fil^ft  indicated  wesit  of  the  twortertv 

1953 

This  map  shows  no  changes  from  the  1901  map  except  several  spur  tracks  were 
present  on  the  west  side  of  the  property. 

1963 

No  change  was  visible  to  the  property;  Interstate  94  had  been  constructed  west  of 
the  tracks,  west  of  the  property. 

1963 
photorevised 
1972 

The  property  and  surrounding  area  were  unchanged  from  the  1963  map. 

~  ■  1    '                                        —  _____________ 

1993 

The  property  and  surrounding  area  were  unchanged  from  the  1963  map. 

Fire  Insurance  Map  Review 


Sanborn  Fire  Insurance  Maps  were  requested  from  EDR,  Fire  insurance  maps  were 
proyided  for  the  period  between  1914  and  1992  (Appendix  F).  The  maps  depicted  the 
following: 


j  Date 

Comments 

1914 

The  northern  portion  of  the  main  building  was  occupied  by  Universal  Adas  Cement  Co., 
with  a  building  construction  date  of  19 10.  The  middle  portion  of  the  building  was 
occupied  by  Johnson  and  Jennings  Company  (foundry),  and  the  southern  portion  was 
occupied  by  the  P.  Schoenhofen  Brewing  Company  (brewery).  The  western  half  of  the  * 
main  parcel  was  improved  with  a  Chicago,  Milwaukee,  <fc  St.  Paul  Railroad  rail  yard  j 
containing  numerous  tracks  and  a  switch  tower.  Parcels  8  and  10  were  improved  with  | 
Wabansia  Avenue,  railroad  tracks,  a  locomotive  house,  and  an  industrial  building  | 
occupied  by  the  Price  &  Teeple  Piano  Company  (piano  manufacturer).  Parcel  9  was  I 
improved  with  three  single- family  residences  and  a  saloon.  H 

1950 

The  north  end  of  the  property  contained  a  bulk  fuel  station  with  two  ASTs.  The  Foundry 
portion  of  the  main  building  was  occupied  by  SiWerstein  &  Pinsof,  Inc.  (SiPi  Metals) 
smelting  operation.  The  other  two  portions  of  the  building  were  unchanged.  The  Besly 
Building  was  occupied  by  Illinois  Wood  Products  Co.r  and  Parcel  9  was  noted  as  a  vacant 
lot  containing  empty  barrels.  Properties  across  Elston  Avenue  from  north  to  south 
included  Hanna  Engineering  Works  (machine  shop),  Plywood  Veneer,  Willow  Street,  A, 
Finkl  &  Sons  Co.  (machine  shop),  and  Wabansia  Avenue.  The  1630  Elston  Avenue 
building  was  occupied  by  Paiser  Products  Co.  (edible  pickles  and  preserves).  South  of 
the  Besly  Building  was  Ideal  Wrapping  Products  Co.  (paper  cartons)  with  seven  ASTs 
shown  to  its  south. 

1975 

! 

The  three  portions  of  the  current  building  had  been  connected  into  one  building  under  1 
SiPi  Metal  Corporation.  The  southern  portion  of  the  building  was  labeled  as  a  chemical  | 
factory  and  chemical  warehouse.  The  western  portion  of  the  property  was  unchanged,  I 
and  Uniquip  Corp  (mfr.  of  wood  benches)  occupied  the  Besly  Building.  The  building  J 
south  of  the  Forsyth  Building  was  shown  to  have  been  built  in  1966,  but  the  Forsyth  | 
Building  was  not  yet  present.  Other  changes  to  adjacent  sites  included  Favorite  Gaskets  f 
occupying  the  1630  building  and  Sackett  Screen  &  Chute  Co.  to  the  southeast  of  Elston 
and  Wabansia.  ] 
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[  Date 

]           A  700 

i  iic&e  uid^/s  die  iiicgiDic,  diiti  uctcuis  oi  Lue  property  cannot  oc  discerned. 

1990 

The  SiPi  Metals  main  buildings  were  shown  in  their  current  configuration,  with  some  of 
the  air  pollution  control  equipment  indicated  to  the  west  of  the  main  building  and  die 
Forsyth  Building  indicated  to  have  been  built  in  1977.  The  adjoining  properties  were  all 
indicated  to  be  manufacturing  facilities;  Rexnord  Cylinder  Divn,  Plywood  Veneer,  and 
Sackett  Screen  &  Chute  were  the  only  named  occupants. 

1992 

This  map  shows  no  changes  to  the  property  or  surrounding  sites  from  the  1 990  map. 

2.6      CITY/COUNTY  FILE  REVIEW/INTERVIEWS  WITH  LOCAL 
GOVERNMENT  OFFICIALS 

Files  Reviewed:        Illinois  EPA,  Land  Division 

Permits/Comments:  The  Illinois  EPA  Land  Division  indicated  they  have  no  files. for  the 
1660  N.  Besly  Court  address.  The  files  provided  indicate  the  facility  has  followed  proper 
permitting  procedures  and  generally  complies  with  those  permits.  Following  is  a 
summary  of  the  more  recent  correspondence,  copies  of  which  are  provided  in 
Appendix  G: 


f  Address 

Date 

Permits  (Notes)   j 

I  1720 
Elston 

11/ 15/94 

Request  to  add  waste  codes  for  cadmium,  chromium,  mercury,  and  selenium  I 
to  the  existing  generic  waste  stream  authorization  numbers. 

.  Avenue 

1 1/22/94 

General  Application  for  Permit  to  add  recyclable  materials  for  precious  metals 
recovery  to  generic  waste  stream  permit. 

2/9/95 

Permit  to  store,  transfer,  and/or  treat  waste  for  the  recovery  of  precious  metals 
only.  Allows  facility  to  receive  spent  plating  solutions  (F00I ,  F002,  F003, 
F004,  F005,  F00<5,  P007,  FQ08,  F009,  D001,  D002,  D003,  D004,  D006,  D007, 
DQ08,  D010,  and  DOi  1);  waste  from  data  processing  and  semi-conductor 
manufacturers  {D002,  D003,  D004,  D006,  D007,  D008,  D010,  and  D0U): 
waste  from  jewelers  and  precious  metal  processors  (F001 ,  F002,  F003,  F004, 
F005,  D001 ,  D007,  D008,  D010,  and  D0.lt);  waste  from  film  processors 
(DQOS.Dtl). 

3/2/00 

U.S.  EPA  Notice  of  RCRA  Violation  and  RCRA  3007  Information  Request  - 
■  Based  on  a  9/25/99  inspection,  U.S.  EPA  asserted  violations  in  the  following 
areas:  79  drums  of  cyanide  waste  were  not  labeled  as  "hazardous  waste"  and 
had  no  accumulation  dates;  the  hose  used  to  transfer  haz  waste  from  the 
neutralization  units  to  the  haz  waste  storage  tanks  iti  the  Hydromet  area  was 
leaking;  no  formal  contingency  plan  was  available;  and  insufficient 
documentation  of  training. 

7/17/00 

RCRA  3007  Information  Request  to  ascertain  compliance  with  she  standards 
for  hazardous  wastes  burned,  as  set  forth  in  the  BIF  Rule. 

2/5,6/01 

RCRA  Inspection  Report  -  discussed  SiPi's  receipt  oF  photographic  wastes 
from  unpermitted  transporters.  SiPi  was  not  found  in  violation. 

3/29/01 

Complaint  Investigation  Form  -  anonymous  complaint  that  the  facility  is  | 
burning  hazardous  wastes,  no  file  opened.  i 

<■<         -  <   'UMi.m  fcd  *  ...  m^h—  ■  ,.  ,i    mm  ■■,,■».  i  ■■  i  .    ■■■  1  H 
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Address 

Date 

Permits  (Notes) 

5/9/01 

RCRA  Compliance  Assistance  Survey  Checklist  -  no  violations. 

6/19/01 

Summary  letter  of  5/9/01  Compliance  Assistance  Survey  -  identified 
fluorescent  bulbs  sis  a  hazardous  waste  stream  and.  encouraged  the  use  of 
pollution  prevention  methods.  No  recommendations  for  operations  changes 
were  made.  ' 

3/5/02 

Letter  from  U.S.  EPA  that  agency  does  not  plan  additional  enforcement  action 
regarding  violations  asserted  in  3/2/00  notice  based  on  9/15/99  inspection. 

10/1/03 

SiPi  Notice  of  Intent  to  Import  Hazardous  Waste. 

12/9/03 

1EPA  Memo  to  file  -  the  apparent  violation  cited  5/9/0 1  is  resolved. 

Files  Reviewed:       Illinois  EPA,  Air  Division 


Permits/Comments:  The  Air  Division  indicated  they  have  no  files  for  the  1660  North 
Besiy  Court  address.  Information  received  regarding  die  1720  North  Elston  Avenue 
address  includes  the  following,  copies  of  which  are  provided  in  Appendix  G: 


Address 

Bate 

Permits  (Notes) 

1720 
North 
Elston 
Avenue 

10/23/02 

FESOP  inspection  memo  -  no  violations  past  10  years,  source  at  90%  of 
allowable  emissions 

7/6701 

FESQP-NSPS  Source  -  Permits  3  rotary  furnaces,  one  reverbatory  furnace,  a 
tin  shot  kettle,  6  crucible  induction  furnaces,  a  roastingi'drying  furnace,  2 
induction  furnaces,  a  shredder  mill,  a  screen  mill,  a  hammer  milt,  and  a  shot 
blaster.  Control  eqoipment  covered  by  permit  includes  settling  chamber  with 
baghouse,  and  seven  bagbouses,  two  with  afterburners.  Permit  expires  7/6/06. 

2001 

Form  R  Toxic  Chemical  Release  Inventory  Reporting  Forms  -  Indicates 
routine  emissions  of  copper  compounds,  zinc  compounds,  chromium  | 
compounds,  lead  compounds,  manganese,  nickel,  and  silver.  j 

Files  Reviewed:       Illinois  EPA,  Water  Division 


Permits/Comments:  The  Water  Division  indicated  they  have  no  files  on  record  for  the 
subject  property  addresses. 

Files  Reviewed:       Illinois  EPA,  Office  of  Emergency  Response 

Permits/Comments:  The  Office  of  Emergency  Response  indicated  they  have  no  tiles  on 
record  for  the  subject  property  addresses. 

Files  Reviewed:       Illinois  State  Fire  Marshal 

Permits/Comments:  The  State  Fire  Marshal  indicated  they  have  no  files  for  the  1660 
North  Besly  Court  address.  Information  received  regarding  the  1720  North  Elston 
Avenue  address  includes  the  following,  copies  of  which  are  provided  in  Appendix  G: 
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Address 

Date 

Permits  (Notes)  I 

1720 
North 
|  Elston 
|  Avenue 

2/5/86 

UST  Notification  form  for  one  2,000-gallon  gasoline  UST  I 

12/8/89 

City  of  Chicago  permit  to  remove  one  2,000-gallon  gasoline  UST  ; 

1/10/90 

UST  Notification  form  For  two  10,000-gallon  heating  oil  USTs,  26  years  old  1 

5/21/90 

City  of  Chicago  permit  to  remove  two  10,0 00-gaI Ion  fuel  oil  USTs  j 

6/11/96 

Amended  notification  of  a  12/15/90  removal  of  a  2,000-gallon  gasoline  UST,  V 
and  6/26/90  removal  of  two  10,000-gallon  USTs                  *  _J 

2.7      CURRENT  SITE  CONDITIONS 


SiPi  Metals  Corporation  is  a  manufacturer  of  brass  and  bronze  metal  alloys,  master 
alloys,  and  a  refiner  of  precious  metal  scrap.  Its  main  business  is  refining  precious  metal 
scrap  generated  mainly  in  the  electronic,  chemical,  military,  and  electroplating  industries. 
The  operations  are  divided  into  Production  Operations  from  Brass  and  Bronze 
Manufacture  and  Production  Operations  from  Precious  Metals  Refining.  The  facility  has 
the  capacity  to  treat  2,000  tons  of  material  per  month  and  can  recover  Fine  gold,  silver, 
platinum,  palladium,  and  rare  metals. 

Metal-bearing  wastes  are  received  from  customers,  usually  in  the  form  of  drummed 
material,  including  printed  circuit  boards,  connectors,  chips,  auto  and  petrochemical 
catalysts,  silver  batteries,  lab  equipment,  plating  residues,  solutions  and  sludges,  jet 
engine  parts,  photographic  film  processing  wastes,  and  manifested  hazardous  wastes 
containing  precious  metals. 

Main  Building,  Southern  Section 

The  southern  building  is  mainly  used  to  process  liquid  materials  that  are  segregated  into 
acidic  and  caustic  materials.  The  caustic  materials  are  processed  to  remove  metals 
(gold),  sodium  hypochlorite  is  then  added  to  'kill'  the  cyanide,  some  of  the  liquid  is 
evaporated  off,  and  it  goes  to  a  storage  tank  prior  to  disposal. 

In  the  acids  area,  Clayton  observed  drums  of  sodium  nitrate  and  hydrochloric  acid 
wastes,  which  are  the  raw  materials  for  the  metals  recovery  process."  These  materials  are 
put  into  mix  tanks;  then  the  acid  is  neutralized  to  precipitate  out  the  desired  metals;  the 
precipitate  is  put  through  a  filter  press  and  then  processed  in  a  furnace.  Both  of  these 
areas  have  an  epoxy  floor  coating  (red  in  the  acids  area);  drum  storage  areas  have  sloped 
floors  to  provide  containment.  The  drains  in  the  floor  are  sumps  with  poly  liners  and 
have  no  outlet  drains.  These  areas  have  never  been  evaluated  for  residual  metals  or 
cyanide  contamination.  The  second  floor  of  this  part  of  the  building  houses  the  QA/QC 
laboratories, 
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Main  Building,  Middle  Section 

The  middle  building  contains  three  large  furnaces,  four  smaller  furnaces,  and  air  pollution 
control  equipment  to  process  mainly  the  bronze  and  brass  recovery  materials.  The 
subsurface,  concrete-lined  quench  pits  in  this  area  were  reported  by  SiPi  personnel  to  be 
known  to  be  leaking  into  the  fill  beneath  this  portion  of  the  building.  Two  air 
compressors  are  located  in  a  separate  room  in  this  portion  of  the  building.  Significant 
oily  staining  of  the  concrete  floor  was  observed  in  this  room.  There  was  an  area  with  two 
hydraulic  units  serving  the  pouring  conveyor  along  the  eastern  wall  that  also  displayed 
significant  oily  staining.  Blackened  brick  was  observed  on  the  exterior  wall  adjacent  to 
this  equipment.  One  of  the  electric  induction  furnaces  in  this  part  of  the  building  has  a 
water  pit  that  is  13  feet  deep,  with  a  smaller  15-foot  shaft  beneath  that.  This  pit  had 
contained  up  to  10  percent  chrome  and  copper  containing  water,  and  Mr.  Arkelian  stated 
it  was  known  to  have  been  leaking.  This  pit  is  no  longer  in  use. 

A  scrap  metal  briquetter  is  located  in  the  northwest  portion  of  this  building  section.  The 
equipment  contains  1,200  gallons  of  hydraulic  oil  and  is  located  over  a  pit  to  recycle  the 
dripped  or  over-sprayed  oils.  The  integrity  of  this  pit  is  unknown. 

An  atrium  section  to  this  part  of  the  building  contains  the  base  of  the  100-foot  stack  that 
has  been  out  of  service  since  circa  1950  when  the  Wheelabrator  Bag  House  was 
constructed.  The  flue  dust=settling  chamber  associated  with  the  stack  was  removed  from 
the  site  in  early  2004.  The  flue  dust  currently  collected  in  the  Wheelabrator  Bag  House  is 
sold  for  various  re-uses  and  further  metals  reclamation. 

The  east  side  of  this  section  contains  the  receiving  docks  and  offices.  Three  pole- 
mounted  transformers  are  located  adjacent  to  the  east  side  of  the  middle  section  of  the 
building.  One  transformer  was  observed  to  be  leaking  oils  onto  the  sidewalk.  The 
transformers  are  all  owned  by  ComEd. 

Main  Building,  Northern  Section 

The  northern  building  is  divided  into  a  maintenance  area,  a  raw  material  processing  area, 
and  an  area  with  gas-fired  crucible  furnaces  to  process  precious  metal  bearing  materials, 
A  building  at  the  north  end  of  the  property  houses  the  employee  locker  and  break  rooms. 
Two  baghouse  buildings,  which  provide  particulate  control  for  the  brass  and  bronze 
processes,  are  located  west  of  the  southern  and  middle  portions  of  the  building.  An  area 
in  the  northeast  corner  of  the  building  was  formerly  used  to  process  metals  out  of  spent 
acidic  plating  solutions  (done  here  from  1986  to  1998,  a  process  now  occurring  at  the 
south  end  of  the  building).  The  area  was  bermed  and  sealed  for  containment  but  has 
never  been  evaluated  for  residual  contamination. 

A  milling  operation  is  conducted  in  an  area  of  the  building  originally  used  as  a  horse 
stable,  Circuit  boards  are  also  shredded  and  ground  in  this  section  of  the  building  prior  to 
processing  in  the  furnaces. 
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Gas-fired  crucible  furnaces  are  present  in  the  west  side  of  the  building.  There  is  the 
potential  for  contamination  of  building  surfaces  from  metals  contained  in  the  dusts  settled 
from  this  operation 

Forsyth  Building  -  1672  N.  Elstoa  Avenue 

The  Forsyth  Building  is  used  mainly  to  store  finished  products  in  the  form  of  metal 
ingots .  There  is  also  an  area  of  old  equipment  in  the  southeast  corner  of  the  building  and 
empty  damaged  drums  used  to  charge  raw  materials  into  the  furnaces. 

A  metal  chopper  and  briquetter  were  formerly  located  in  the  southwest  corner  of  this 
building.  Oily  staining  of  the  floor,  most  likely  related  to  hydraulic  oil  use,  was  observed 
-  in  this  area,  and  oil  was  seeping  from  the  exterior  seam  between  the -base  of  the  wall  and 
the  concrete  floor.  Two  open  buckets  of  oils  were  located  in  this  comer  as  well. 

This  building  was  constructed  on  top  of  several  feet  of  fill  material  to  raise  the  truck 
doors  to  dock  height.  The  fill  is  of  unknown  origin  and  content. 

Besly  Building  - 1660  Besly  Court 

The  Besly  Building  currentiy  stores  unused  equipment  in  the  basement,  and  the 
remainder  is  used  to  store  and  process  raw  material  prior  to  processing  (i.e.,  hand 
disassembly  of  cell  phones,  computers,  etc.).  Former  operations  in  this  building  included 
the  use  of  paints  and  solvents.  While  there  is  no  evidence  such  materials  were  released  or 
stored  in  mass  quantities,  the  potential  for  solvent  contamination  exists.  Based  on  prior 
assessment  documents,  a  first  floor  room  contained  a  flammables  storage  cabinet  with 
catalysts  and  resins  from  former  foundry  operations,  and  one  drum  of  glycol  ether. 

The  building  contains  two  freight  elevator  systems.  One  system  has  been  disassembled, 
and  the  piston  is  still-  in  place,  but  the  shaft  could  not  be  observed  for  evidence  of  staining 
or  leaks.  The  other  elevator  is  still  in  use  and  displayed  oily  staining  around  the  system's 
hydraulic  reservoir,  as  well  as  a  significant  quantity  of  dark  liquid  in  the  base  of  the 
■  elevator  shaft.  These  systems  represent  the  potential  for  petroleum  contamination  and 
possibly  PCB  contamination  to  the  subsurface. 

A  room  on  the  second  floor  was  used  by  the  prior  occupant  of  the  building  as  a  small 
paint  spray  booth.  It  was  filled  with  equipment  storage  at  the  time  of  Clayton's  site  visit, 
but  the  areas  that  could  be  observed  did  not  appear  to  have  significant  spills  or  staining. 
The  floor  in  this  booth  had  an  epoxy  floor.  One  pallet  of  5-gallon  containers  of  refractory 
mold  was  stored  on  the  upper  floor. 

A  section  of  the  north  side  of  the  building  is  one-story  with  no  basement.  This  area  is 
used  to  store  materials  to  be  processed  under  a  government  contract. 
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Howard  Medical  Company  Building  -  1690  N.  Elston  Avenue 

This  building  is  of  oak  beams  and  brick  construction  and  has  been  partially  renovated  in 
the  office  areas.  The  basement  areas  were  noted  to  be  very  damp.  Back  to  the  early 
1900s,  it  was  used  by  Felt  Industries,  a  company  that  stamped  felt  gaskets.  Howard 
Medical  has  occupied  the  building  since  1986,  using  it  to  warehouse  and  package  latex 
gloves  and  other  products  for  the  medical  industry.  The  building  is  heated  by  baseboard 
heaters  in  the  office  areas  and  by  natural  gas  space  heaters  in  the  warehouse  and 
processing  areas. 

An  area  of  the  warehouse  used  for  packaging  operations  was  observed  to  have  plastic 
sheeting  hung  along  the  walls  to  prevent  peeling  paint  from  getting  into  the  packaging. 
The  upper  floor  has  a  brick  floor  that  was  formerly  in  a  food  processing  area  (when  the 
building  was  in  use  for  edible  pickle  manufacturing).  This  area  is  currently  used  for 
warehousing  only. 

The  basement  of  the  building  contains  a  natural  gas  boiler  that  supplies  the  baseboard 
heaters.  An  old  hydraulic  elevator  is  present.  Its  oil  reservoir  is  on  a  concrete  floor  that 
was  observed  to  be  either  oily  or  damp  but,  due  to  the  lack  of  proper  lighting  in  the  area, 
it  could  not  be  determined  what  the  liquid  was.  Oily  odors  were  noted  in  the  area.  An 
open  bucket  of  liquid  was  observed  next  to  the  reservoir,  and  Mr.  Litton  indicated  this 
was  water.  The  base  of  the  elevator  shaft  could  not  be  observed  by  Clayton  as  Mr.  Litton 
did  not  have  the  elevator  key. 

West  Side  of  Property 

All  exterior  areas  of  the  property  are  paved  surfaces  with  the  exception  of  the  west  side  of 
the  property  where  the  railroad  easements  run  north-south  and  have  been  present  since  at 
least  1914.  These  easements  are  gravel-covered  or  grassy  with  a  shrub-covered  slope 
near  the  southwest  comer  of  the  property.  An  engine  house  was  formerly  on  the 
southwest  portion  of  the  property.  No  investigation  of  these  areas  for  contamination 
related  to  the  use  of  engine  fuels  has  been  identified. 

The  northeast  portion  of  the  property  was  used  as  a  bulk  fuel  oil  station  from  the  1 930s  to 
the  1970s.  Formerly  four  heating  oil  ASTs  were  used  in  transferring  from  rail  cars 
located  at  the  northeast  comer  of  the  property.  Underground  pipelines  transferred 
petroleum  products  from  rail  cars  to  ASTs  and  then  to  trucks.  The  ASTs  were  later 
placed  within  a  concrete  containment  that  has  since  been  converted  into  the  current 
employee  locker  building.  The  ASTs  were  decommissioned  in  1973  and  cut  in  half;  the 
shells  are  currently  used  for  storage  sheds  along  the  western  property  line.  The  potential 
for  contamination  exists  in  the  area  where  the  ASTs  were  in  use. 

Historic  foundry  operations  are  suspected  to  have  created  general  metals  contamination 
of  the  property  and  the  building  surfaces.  The  area  reported  as  being  expected  to  be  most 
significantly  impacted  is  the  area  north  of  the  Wheelabrator  baghouse,  where  flue  dust 
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was  formerly  loaded  out  to  rail  cars.  A  stockpile  of  metal  slag  in  this  area  was  removed 
prior  to  this  area  being  paved  over  in  1974. 

A  brick -lined  storm  sewer  runs  the  length  of  the  west  side  of  the  Main  Building  and 
connects  to  the  onsite,  concrete-lined,  water  retention  basin.  Dusts  setding  in  the  yard 
prior  to  the  installation  of  the  retention  basin  system  could  have  gone  into  this  sewer.  In 
addition,  any  contamination  in  the  subsurface  from  USTs  or  other  operations  on  the 
property  could  leak  into  this  sewer  system,  using  it  as  a  pathway  for  migration.  City 
street  sweepers  have  been  observed  to  empty  their  holding  tanks  into  sewer  via  a  manhole 
in  Besly  Court.  A  9-foot  storm  water  intercept  sewer  is  also  reported  to  be  present  at  a 
depth  of  12  feet  under  the  west  side  of  Besly  Court,  south  of  Wabansia,  and  continuing 
north  under  the  west  side  of  the  subject  property.  This  could  represent  a  pathway  for  die 
migration  of  subsurface  contamination,  as  well  as  being  a  factor  to  future  re-development 
of  the  property. 

SiPi  personnel  reported  that,  approximately  15  years  ago,  there  had  been  an  explosion  of 
a  transformer  in  the  group  of  four  ComEd  transformers  located  on  the  western  roof  of  the 
middle  section  of  the  building.  Oils  were  reported  to  have  run  down  the  gutters  and  into 
the  storm  drains  to  the  subsurface  storm  sewer  system. 


Stained  Soil  Yes  No  XX 


Distressed  Vegetation  Yes  No  XX 


Chemical/Hazardous  Materials  Storage    Yes        XX  No 

Comments  (types,  amount,  location):  The  facility  operations  inherently  use,  store 
and  process  hazardous  materials.  Liquid  materials  received  for  processing  under 
manifest  as  hazardous  waste  were  observed  to  be  labeled  as  such,  and  stored  in  a 
bermed  room  with  epoxy-coated  floors.  These  materials  were  also  segregated  into 
acids  and  caustics.  Some  of  this  material  is  spent  plating  solution,  containing 
cyanide.  No  stains  or  spills  were  noted  in  these  areas,  and  Mr.  Arkelian  indicated 
they  have  had  no  history  of  reportable  releases  in  this  storage  area. 

Various  chemicals  and  reagents  were  stored  for  use  in  the  QA/QC  lab  areas  on  the 
second  floor  of  the  southern  section  of  the  main  building.  These  materials  all 
appeared  to  be  properly  labeled  and  stored. 

The  north  end  of  the  building  contains  the  maintenance  department.  One 
flammables  cabinet  stored  grease,  and  another  stored  various  containers  of  latex 
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and  epoxy  paints.  Four  drums  were  observed  to  dispense  fresh  oils  with  pump 
equipment  installed  in  the  caps  and  were  stored  on  a  shallow  drip  pallet 

The  facility  uses  both  battery  and  propane-fueled  forklifts.  Battery  chargers  are 
located  in  the  maintenance  area.  Propane  tanks  are  filled  from  the  large  tank  next 
to  the  Taylor  Baghouse,  west  of  the  building.  These  lift  trucks  are  serviced  onsite, 
and  used  oil  is  accumulated  in  a  300-gallon  AST  that  which  is  ultimately  fed  into 
the  metals  reclamation  process. 

Large  containers  of  bulk  borax  and  soda  ash  are  present  near  the  induction  furnaces 
for  input  into  the  feedstock. 

Janitorial  chemicals  are  stored  in  each  building  on  the  property  in  small  quantity 
containers.  Painter's  materials  are  stored  in  one  of  the  round  storage  sheds  on  the 
western  side  of  the  property.  These  included  approximately  1 2  five-gallon  buckets, 
mostly  containing  Zinc  paint. 

In  the  Besly  Building,  a  flammables  cabinet  on  the  second  floor  stores  equipment 
and  three  quart  containers  of  methyl  ethyl  ketone.  Oily  liquid  in  buckets  is  present 
near  the  freight  elevator.  Similarly,  two  open  buckets  of  oily  liquid  were  located  in 
the  southwest  comer  of  the  Forsyth  building.  No  evidence  of  spills  or  releases  of 
the  currently  stored  materials  was  observed. 


Sumps/Pits/Floor  Drains  Yes        XX  No 


Comments  (types,  amount,  location):  Most  of  the  floor  drains  were  sealed  over 
20  years  ago.  The  storm  sewers  on  the  property  flow  to  the  stormwater  retention 
basin  at  the  southwest  corner  of  the  main  property.  Dissolved  solids  are  settled  out, 
and  the  water  is  discharged  to  the  MWRD.  The  solids  are  cleaned  out  of  the 
bottom  of  the  basin  annually  and  are  put  into  the  metals  recovery  process. 

Numerous  machine  pits  and  quench  tank  pits  are  located  in  the  main  building 
process  areas.  Many  of  these  are  suspected  of  leaking  into  the  subsurface  under  the 
building.  The  waters  leaking  out  are  presumed  to  contain  elevated  levels  of  metals 
from  the  processes.  According  to  Mr,  Arakeiian,  his  past  experience  excavating 
various  areas  of  the  property  has  identified  perched  groundwater  in  the  fill  materials 
under  the  building.  The  extent  of  contamination  from  such  releases  is  unknown. 


Leachficlds/Septic  Tank  Yes  No  XX 
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Source  of  Fuel  for  Heating:  The  buildings  are  all  heated  by  natural  gas- fired  heaters  and 
boilers. 


Wells  Yes  No  XX 


Waste  Handling  and  Disposal: 

Comments  (types,  amount,  location):.Wastes  currently  generated  by  the  property 
include  municipal  refuse  and  recyclable  cardboard.  Municipal  waste  is  removed  by 
a  commercial  waste  hauler. 

The  facility  is  permitted  by  the  Illinois  EPA  to  accept  wastes  for  precious  metals 
reclamation,  which  are  defined  as  hazardous  due  to  the  origin  or  their 
characteristics.  These  materials  are  used  in  the  shredding/millingi'smelting  - 
operations  and  in  hazardous  liquid  processing  operations  to  produce  a  product  that 
is  not  considered  a  hazardous  waste.  The  smelting/processing  operation  by- 
products are  sent  to  various  companies  that  can  further  extract  additional  metals 
through  chemical  or  other  processes,  or  they  are  collected  by  licensed  waste  haulers 
for  proper  disposal.  SiPi  is  considered  a  large-quantity  generator  of  hazardous 
wastes  (see  Section  2.6). 


Onsite  Transformer  Yes        XX  No 


Condition  :  One  of  the  onsite  transformers  was  observed  to  be  leaking,  with 
staining  on  the  surrounding  concrete  (see  below). 

Ownership  :  The  exterior  transformers  are  owned  by  ComEd. 

Comments  (types,  amount,  location):  Six  pole-mounted  transformers  are  located 
near  the  southwest  comer  of  the  Forsyth  building,  all  of  which  appeared  in  good 
condition.  Three  pole-mounted  transformers,  which  also  appeared  in  good  condition, 
are  located  next  to  the  security  trailer.  Three  pole-mounted  transformers  are  present 
on  the  east  side  of  the  main  building,  none  of  which  appeared  to  be  labeled  as  to  their 
PCB  content,  and  one  of  which  was  leaking.  Oily  drips  were  present  on  the  sidewalk 
next  to  the  building  (considered  to  be  City  of  Chicago  property).  Four  transformers 
are  mounted  on  the  roof  edge  on  the  western  side  of  the  building.  According  to  Mr. 
Arkelian,  approximately  15  years  ago  one  of  the  transformers  failed;  its  oils  ran 
down  the  roof  into  the  roof  drains  and  then  into  the  sewer  systems.  He  had  no 
knowledge  regarding  testing  or  cleanup  of  these  oils  by  ComEd. 
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A  PCB  Compliance  Inspection  performed  on  the  SiPi  facility  by  the  U.S.  EPA  in 
1984  did  not  identify  any  PCB-containing  equipment  on  the  property.  Interior 
transformers  observed  at  the  time  of  Clayton's  site  visit  were  all  dry-type 
transformers. 


Aboveground  Storage  Tanks  (ASTs)        Yes        XX  No 

Number  See  below  Age  various 

Volume  various  Contents      See  below 

Comments:  One  500-gallon  AST  is  located  next  to  the  west  side  of  the  middle 
section  of  the  main  building,  in  secondary  containment.  The  AST  is  approximately 
20  years  old^  and  there  is  no  evidence  of  leaks.  A  large  pressure  tank  containing 
propane  is  located  in  the  western  portion  of  the  property  on  the  north  side  of  the 
Taylor  Baghouse.  This  propane  is  used  to  fuel  forklifts  used  onsite. 

Several  polyvinyl  ASTs  are  used  to  mix  and  process  liquid  wastes  in  the  hazardous 
liquids  storage  room,  the  cyanide  room,  and  the  acids  area.  None  of  these  was 
observed  to  be  leaking,  and  all  are  contained  in  an  area  with  epoxy-coated,  sloped 
floors  designed  to  control  releases. 

A  scrap  metal  briquetter  that  has  a  self-contained  1,200-gallon  AST  to  hold 
hydraulic  oils  is  located  in  the  northern  section  of  the  main  building.  The  machine 
is  located  over  a  pit  to  collect  and  recycle  these  oils.  The  integrity  of  the  pit  is 
unknown. 

A  300-gallon  AST,  used  to  collect  used  oils  from  lift  truck  repairs,  is  present  in  the 
maintenance  area  of  the  northern  section  of  the  building.  This  AST  is  double- 
walled,  and  the  contents  are  used  as  process  fuel  onsite. 

Formerly  two  heating  oil  ASTs  operated  as  part  of  a  bulk  fuel  oil  transfer  station. 
The  oil  pump  house  was  situated  west  of  the  ASTs  and  was  feportedly  used  to 
control  transfer  of  oil  from  railcars  to  the  ASTs.  The  original  tanks  were  situated 
along  the  northeastern  property  boundary.  The  tanks  were  subsequently  relocated 
to  the  north  central  portion  of  the  property  and  were  secured  within  concrete 
containment  (walls  and  floor).  The  ASTs  were  decommissioned  in  1973  and  cut  in 
half;  the  shells  are  currently  used  for  storage  sheds  along  the  western  property  line. 
No  information  is  available  regarding  spills  or  release  that  may  have  occurred  at  the 
north  end  of  the  property  when  these  tanks  were  in  use. 

A  prior  Phase  I  report  on  the  property  by  STS  Consultants  indicated  the  CDOE  has 
a  record  of  installation  of  two  3,000-gallon  fuel  oil  tanks  in  1958  at  1760  North 
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Elston  under  the  name  of  Chicago  Milwaukee  Railroad,  These  tanks  are  believed  to 
have  been  at  the  north  end  of  the  site  but  may  have  been  either  ASTs  or  USTs. 
There  was  no  record  of  their  removal.  Based  on  aerial  photographs  dated  1 963 , 
these  3,000-gallon  tanks  could  have  been  located  within  the  previously  discussed 
containment  area. 


Underground  Storage  Tanks  (USTs)        Yes        XX  No 

Comments:  A  former  2,000-gallon  gasoline  UST  is  present  underneath  the  southern 
portion  of  the  main  building  in  the  liquids  storage  room  of  the  cyanide  area.  The 
UST  was  reported  to  have  been  removed  from  service  and  filled  with  pea  gravel  in 
1981.  ■ 

r 

Two  10,000-gallon  fuel  oil  USTs  were  present  in  the  area  north  of  the  Taylor 
Baghouse  Building,  currently  occupied  by  the  propane  AST.  These  tanks  were 
installed  in  1 974  and  were  reportedly  removed  in  1990.  There  is  no  record  of  a 
releases  reported  from  these  two  tanks;  however,  an  underground  pipeline  connected 
these  two  tanks  to  the  building  to  the  east.  It  is  reported  that  the  pipeline  is  still 
present. 

A  2,000-gallon  gasoline  UST  was  formerly  located  at  the  west  end  of  the  southern 
wall  of  the  main  building.  A  dispensing  pump  for  this  UST  was  located  at  the 
.  southern  end  of  the  western  wall  on  a  concrete  pad  that  is  still  present.  This  UST  was 
removed  in  1990  at  the  time  the  two  10,000-gallon  fuel  oil  USTs  were  removed. 

A  9,000-gallon  heating  oil  UST,  comprised  of  a  former  railcar,  was  buried  beneath 
one  of  the  furnaces  and  was  suspected  to  have  been  leaking.  It  was  removed  from 
service  and  filled  with  pea  gravel  in  approximately  1980.  This  UST  also  had 
underground  lines  present  that  reportedly  directed  fuel  oil  to  the  Taylor  Baghouse. 
The  lines  were  also  suspected  to  have  been  leaking. 


Suspect  Asbestos-Containing  Materials 

Comments:  Sampling  was  not  included  in  the  current  scope  of  work.  Suspect 
ACM  was  observed  in  the  form  of  pipe  and  lagging  insulation,  in  the  drywall 
systems,  vinyl  and  terrazzo  floor  tile  and  ceiling  tile  in  the  office  areas  of  each 
building,  in  the  lab  areas  in  the  form  of  lab  hood  linings  and  chemical  resistant 
countertops,  and  in  roofing  materials. 
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Lead-Based  Paint 

Samples  Collected  Yes  No  XX 

Comments;  The  buildings  were  all  constructed  prior  to  1 980  and  would  be 
suspected  of  containing  lead-based  paints.  The  main  building  had  very  few  painted 
surfaces,  and  those  that  were  painted  were  mostly  in  good  condition.  Peeling  paint 
was  observed  in  localized  areas  on  equipment  and  in  many  areas  in  the  Howard 
Medical  Building.  The  areas  of  damaged  paint  would  need  to  be  sampled  to 
determine  their  lead  content  to  ensure  their  proper  handling  during  demolition  or 
renovation  activities. 


Drinking  Water 

Source:  The  City  of  Chicago  supplies  pretreated  Lake  Michigan  water. 
Source  meets  standards  for  lead  and  other  metals:  Yes 


Radon 

Radon  Zone:        2  Source:      EDR  Report 


Wetlands 

Wetland  Indicators  Noted:      Yes  No  XX 


Air  Emissions 

Air  Emission  Sources:  Yes  XX  No 

Comments:  The  facility  is  permitted  to  operate  all  equipment  observed  at  the  time 
of  the  site  visit.  Prior  operation  to  date  has  been  demonstrated  to  have  not  exceeded 
permitted  emissions  limits. 
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CKOU11  SERVICES 

2.8      REGULATORY  SEARCH  (ADJACENT  OR  UPGRADIENT  SITES 
WITHIN  %  MILE  OF  SUBJECT  PROPERTY) 

The  subject  property  was  identified  in  the  databases  reviewed.  SiPi  Metals  Corporation 
was  identified  as  a  large  quantity  generator  of  hazardous  waste  with  one  violation  listed. 
According  to  the  last  biennial  report  available  on  the  database,  dated  2001,  SiPi  reported 
generating  2.3  million  pounds  of  characteristically  corrosive  waste,  2.9  million  pounds  of 
lead  containing  waste,  3,1  million  pounds  of  cadmium  containing  waste,  3,300  pounds  of 
spent  halogenated  solvents,  and  6,600  pounds  of  spent  non-halogenated  solvents.  A 
September  15,  1999  violation  was  cited  for  the  facility,  listing  generator  oversight 
requirements  related  to  New  York  and  Connecticut  manifests  as  the  area  of  violation,  and 
March  5, 2002  as  the  date  the  facility  returned  to  compliance  for  this  issue. 

SiPi  Metals  is  on  the  State  Fire  Marshal's  list  as  having  one  removed  and  two  closed 
USTs.  One  2,000-gallon  gasoline  UST  was  removed  from  the  property,  and  two  10,000- 
gallon  heating  oil  USTs  were  closed,  being  reported  as  last  used  on  January  1,  1990. 

The  1660  North  Besly  Court  building  is  listed  under  the  name  of  Prototype  Services  Inc. 
as  a  small-quantity  generator  of  hazardous  waste.  No  violations  were  reported  for  the 
facility. 

The  U.S.  EPA  FINDS  database  identifies  the  property  on  the  AIRS  Facility  Subsystem, 
the  National  Compliance  Database,  the  Integrated  Compliance  Information  System, 
National  Emissions  Trends,  National  Toxics  Inventory,  RCRA  Information  System,  and 
Toxic  Chemical  Release  Inventory  System  lists.  No  environmental  cleanup  Hens  appear 
on  record  against  the  subject  property,  based  on  the  review  of  information  available  from 
the  EDR  report. 

The  database  review  identified  246  sites  within  the  specified  search  distances  from  the 
subject  property.  A  complete  listing  of  these  sites  is  included  in  Appendix  H.  Most  of 
the  sites  present  no  environmental  concern  to  the  subject  property  because  they  hold  only 
an  operating  permit  (which  does  not  imply  a  release),  require  no  further  action,  or  (based 
upon  Clayton's  review)  are  too  distant  and/or  topographically  downgradient  or 
crossgradient  relative  to  the  subject  property  to  reasonably  affect  it. 

The  computer  database  review  identified  the  following  facilities  within  lA  mile  from  the 
subject  property: 


FacUity 

Database 

Orientation 
from  Subject 
Site  (miles) 

Environmental 
Concern/Reason 

Columbia  Grant  Hospital 
WH 

1400  W  Wabansia 

UST 

<1/S  mile  E 

No;  two  375-gal  USTs  listed  as 
last  used  in  1973, 
-  
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Facility 

Database 

Orientation 
from  Subject 
Site  (miles) 

Environmental 
Conce  rn/Reas  on 

Former  D  C  Franche  Pain 
1401  Wabansia  Ave 

UST,  CERCLIS, 

RCR1S-LQG, 

FINDS 

<l/8  mile  E 

No;  see  below. 

Hanna  Corp  (a.k.a.  Rexroad 

Hanna  Corp  and  Hanna 

Cylinders) 

1765  NElston  Ave 

UST,  LUST, 

RCRIS-SQG, 

FINDS 

<l/8  mile  NW 

No,  two  15,000-gal  heating  oil 
USTs  removed  in  1 996  with  no 
releases;  one  2r000-gal  UST 
(unknown  contents)  removed 
1990  with  a  1991  NFA  letter 
issued;  no  RCRA  violations 
reported. 

Elkwood  Plating 
Incorporated 

16^7  N  firth  Elston  Avenue 

RCRIS-SQG, 

FINDS, 

RAATS, 

CORRACTS, 

CERC-NFRAP, 

UST 

<l/8  mile  SSE 

No;  see  below. 

R.S,  Industries  Inc. 

1651  North  Elston  Avenue 

LUST 

<l/8  mile  SSE 

No;  LUST  reported  12/23/92; 
NFA  letter  issued  6/24/94. 

Welding  Apparatus  Co 
1668  N  Ada  Street 

RCROS-SQG 

<l/8  mile  ESE 

No;  no  release  implied;  no  i 
violations  known  1 

Kilnhar  f^onrnacftris?  Com 
1700  N  Throop  St. 

RCROS-SQG 

<1/S  mile 
ENE 

No;  no  release  implied;  no 
violations  known. 

Merit  Graphics 
1642N  Beslv  Ct 

RCROS-SQG 

<l/8  mile  S 

No;  no  release  implied;  no 
violations  known. 

1348  West  Concord  Budding 
1348  WConcord  Place 

SRP,  Inst 
Control,  UST 

1/8  mile  SE 

No;  SRP  closure  received 
10/25/00  with  groundwater  use 
restriction;  UST  out  of  use  since 
1901 

Dept  of  Fleet  Mgmt 
1085  N  IhroopSt 

UST,  RCRIS- 
SQG,  FINDS 

1/8  mile  E 

No;  3  USTs  in  use;  no  releases 
reported;  no  RCRA  violations 
known. 

James  Precious  Metals 
Plating 

1609-11  Elston  Ave 

RCROS-SQG 

1/8  mile  SSE 

No;  no  release  implied;  no 
violations  known. 

Exoho  Assoc  Ltd  Ptnrshp 
1  Sz4  N  Besly 

LUST,  UST 

1/8  mile  NW 

No;  10,000-gal  heating  oil  tank 
last  used  1967;  NFA  received 
11/29/94. 

Amoco  S3  #15691/FAC 
#24662 

1600  Elston  Ave 

US  1 ,  K^Kto- 

SQG 

onn  ft  c^Th 

iilOj  it  lU^UUU'gai  aim  Otic 

gal  gasoline  USTs  currently 
active;  one  550-gal  used  oil,  and 
3  8,000-gal  gasoline  USTs 
removed  without  release;  no 
RCRA  violations  known. 

ELDOT 

1700  N  Bosworth  Ave 

RCROS-SQG 

900ftWSW 

No;  no  release  implied;  no 
violations  known. 
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D  Facility 

Database 

Orientation 
from  Subject 
Site  (miles) 

Environmental 
Concern/Reason 

City  Lights/M.C.M. 
Properties/W  oodnorth  Harry 
Auto 

1650NBosworth 

UST,  LUST, 

RCRIS-LQG, 

FINDS 

950  ft  SW 

No,  one  3,000-gal  heating  oil 
UST;  LUST  NFA  letter  issued 
1/13/04;  no  RCRA  violations 
known. 

Aero  Plating  Works 
1860NElston 

RCRIS-TSD, 
FINDS, 
RAATS, 
CORRACTS 

QA?  ft  MMW 

lytjj  scf  pciow. 

[US  Steel  Coip  Supply  Div  - 
Paint  Mill 
1649  N  Throop  St 

RCRIS-LQG, 
FINDS 

970  ft  ESE 

No;  no  release  implied;  no 

vi citations  Icnciwn 

Davies  Plating  Inc 
1620  N  Throop  St 

RCRIS-LQG, 
FINDS 

975  ft  ESE 

No;  no  release  implied;  3 
violations  identified  2/10/04  are 
record  keeping  related. 

Tri  R  Vending  Armo  Corp/ 
Muskie  Enterprises 
1401  W  North  Ave 

UST,  LUST 

lOOOftSSE 

No;  3  closed  USTs  and  LUST 
NFA  letter  dated  04/30/97. 

Northtown  Auto  rood  ve 
1400  W  North  Ave 

UST,  LUST 

1025  ft  SSE 

No;  one  removed  UST;  LUST 
reported  in  2002;  downgradient. 

Div  US  Auto  Leasing 
Co/Lipin  Enterprises  Inc 
low  in  As  man  el  Ave 

UST,  RCRIS- 
LQG,  FINDS 

1070  ft  WNW 

No,  5  USTs  closed  in  place  or 

removed;  no  known  RCRA 

violations. 
 ,  

Shell  Gas  Station 
1501  W  North  Ave 

UST 

1080  ft  SSW 

No;  1  used  oil  UST  removed 
without  leaks;  two  6,000-gal,  one 
5,000-gal,  one  8,000-gal  gas 
USTs  in  use;  no  leaks  known. 

Tri  rest  Offset  Inc 
1701-13  N  Ashland 

RCRIS-SQG,  j 
FINDS 

HOOftWSW 

No;  no  release  implied;  no 
violations  known. 

1  Equilon  Enterprises/Gomez 

Shell/Shell  Oil  Co 
|  1525  W  North  Ave 

LUST,  RCRIS- 
SQG,  FINDS 

1150  ft  SSW 

No;  LUSTs  dated  1990,  1992  and 
1998  lecerved  closure  12/2/99;  no 
RCRA  violations  known. 

|  Scribcor,  Inc. 
1533  W  North  Ave 

LUST 

1176  ft  SSW 

No;  LUST  NFA  issued  7/18/95. 

1  Cometco  Corp. 
1509  WCourtland  Ave 

UST,  LUST, 
SRP 

Vi  mile  NNW 

No;  3  USTs  removed;  LUST 
NFA  5/18/01;  enrolled  in  SRP  in 
2001,  not  yet  closed  but 
crossgradient  and  distant. 

Muskie  Enterprises 
1322  W  North  Ave 

UST, SRP 

Yi  mile  SE 

No;  enrolled  in  SRP  10/04/93, 
not  closed  but  downgradient  and 
distant. 

BP/  Amoco 

1551  W  North  Ave 

UST,  LUST, 

RCRIS-SQG, 

FINDS 

V*  mile  SW 

No;  1/14/03  LUST  still  open  but 
cross  gradient  and  distant 
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Facility 

Database 

Orientation 
from  Subject 
Site  (miles) 

Environmental 
Concern/Reas  on 

Fire  King  Service/Star  Car 
Wash 

1901  Elston 

UST,  LUST 

W  mile  NNW 

No;  3  10,000-gal  gas  USTs  in 
use;  open  LUST  reported  6/15/89 
but  cross  gradient. 

The  following  sites  that  initially  appeared  to  pose  an  environmental  concern  to  the 
subject  property  were  evaluated  in  more  detail: 


•  The  D  C  Franche  Pain  facility  located  across  Elston  Avenue  east  of  the  property  is 
listed  as  having  had  eight  removed  hazardous  substance  USTs.  The  USTs  were  alJ 
indicated  as  last  used  January  1 , 1988.  Two  were  8,000-gallon  capacity,  two  held 
4,000  gallons,  and  four  held  2,000  gallons.  This  facility  is  also  listed  as  Franche  D  C 
&.  Co.  at  1401-1490  W.  Wabansia  Avenue  on  the  CERCLIS,  RCRIS  LQG,  and 
FINDS  databases.  The  CERCLIS  listing  indicates  it  is  an  abandoned  metal  coatings 
manufacturer  with  tanks  and  drums  of  paint,  resins,  and  solvents  left  at  the  facility. 
The  facility  was  put  on  the  CERCLIS  in  May  1995;  removal  actions  were  completed 
in  November  1995;  an  administrative  order  on  consent  was  dated  May  24,  1996. 
Based  on  information  contained  on  the  U.S.  EPA  website,  a  formal  enforcement 
action  was  taken  against  the  facility  on  November  20,  1998.  A  preliminary 
assessment  was  performed  on  January  15, 2004,  which  resulted  in  a  No  Further 
Remedial  Action  Planned  (NFRAP)  designation  for  the  facility.  This  facility  is  not 
considered  a  REC  to  the  property  based  on  the  status  of  remediation  and  its 
downgradient  location. 

•  The  Elkwood  Plating  Inc  facility  at  1657  North  Elston  Avenue  has  a  NFRAP  status 
and  received  a  low  corrective  action  priority  in  1993.  One  RCRA  violation  was 
determined  in  1987  that  received  compliance  status  three  months  later.  One  2,000- 
gallon  diesel  UST  was  removed  from  the  facility  with  no  reported  releases.  This 
facility  is  not  considered  a  REC  to  the  property  based  on  its  regulatory  status  and  its 
crossgradient  location. 

•  The  Aero  Plating  Works  received  a  RCRA  Facility  Assessment  in  1998,  from  which 
no  investigation  was  deemed  necessary  and  the  site  received  a  low  corrective  action 
priority.  Several  RCRA  violations  regarding  closure  requirements  and  manifesting 
were  cited  in  1984  and  1989  with  a  $100,000  penalty  issued  in  1995.  No  further 
information  was  available  regarding  these  violations  on  the  database  report  or  on  the 
U.S.  EPA  website.  This  facility  is  not  considered  a  REC  to  the  property  based  on  its 
low  priority  and  its  crossgradient  location. 
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3.0      FINDINGS,  OPINIONS.  CONCLUSIONS,  AND  RECOMMENDATIONS 

We  have  performed  a  Phase  I  Environmental  Site  Assessment  in  general  conformance 
with  ASTM  E  1527-00,  of  the  SiPi  Metals  facility  located  at  1720  N.  Elston  Avenue, 
Chicago,  Illinois,  the  "subject  property."  Any  exceptions  to  these  guidelines,  and/or 
limitations  of  the  assessment,  are  described  in  Section  1.3. 

This  assessment  has  revealed  no  evidence  of  RECs,  as  defined  by  ASTM,  in  connection 
with  the  subject  property,  except  for  the  following: 

Main  Building  1720  Elston,  North  Section 

1 .  An  area  in  the  northeast  corner  of  the  building  was  formerly  used  to  process  metals 
out  of  spent  acidic  plating  solutions  (a  process  now  occurring  at  the  south  end  of  . 
the  building  -  refer  to  REC  #9).  The  area  was  reportedly  bermed  and  sealed  for 
containment  but  has  never  been  evaluated. 

Main  Building  1720  Elston,  Middle  Section 

2.  A  9,000-gallon  heating  oil  UST  is  situated  near  the  center  of  the  middle  building. 
The  tank  reportedly  consists  of  a  railroad  tank  car.  This  tank  was  suspected  to  have 
been  leaking.  It  was  removed  from  service  and  filled  with  pea  gravel  in 
approximately  1980.  This  UST  had  underground  lines  present  that  directed  fuel 
oil  to  the  Taylor  Baghouse.  The  lines  were  also  suspected  to  have  been  leaking. 

3.  Historic  foundry  operations  were  conducted  in  this  portion  of  the  building.  It  is 
possible  there  are  metal  slag  onsite  associated  with  this  operation, 

4.  Middle  section  of  main  building  was  brought  up  to  dock  height  with  unknown  fill 
reported  to  contain  cinders.  Perched  water  under  this  part  of  the  building  is 
reported  to  have  come  from  leaky  quench  tank  pits  and  machine  pits,  and  may 
contain  metals.  A  machine  pit  under  the  pouring  conveyor  equipment  was  reported 
to  be  leaking  wash  water  from  cooling  the  ingots  to  the  subsurface  as  well.  In 
addition,  an  out-of-use  one-ton  electric  induction  furnace  has  a  deep-water  pit  and 
associated  deeper  trough  ("20  to  25  feet  deep).  This  system  would  have  contained 
water  with  up  to  10%  chromium  contents.  The  trough  was  reported  to  have  been 
leaking  prior  to  its  removal  from  service. 

5.  SiPi  personnel  reported  that,  approximately  15  years  ago,  there  had  been  a 
transformer  explosion  in  the  group  of  four  ComEd  transformers  located  on  the 
western  roof  of  the  middle  section  of  the  building,  Oils  were  reported  to  have  run 
down  the  gutters  and  into  the  storm  drains  to  the  subsurface  storm  sewer  system.  It 
is  not  known  if  the  oil  released  contained  PCBs. 
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6.  A  scrap  metal  briquetter  is  located  in  the  northwest  portion  of  this  building  section. 
The  equipment  contains  1 ,200  gallons  of  hydraulic  oil  and  is  located  over  a  pit  to 
recycle  the  dripped  or  over-sprayed  oils.  The  integrity  of  this  pit  is  unknown. 

7.  A  room  containing  two  rotary  screw  air  compressors  is  present  in  the  south  end  of 
this  section  of  the  building.  One  of  these  units  was  placed  in  a  recessed  pan,  and 
both  displayed  significant  oil  staining  of  the  surrounding  concrete. 

8.  Two  hydraulic  units  serve  the  pouring  conveyor  located  along  the  east  wall  of  the 
building.  Oily  staining  was  noted  in  the  area,  and  blackened  bricks  were  observed 
on  the  exterior  of  the  building  in  this  area. 

Main  Building  1 720  Elston.  South  Section 

9.  A  former  2,000-gallon  gasoline  UST  is  present  underneath  the  southern  portion  of 
the  main  building  in  the  liquids  storage  room  of  the  cyanide  area.  The  UST  was 
reported  to  have  been  removed  from  service  and  filled  with  pea  gravel  in  1981. 

10.  A  gasoline  UST  was  formerly  located  at  the  west  end  of  the  southern  wall  of  the 
main  building.  A  dispensing  pump  for  this  UST  was  located  at  the  southern  end  of 
the  western  wall  on  a  concrete  pad  that  is  still  present.  This  UST  was  removed  in 
1990  at  the  time  the  two  10,000-gallon  fuel  oil  USTs  (see  REC  #15)  were  removed. 
No  closure  documentation  was  available  for  review. 

North  Side  ofProperty 

11.  Formerly  two  heating  oil  ASTs  operated  as  part  of  a  bulk  fuel  oil  transfer  station. 
The  oil  pump  house  was  situated  west  of  the  ASTs  and  was  reportedly  used  to 
control  transfer  of  oil  from  railcars  to  the  ASTs.  The  original  tanks  were  situated  ' 
along  the  northeastern  property  boundary.  The  tanks  were  subsequently  relocated 
to  the  north  central  portion  of  the  property  and  were  secured  within  concrete 
containment  (walls  and  floor).  The  ASTs  were  decommissioned  in  1973  and  cut  in 
half;  the  shells  are  currently  used  for  storage  sheds  along  the  western  property  line. 

West  Side  of  Property 

12.  A  slag  pile  was  reported  to  have  formerly  been  present  along  the  western  wall  of 
the  Taylor  baghouse.  The  slag  was  removed  prior  to  this  area  being  paved  over 
circa  1974. 

13.  A  brick-lined  storm  sewer  (installed  circa  early  1900s)  runs  the  length  of  the  west 
side  of  the  property.  This  sewer  collects  storm  water  from  the  subject  property 
only.  This  water  is  subsequently  pumped  to  an  onsite,  concrete-lined,  settling 
reservoir  where  sediment  that  contains  residual  concentrations  of  metals  is  recycled 
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at  the  facility.  It  is  possible  the  sewer  and  or  the  soils/fill  material  surrounding  this 
sewer  contain  residual  metals  concentrations. 

14.  Two  10,000-gallon  fuel  oil  USTs  were  present  in  the  area  north  of  the  Taylor 
Baghouse  Building,  currently  occupied  by  a  propane  AST.  These  tanks  were 
installed  in  1974  and  were  reportedly  removed  in  1990.  There  is  nD  record  of  a 
release  from  these  two  tanks;  however,  an  underground  pipeline  connected  these 
two  tanks  to  the  building  to  the  east.  It  is  reported  that  the  pipeline  is  still  present. 
No  closure  documentation  was  provided  to  Clayton  for  review. 

15.  The  area  north  of  the  Wheelabrator  Baghouse  was  formerly  used  to  load  flue  dust 
from  the  smelter  into  rail  cars. 

16.  Current  and  former  railroad  tracks  are  present  within  easements  on  the  western 
portions  of  the  site  that  have  been  present  since  at  least  1914. 

Beslv  Building  - 1660  N.  Beslv  Court 

17.  The  former  operations  in  this  building  reportedly  included  the  use  of  paints  and 
solvents. 

18.  The  building  contains  two  freight  elevator  systems.  One  system  has  been 
disassembled,  and  the  piston  is  still  in  place,  but  the  shaft  could  not  be  observed  for 
evidence  of  staining  or  leaks .  The  other  elevator  is  still  in  use  and  displayed  oily 
staining  around  the  system's  hydraulic  reservoir,  as  well  as  a  significant  quantity  of 
dark  liquid  in  the  base  of  the  elevator  shaft. 

19.  A  "locomotive  warehouse"  was  situated  on  this  property  in  a  1914  Sanborn  Fire 
Insurance  Map.  It  is  not  known  if  this  warehouse  was  used  to  store  locomotives  or 
used  to  conduct  maintenance  activities. 

Forsvth  Building  -  1672  N.  Elston  Avenue 

20.  This  building  was  constructed  on  top  of  several  feet  of  fill  material  to  raise  the 
truck  doors  to  dock  height.  The  fill  beneath  the  building  is  of  unknown  origin. 

Howard  Medical  Building  - 1690  N.  Elston  Avenue 

21.  An  hydraulic  freight  elevator  is  present  in  the  building.  The  hydraulic  reservoir  in 
the  basement  was  observed  to  have  stained  concrete  on  the  floor,  which  may  have 
been  moisture  or  could  have  been  spilled  oils. 
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FIGURE  1 

SITE  LOCATION  MAP 
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Description 

Small  electric  induction  furnaces  in  northern  section  of  main  building, 
storage  of  raw  process  materials  on  right 

Site  Name 

SiPi  Metals  Corporation,  Chicago,  Illinois 

Photo  Date 

Client 

SiPi  Metals  Corporation 

6/29/04 

Clayton  Project 
No. 

15-04183.00 

Description 

Hazardous  liquids  storage  room  located  at  the  south  end  Of  the  main 
building.  A  2,000-gallon  abandoned  UST  is  located  under  the  floor  on  the 
right. 



Site  Name 

SiPi  Metals  Corporation,  Chicago,  Illinois 

Photo  Date 
6/29/04 

Client 

LSiPi  Metals  Corporation 
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Description 


Site  Name 


Client 


Propane  AST  on  west  side  of  property,  with  the  Taylor  baghouse  in  the 
background.  Also  the  location  of  the  two  former  10,000-gaIlon  heating  oil 
USTs. 


SiPi  Metals  Corporation,  Chicago,  Illinois 


SiPi  Metals  Corporation 


Photo  Date 

6/29/04 


Clayton  Project 
No. 
15-04183.00 

Description 

Interior  of  the  SWC  of  the  Forsyth  building,  former  location  of  hydraulic 
processing  equipment 

Site  Name 

SiPi  Metals  Corporation,  Chicago,  Illinois 

Photo  Date 
6/29/04 

Client 

SiPi  Metals  Corporation 
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Description 

Typical  warehouse  space  in  the  1660  N.  Elston  building 

Site  Name 

SiPi  Metals  Corporation,  Chicago,  Illinois 

Photo  Date 
6/29/04 

Client 

SiPi  Metals  Corporation 

Clayton  Project 
No. 

15-04183.00 

Description 

Western  portion  of  property  facing  south  along  rail  spur,  Besly  building  on 
the  left 

Site  Name 

SiPi  Metals  Corporation,  Chicago,  Illinois 

Photo  Date 
6/29/04 

Client 

SiPi  Metals  Corporation 
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Description 

Western  portion  of  the  property,  facing  north  along  the  tracks. 

Site  Name 

SiPi  Metals  Corporation,  Chicago,  Illinois 

Photo  Date 
6/29/04 

Client 

Si  Pi  Metals  Corporation 

Clayton  Project 

Description 

Western  portion  of  the  property,  air  pollution  control  equipment  in  background  and 
empty  drums  for  process  input  material  stacked  in  the  foreground 

No. 
15-04183.00 

Site  Name 

SiPi  Metals  Corporation,  Chicago,  Illinois 

Photo 

Client 

SiPi  Metals  Corporation 

Date 
6/29/04 
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Description 

Stormwater  retention  pond  on  the  west  side  of  the  property,  facing  south 

Site  Name 

SiPi  Metals  Corporation,  Chicago,  Illinois 

Photo  Date 

6/29/04 

Client 

SiPi  Metals  Corporation 

Clayton  Project 
No. 

15-04183.00 

Description 

Location  of  the  former  pump  dispenser  for  a  removed  2,000-gallon  gas  UST  at 
the  southwest  corner  of  the  main  building,  facing  northeast. 

Site  Name 

SiPi  Metals  Corporation,  Chicago,  Illinois 

Photo  Date 
6/29/04 

Client 

SiPi  Metals  Corporation 
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Clayton  Project 
No. 
15-04183.00 

Description 

North  end  of  the  facility,  with  the  employee  locker  room  building  (former  AST 
containment)  on  the  left,  and  a  truck  scale  adjacent  to  the  main  building  on  the 
right,  facing  east. 

Site  Name 

SiPi  Metals  Corporation,  Chicago,  Illinois 

Photo  Date 
6729/04 

Client 

SiPi  Metals  Corporation 
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Description 

500-Gallon  AST  of  fuel  oil  for  emergency  generator,  on  west  side  of  the 
building. 

Site  Name 

SiPi  Metals  Corporation,  Chicago,  Illinois 

Photo  Date 
6/29/04 

Client 

SiPi  Metals  Corporation 

Clayton  Project 
No. 
15-04  [S3. 00 

Description 

300-Gallon  AST  of  used  oil  from  forklifts,  in  northern  section  of  main  building, 
near  maintenance  area. 

Site  Name 

SiPi  Metals  Corporation,  Chicago,  Illinois 

Photo  Date 
6/29/04 

Client 

SiPi  Metals  Corporation 
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Description 

Oily  water"  in  base  of  elevator  pit  in  the  Besly  Building 

Site  Name 

SiPi  Metals  Corporation,  Chicago.  Illinois 

Photo  Date 
6/29/04 

Client 

Si  Pi  Metals  Corporation 

Clayton  Project 
No. 
15-041  S3. 00 

Description 

Oily  hydraulic  reservoir  in  basement  of  the  Besly  Building 

Site  Name 

SiPi  Metals  Corporation,  Chicago,  Illinois 

Photo  Date 
6/29/04 

Client 

SiPi  Metals  Corporation 

Description 

Hydraulic  reservoir  for  elevator  in  basement  of  the  1660  N.  Elston  Building 

Site  Name 

SiPi  Metals  Corporation,  Chicago,  Illinois 

Photo  Date 
6/29/04 

Client 

SiPi  Metals  Corporation 

Clapton  Project 

Description 

Cyanide  processing  room  in  the  southern  section  of  the  main  building.  ASTs  are 
process  tanks. 

No. 

15-04183,00 

Site  Name 

SiPi  Metals  Corporation,  Chicago,  Illinois 

Photo  Date 

Client 

SiPi  Me  tats  Corporation 

6/29/04 
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Description 

South  end  of  the  main  building,  facing  northeast.  Wabansia  Ave.  is  present 
in  front  of  the  building  and  Besly  Court  is  present  in  foreground. 

Site  Name 

StPi  Metals  Corporation,  Chicago,  Illinois 

Pboto  Date 
6/29/04 

Client 

SiPi  Metals  Corporation 

V 


Clayton  Project 
No, 

1 5-041  S3. 00 


Description 

North  and  east  sides  of  the  Besly  Building,  facing  southwest. 

Site  Name 

SiPi  Metals  Corporation,  Chicago,  Illinois 

Photo  Date 
6/29/04 

Client 

SiPi  Metals  Corporation 

Description 

West  side  of  the  Forsyth  Building,  with  the  small  garage  of  the  1560  North 
Elston  building  on  the  left.  Besly  Court  {brick  road)  present  in  foreground. 

I    

Site  Name 

SiPi  Metals  Corporation,  Chicago,  Illinois 

Photo  Date 

Client 

SiPi  Metals  Corporation 

6^29/04 

-    -  —  J---.------! 

Clayton  Project 
No. 

15-04183,00 

Description 

West  side  of  the  L660  N.  Elston  building,  facing  east. 

Site  Name 

SiPi  Metals  Corporation,  Chicago,  Illinois 

Photo  Date 
6/29/04 

Client 

SiPi  Metals  Corporation 
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Clayton  Project 
No. 
15-04  J  83.00 


Description 


Site  Name 


Client 


-nfrtit 


Evidence  oF  oil  leakage  from  the  above  transformer  on  the  sidewalk 
adjacent  to  the  east  side  of  the  main  building. 


SiPi  Metals  Corporation,  Chicago,  Illinois 


SiPi  Metals  Corporation 


Photo  Date 
6/29/04 
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Description 

Scrap  metal  briquetter  containing  a  1,200-gallon  AST  of  hydraulic  oil, 
positioned  over  a  containment  pit,  in  the  middle  section  of  the  main  building. 

Site  Name 

SiPi  Metals  Corporation,  Chicago,  Illinois 

Photo  Date 

6/29/04 

Client 

SiPi  Metals  Corporation 

Clayton  Project 
No. 

15-04183.00 

Description 

Conveyor  entering  the  main  quench  pit  along  the  east  side  of  the  middle  section  of 
the  main  building. 

Site  Name 

SiPi  Metals  Corporation,  Chicago,  Illinois 

Photo 
Date 
6/29/04 

Client 



SiPi  Metals  Corporation 
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Clayton  Project 
No. 

15-04183.00 


Description 
Site  Name 


Client 


Location  of  the  fill  port  for  the  buried  railcar  (9000-gallon)  UST,  abandoned 
under  the  middle  section  of  the  main  building. 


SiPi  Metals  Corporation,  Chicago,  Illinois 


SiPi  Metals  Corporation 
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LIST  OF  SOURCES/REFERENCES 


CONTACTS: 


;  Agency  Phone ;  ; 
.Number.1  'Jr. 

||Daite;;f: 

x  In  for  ina'lion  Requested .' 

V  :■->■■ 

SiPi  Metals  site  contacts: 

L.  Pinsof,  President 

R.  Glidden,  Sr.  VP 

G.  Phillips,  VP,  Reg  Affairs 

D.  Arakelian,  Sr  VP,  retired 

(773)  276-0070 

6/29/04 

Site  contacts  for  subject 
property,  provided  access  to 
and  information  regarding 
the  site  &  its  history 

Mr.  R.  Litton,  President 

(773) 

1 

6/29/04 

Site  contact  and  provided 
access  to  the  Howard 
Medical  Company  building 

City  of  Chicago, 
Department  of  Environment 

Request  for  historic 
documents  pertaining  to  the 
subject  property 

Cook  County  Assessor 

(312)  603-5307 

6/8/04 

Property  assessment  records 

Office  of  the  Illinois  State  ~ 
Fire  Marshal 

(217)  785-1 163 

6/3/04 

Records  associated  with 
subject  property 

IEPA  Bureau  of  Air 

(217)  782?7326 

6/8/04 

Records  associated  with 
subject  property 

IEPA  Bureau  of  Land 

(217)  782-6760 

6/8/04, 
// 1^/04 

Records  and  microfiche 
associated  with  subject 
property 

IEPA  Bureau  of  Water 

(217)  782-1654 

6/4/04 

Records  associated  with 
subject  property 

IEPA  Office  of  Emergency 

Resnrtrt^e 

(217)  785-6345 

6/3/04 

Records  associated  with 
subject  property 

Commonwealth  Edison 

(630)  576-6726 

5/20/03 

Records  associated  with 
subject  property 

U.S.  EPA 

6/4/04 

Online  records  for  the 
property  from  the  ECHO 
database 

Terra  server-USA 

7/22/04 

Online  aerial  photograph  of 
the  property,  2002 

Environmental  Data 
Resources 

(800)  352-0500 

5/9/03 

Historic  aerial  photographs, 
City  directory  abstract,  fire 
insurance  maps  and 
environmental  database 
report 
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REFERENCES : 


Name  of  publication: 
Author  of  publication: 

Date  of  publication 
Page  numbers): 
information  obtained: 


Soil  Survey  of  DuPage  and  Part  of  Cook  Counties,  Illinois 

U.S.  Department  of  Agriculture,  Natural  Resources  Conservation  Service  (USDA- 
KRCS) 

1976 

NA 

Soil  description 


Name  of  publication: 
Author  of  publication: 
Date  of  publication: 
Page  numberfs): 
Information  obtained: 


Chicago  Loop  quadrangle,  7.5  Minute  Scries 
United  States  Geological  Survey  (USGS) 
1993 
N/A 

Physical/topographic  features  of  site 


Name  of  publication: 
Author  of  publication: 
Date  of  publication: 
Page  numbers): 
Information  obtained: 


Surflcial  Geology  of  the  Chicago  Region 

Willman,  H.B.  and  Lineback,  Jerry  A.,  ISGS,  Urbana,  Illinois. 

1970 

N/A 

Surftcial  geology 


Name  of  publication: 
Author  of  publication: 
Date  of  publication: 
Page  number(s): 
Information  obtained: 


Summary  of  the  Geology  of  the  Chicago  Area 

Willman,  H.B,  Illinois  State  Geological  Survey,  Urbana,  Illinois. 

1971 

N/A 

Geological  history 


Name  of  publication: 
Author  of  publication: 
Date  of  publication: 
Page  number(s): 
Information  obtained: 


Phase  I  Environmental  Site  Assessment,  SiPt  Metals  Corporation 
STS  Consultants,  Ltd. 
April  10,  2003 
NA 

Prior  site  history  and  conditions 


Name  of  publication: 
Author  of  publication: 
Date  of  publication; 
Page  tiumber(s); 
Information  obtained; 


Phase  I  Environmental  Site  Assessment,  Howard  Medical  Company 
Aaron  &  Wright 
June  6,  2003 
NA 

Prior  site  history  and  conditions 


Name  of  publication: 
Author  of  publication: 
Date  of  publication: 
Page  number(s): 
Information  obtained: 


Preliminary  Environmental  Assessment,  SLPi  Metals  Corporation 
Carlson,  Knight,  Si  Kudma,  Inc. 
May  21,  1990 
NA 

Prior  site  history  and  conditions 
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Name  of  publication: 

Author  of  publication: 
Date  of  publication; 
Page  number(s): 
Information  obtained; 


Phase  I  Environmental  Assessment  Report,  Vacated  CP  Rail  System  Property  alon 
Beasley  between  Wabansia  and  Bloomingdate 

James  Fitzgerald  Associates 

May  24,  1996 

NA 

Prior  site  history  and  conditions 


Name  of  publication; 
Author  of  publication: 
Date  of  publication: 
Page  numbers): 
Information  obtained; 


Phase  I  Environmental  Site  Assessment,  1660  Besly  Court  Chicago,  TL 
Montgomery  Watson 
June  30,  1995 
NA 

Prior  site  history  and  conditions 


Name  of  publication: 
Author  of  publication: 
Date  of  publication: 
Page  number(s): 
Information  obtained; 


Phase  I  Environmental  Site  Assessment,  SiPi  Metals  Corporation 
Warzyn  Engineering,  Inc. 
December  1989 
NA 

Prior  site  history  and  conditions 


Name  of  publication: 
Author  of  publication: 
Date  of  publication: 
Page  number{s): 
Information  obtained: 


Laboratory  Results,  SiPi  Metals  Corporation 
Carlson,  Knight  Kudraa,  Inc 
June  6, 1990 
NA 

Results  of  six  asbestos  bulk  samples 
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Phase  I  Environmental  Assessment  -17- 


SECTION  7 
POTENTIAL  ENVIRONMENTAL  LIABILITIES 

The  following  presents  ■  a  summary  of  potential  environmental  liabilities 
associated  with  Si  pi ' s  1720  Elston  Avenue  facility: 


Sipi  reported  the  possibility  exists  that  metal  slag  and  dusts  were 
used  in  the  past  as  fill  materials  underneath  sections  of  the 
building.  Due  ta  the  types  of  material  handling  activities  typical 
of  smelting  operations,  levels  of  metals  occurring  at  the  surface 
both  indoors  (prior  to  the  placement-  of  the  concrete  floor)  and 
outdoors  would  be  expected  to  exceed  levels  present  in  naturally 
occurring  soils.  Sipi  reported  that  approximately  one  foot  of  gravel 
and  soil  was  excavated  and  burned  on-site  from  the  west  yard  area 
prior  to  paving  it.  Due  to  the  affinity  of  metals  to  soils,  as.  well 
as  their  rel ative  ihsolubil ity  in  water  under  natural  soil 
conditions,  metal  presence  at  the  surface  would  not  be  expected  to 
significantly  migrate  to  either  the  subsurface  or  the  water  table; 

Surface  and  subsurface  contamination  is,  possible  in  the  areas  of  the 
in-service  and  abandoned  UST  and  the  former  fuel  oil  above-ground 
tanks.  A  site  investigation  in  the  vicinity  of  any  of  the  tanks  has 
not  been  performed-  to  date; 

Two  10,000  gallon  heating  oil  USTs  are  still  in  use.  Based  on  Fire- 
Marshal  regulations  which  only  exempt  heating  oil  USTs  below  1,100 
gallons  in  capacity,  applicable  U.S.  EPA  notification,  design  and 
closure  requirements  may  apply  to  the  two  heating  oil  USTs.  If  the 
USTs  are  kept  in  service,  they  would  have  to  be  upgraded  or  replaced 
to  comply  with  the  U.S.  EPA  UST  design  and  financial  assurance 
requirements.  If  Sipi  tikes  the. heating  oil  USTs  out-of-service,  a 
site  investigation  would  have  to  be  performed  to  comply: with  U.S.  EPA 
■UST  closure  regulations.  There  is  still  some  question  regarding  the 
legality  and  applicability  of  the  Fire  Marshal  regulations; 

One  gasoline  UST  is  abandoned  and  no  longer  in  use.  Illinois 
Administrative  Code  Title  41,  Part  170  requires  abandoned  USTs  to  be 
removed  unless  a  waiver  is  obtained  from  the  Fire  Marshal.  A  site 
investigation  would  have  to  be  performed  at  the  time  of  the  removal 
in  accordance  with  U.S.  EPA  UST  closure  regulations; 

Sipi  reported  that  a  spray-on  material,  which  has  subsequently  been 
plastered  over,  may  have  been  applied  in  the  laboratory  office  area 
in  the  past.  To  date,  the  spray-on  material  has  not  been  sampled  and 
analyzed  for  ACM  content.  The  fittings  associated  with  approximately 
100  feet  of  hot  water  piping  are  believed  to  be  packed  with  an  ACM. 
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Samples  of  the  piping  and  fitting  insulation  materials  were  not 
collected  and  analyzed  for  ACM  content  during  the  site  walkthrough. 
According  to  the  U.S.  EPA  air  pollution  regulations,  friable  ACMs 
must  be  removed  prior  to  any  demolition  activities  which  could  result 
in  the  release  of  airborne  asbestos  fibers.  Occupational  Safety  and 
Health  Administration  (OSHA)  regulations  govern  maintenance  personnel 
who  work  around  friable  ACMs; 

Due  ta  material  handling  activities  typical  of  the  smelting  industry, 
metal  dust  is  expected  to  be  present  throughout  the  indoor  structural 
components  of  the  main  buildings; 

A  chemical  storage  warehouse  previously  existed  in  the  southern 
building.  Small  volumes  of  cyanide  solutions,  sodium  hydroxide  and 
acids  have  been  handled  by  Sipi  in  the  past  and  present.  Empty  55- 
gallon  drums  from  various  off-site  sources,  reportedly  used  for 
storage  and  raw  material  purposes,  were  observed  being  stored  along 
the  western  fence  line.  It  is  not  known  if  any  chemical  spillage  or 
dumping  incidents  associated  with  any  of  these  activities  have 
occurred; 

Various  manufacturing  operations  have  occupied  the  buildings  east  of 
the  facility  across  El ston  Avenue.  Two  of  the  facilities  have 
registered  USTs.  There  was  no  obvious  evidence  observed  during  the 
site  walkthrough,  or  based  on  a  review  of  aerial  photographs,  of 
activities  from  past  and  present  operations  adjacent  to  Sipi's  site 
which  could  have  potentially  impacted  the  site;  and 
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Table  1 

Sites  on  CERC1IS  List 
(Within  One  Mile  Radius} 


Site  Name 

Fort  Dearborn  Manufacturing 
Griffith  Plating  Company 
Hirst  and  Begley  Company 
Peoples  Gas  and  Light 
Peoples  Gas  and  Light 
Washburn  TF  Division 


Site  Address 

1S74  Homer  Street 
2020  N.  Holly  Street 
2.013  N.  Mandel  Street 
Division  and  Elston  Ave 
1701-1763  Kinsbury  Ave 
2258  El ston  Avenue 


U.S.  EPA  1.0.  No. 

ILD98207470O 
rLD0050Sa037 
ILD930606545 
UD982074783 
IL0982074759 
ILD049288764 
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May  21,  1990 


Mr.  Leslie  Pinsof 
SIPI  Metals  Corporation 
1720  W.  Elston  Ave. 
Chicago,   IL  60622-0070 


Kudma,  Inc.    sub  j  act : 


Management 
Consultants  for 

^Environmental 

tissues 


Preliminary  Environmental  Assessment 

SIPI  Metals  Corporation 
1720  North  Elston  Avenue 
Chicago,  Illinois 


n 


Dear  Mr.  Pinsof:  , 

At  your  request,  Carlson  Knight  Kudrna,  Inc.  (CKK)  has  conducted 
a ' preliminary  environmental  assessment  of  the  above— referenced 
site  as  required  by  American  National  Bank  for  purposes  of 
obtaining  an  ESOP  loan.  The  purpose  of  the  assessment  was  to 
determine  if  past  or  present  uses  of  the  site  may  have  resulted 
in  soil  or  groundwater  contamination  and  would  justify  a 
comprehensive  program  of  sampling  and  laboratory  analysis,  or  if 
other  environmental  conditions  might  affect  future  use  of  the 
site.  The  assessment  was  based  upon  a  visual  inspection  of  the 
site,  interviews  with  you  and  your  staff,  a  review  of. available 
land  use  records  and  information  from  environmental  agencies. 
In  addition,  the  facility  was  inspected  for  asbestos  by  means  of 
a  walk-through  survey  to  identify,  and  sample  where  appropriate, 
readily  observable  building  materials  believed  likely  to  contain 
asbestos. 

Dr.  Richard  Carlson  and  I  performed  a  visual  inspection  of  the 
site  on  Friday,  May  27,  1990.  I  returned  to  the  site  with 
Edward  Garske  of  CKK  on  Wednesday,  Kay  16,  1990,  to  collect 
additional  samples  for  asbestos  analyses.  We  were  accompanied 
by  Mr,  George  Phillips  of  your  staff  on  both  occasions.  This  is 
a  report  of  CKK's  findings. 


A.     SITE  LOCATION  AND  DESCRIPTION 

The  SIPI  Metals  Corporation  facility  (the  site)  is  located  at 
1720  N.  Elston  in  Chicago,  Cook  county,  Illinois  (Figure  one). 
The  site  is  largely  bounded  by  1-94  and  the  Chicago  and 
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Northwestern  Railroad  tracks  to  the  west  and  north  and  Elston 
Avenue  to  the  east.  The  site  consists  of  several  contiguous 
buildings,  a  fenced,  paved  lot  to  the  north,  west  and  southwest 
of  the  buildings,  and  several  baghouses  and  a  concrete  retention 
pool  located  on  the  western  edge  of  the  paved  lot.  The  main 
office  section  is  located  in  the  central,  two  story  brick 
building,  and  an  analytical  laboratory  is  located  in  the 
southernmost  building;  the  offices  and  the  laboratory  areas-  have 
suspended  ceilings  and  floor  tiles  or  carpeted  floors.  The 
buildings  which  house  the  facility's  various  operations  have 
concrete  floors.  Several  furnaces,  mills,  a  shredding  machine, 
and  a  briqueting  machine  used  to  compact  materials,  are  located 
within  the  buildings. 

B.      CURRENT  OPERATIONS 

SIPI  manufactures  brass,  bronze  and  precious  metal  ingots  which 
are  sold  to  foundries  throughout  the  United  States  and  abroad. 
SIPI  also  processes  metal -bearing  scrap  by  either  shredding  or 
milling  to  produce  material  which  can  be  assayed  and  sold  to 
refining  industries:  Metal  bearing  scrap  from  various 
industries ,  including  plumbing  parts ,  computer  circuit  boards , 
and  other  components  from  data  processing  and  semi-conductor 
manufacturers ,  and  photographic  film,  are  used  as  the  raw 
materials  for  the  operations.  Copper  or  precious  metal  bearing 
scrap  is  compacted,  smelted,  and  poured  into  ingot  maids.  Slag 
from  the  furnaces  and  particulate  emissions  collected  in  the 
baghouses  are  either  resmelted  at  the  facility  or  sold  to 
companies  such  as  Noranda  which  can  further  "mine"  the  material 
through  chemical  or  other  processes. 


C      SITE  HISTORY 

Based  upon  a  review  of  aerial  photographs  (1970  and  1985) , 
United  States  Geological  Survey  quadrangle  maps  (1963,  revised 
in  1972  and  1980),  Sanborn  insurance  maps  for  1914  and  1950,  and 
information  provided  by  Mr.  Phillips,  the  history  of  the  site 
appears  to  be  as  follows.. 

Sanborn  insurance  maps  for  the  area  from  1914  show  that  the  site 
location  was  formerly  occupied  by  the  Universal  Portland  Cement 
Co.  on  the  northern  portion,  the  Johnson  &  Jennings  Co.  foundry 
in  the  central  portion  and  the  P.  Schoenhoffen  Brewing  Company 
in  the  south  portion.  The  surrounding  area  was  a  residential/ 
industrial  mixture,  with  residences  located  south  of  the  site, 
rail  yards  along  the  western  boundary,  and  the  Allis-Chalmers, 
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Manufacturing  Co , 
Avenue . 


and   Geo.    Whiting   Co.    east    across  Elston 


According  to  SIPI  officials,  the  company  began  operations  at  the 
site  in  1937  as  a  scrap  and  salvage  yard  in  the  centermost 
building  of  the  existing  complex,  which  formerly  housed  the  iron 
foundry.  The  Sanborn  map  of  the  area  in  1950  shows  the 
Silverstein  &  Pinsof  Smelting  Company  in  the  centermost 
building,  the  Universal  Portland  Cement  Co.  still  to  the  north 
and  a  bulk  oil  storage  facility  north  of  the  cement  plant.  The 
building  south  of  the  Silverstein  &  Pinsof  building  was  used  for 
beer  storage  and  a  soap  factory.  Residential  homes  had  been 
replaced  by  various  manufacturers  and  a  pickle  producer.  Hanna 
Engineering  Works,  Plywood  Storage  and  A.  Finkl  &  Sorts  were 
located  east  of  the  site  across  Elston  Avenue. 

In  subsequent  years  the  company  purchased  the  cement  plant 
building  and  the  bulk  oil  storage  property  to  the  north  and  the 
brewery  to  the  south.  According  to  Mr.  Phillips,  the  bulk  ail 
storage  facility  had  two  upright,  above-ground  tanks  located 
within  a  retaining  wall.  The  two  tanks  were -each  cut  in  half 
and  are  currently  used  for  equipment  storage  at  the  site. 


C.      SURROUNDING  LAND  USE 

The  surrounding. area  is  primarily  industrial/commercial  (Figure 
Two) .  Railroad  tracks  and  1-94  are  located  west  of  the  site. 
South  of  the  site,  across  wabansia  street,  is  Art  to  Part 
Prototype,  a  ' stereo  lithography  services  company ,  Howard 
Medical,  a  medical  equipment  distributor,  and  Safran  Metals,  a 
secondary  metals  dealership.  East  of  the  site,  across  Elston 
Avenue,  is  the  Lohn  Machinery  Company,  a  used  machinery  dealer, 
Aetna  Plywood  Wholesale  Distribution,  and  Hanna  Corporation,  a 
cylinder  manufacturer.  Northeast  of  the  site  is  Cometco,  a 
scrap  metals  processor.  Due  north  of  the  site  is  a  vacant  lot, 
a  Commonwealth  Edison  Substation,  and  a  parking  lot. 


E.     CHEMICAL  USE  AND  STORAGE- 

The  facility  has  Material  Safety  Data  Sheets  (MSDS)  for  over  60 
materials  used  in  its  operations  (a  list  of  materials  for  which 
an  MSDS  is  available  at  the  facility  is  located  in  Attachment 
One) .  These  include  scrap  metal ,  chemicals  used  in  smelter 
operations  such  as  borax,  caustic  soda  (as  a  solid),  sand  and 
limestone,  propane  for  fueling  the  lift  trucks,  and  oxygen  to 
enhance  the  combustion  process. 
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P.     HEATING  FUEL  USE  AND  STORAGE 

The  facility  is  heated  by  natural  gas.  Heating  oil  was 
previously  used  to  fuel  the  furnaces;  two  underground  storage 
tanks  which  formerly  contained  heating  oil  are  located  on  the 
property  { see  Section  K) . 

G .  AIR  EMISSION  SOURCES 

The  various  furnaces  produce  significant  quantities  of 
particulate  emissions.  The  particulates  are  collected  and 
transported  into  baghouses,  where  they  are  filtered  out.  The 
facility  is  currently  permitted  by  the  Illinois  Environmental 
Protection  Agency  (IEPA)  to  operate  "3  rotary  reverberatory 
furnaces  with  baghouse  control  of  furnace  emissions  and  fugitive 
emissions,  1  reverb  furnace  with  baghouse,  1  tin  shot  kettle 
with  furnace  enclosure,  1  sweat  furnace  with  enclosure,  1 
coppar/copper-nickel  furnace  with  enclosure,  and  6  brass 
crucibles  vented  to  a  baghouse,"  an  electric  induction  furnace 
exhausting  to  a  baghouse,  a  rotary  shredder,  a  screen  mill  and 
a  hammer  mill.  The  relevant  permits  are  included  in  Attachment 
Two.  Mr.  Caesar  Kraymawski  of  the  Maywood  IEPA  office  indicated 
that  the  facility  is  inspected  once  a  year  for  compliance  with 
State  and  Federal  air  pollution  regulations. 

H,  WASTEWATER  DISCHARGES 

SIPI  Metals  does  not  generate  a  process  wastewater  discharge. 
The  water  from  the  cooling  water  systems  is  recirculated  or 
evaporates.  Some  of  the  cooling  water  comes  from  a  60,000 
gallon  retention  pool  which  captures  storm  water  and  storm  water 
run-off.  The  Baseline  Monitoring  Report  for  the  facility,  which 
states  that  the  facility  does  not  discharge  any  regulated 
process  wastewater,  was  found  acceptable  by  the  Metropolitan 
Sanitary  District  of  Greater  Chicago  (Attachment  Three) , 
Sanitary  wastes  are  discharged  into  the  municipal  sewer  system. 
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I.   SOLID  WASTE 

Office  trash  is  collected  on-site  and  transported  to  a  sanitary 
landfill  by  a  commercial  waste  hauler. 

Mr  Phillips  stated  that  all  the  smelting  operation  byproducts, 
including  slag  and  baghouse  dust,  are  either  placed  in  high 
temperature  furnaces  at  the  site  for  additional  recovery  or  are 
sent  to  various  companies  such  as  Noranda  which  can  further 
extract  metals  through  chemical  or  other  processes.  It  appears 
that  there  is  therefore  no  process  waste  generated  at  the 
facility. 

J.      HAZARDOUS  WASTE 

Hazardous  waste  as  defined  under  the  Federal  Resource 
Conservation  and  Recovery  Act  (RCRA)  is  subject  to  regulation 
if  more  than  100  kilograms  is  generated  each  month,  As  stated 
in  Section  I  above,  all  byproducts  at  SIPI  Metals  are  either 
reincorporated  or  sold  to  refining  industries,  and  therefore  do 
not  appear  to  constitute  solid  waste  or  hazardous  waste. 
Extraction  Procedure  Toxicity  analyses  of  the  brass  and  precious 
metals  slag  performed  for  the  facility  in  1985  indicates  that 
even  if  the  material  were  considered  solid  waste,  it  would  not 
be  considered  hazardous  based  on  this  parameter  (analytical 
results  included  in  Attachment  Four) , 

The  facility  is  permitted  by  the  Illinois  Environmental 
Protection  Agency  (IEPA)  to  accept  wastes  for  precious  metals 
reclamation  which  are  defined  as  hazardous  due  to  their  origin 
(e.g.,  scrap  metal  from  electroplating  operations}  and/or 
because  the  material  could  meet  the  EP  Toxicity  standards 
(Attachment  Five)  .  These  materials  are  used  m  the 
smelting/shredding/milling  operations  at  the  facility  to  produce 
a  product  which  is  no  longer  considered  a  hazardous  waste. 

The  IEPA  Division  of  Land  Pollution  files  for  the  sipi ' facility 
indicate  that  the  facility  was  issued  a  Compliance  Inquiry 
Letter  in  1988  for  neglecting  to  send  quarterly  reports  as 
required  by  the  permits.  The  facility  immediately  corrected  the 
situation  (Attachment  Five) ;  no  other  violations  with  regard  to 
the  facility's  materials  handling  practices  were  recorded  in  the 
lEPA's  files. 
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:  K.     UNDERGROUND  STORAGE  TANKS 

«  H  One  2,000  gallon  gasoline  underground  storage  tank  (UST)  located 

Sanson  along  the  south  side  of  the  southernmost  building  -was  recently 
Knight  removed.    The  City  of  Chicago  permit  for  the  removal  is  included 

u-i  in  Attachment  Six.     The  fire  department  subsequently  installed 

rgjgma,  inc.  a  £ire  hydrant  in  the  location  of  the  tank.  The  tank  was 
previously  registered  with  the  Office  of  the  State  Fire  Marshall 
as  required  by  Title  41  of  the  Illinois  Administrative  Code  and 
was  less  than  10  years  old  at  the  time  of  removal. 

Mr.  Phillips  indicated  that  two  heating  oil  USTs  still  exist 
near  one  of  the  baghouses.  The  tanks  are  reportedly  empty.  A 
copy  of  the  registration  forms  for  these  tanks  is  included  in 
Attachment  Six.  The  Office  of  the  State  Fire  Marshall  does  not 
yet  have  these  tanks  on  record;  this  may  be  due  to  delays  in 
processing      registration      applications.  The      tanks  are 

approximately  26  years  old  and  each  have  a  10,000  gallon 
capacity.  Mr.  Phillips  stated  that  the  condition  of  the  tanks 
is  not  known,  that  the  heating  oil  was  formerly  used  to  fuel  the 
furnaces,  and  that  the  company  is  planning  to  remove  the  tanks 
in  the  near  future . 

L.      PCB  EQUIPMENT 


Common  sources of  polychlorinated  biphenyl   (PCB)  contamination 
t<\  are    transformers    and    electrical     equipment    that    use  PCB- 

containing  dielectric  .  fluids.  CKK  did  not  identify  any 
electrical  equipment  which  could  contain  PCB-fluids  within  the 
building.  However,  there  are  transformers  mounted  on  electrical 
poles  on  the  property;  these  transformers  are  owned  by 
Commonwealth  Edison,  which  is  responsible  for  the  maintenance  of 
the  equipment  and  is  liable  for  any  malfunction  or  contaminant 
release. 

A  PCB  compliance  inspection  of  the  facility  was  conducted  in 
1984  by  representatives  of  the  Toxic  Materials  Branch  of  the 
United  States  Environmental  Protection  Agency  (USEPA) .  Samples 
of  oil  from  various  pieces  of  equipment  were  analyzed.  No  PCBs 
were  detected  in  the  samples.  No  PCB  violations  were  observed 
by  the  inspectors  (Attachment  Seven) . 
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ASBESTOS 


During  CKK's  site  inspection,  a  walk-through  survey  to  identify 
readily  observable  locations  of  suspected  asbestos-containing 
building  materials  (ACBM)  was  performed.  The  following  building 
materials  were  inspected:  floor  and  ceiling  materials,  wall  and 
ceiling  insulation  and  thermal  insulation  on  piping  and  HVAC 
equipment .  Samples  of  thermal  insulation  and  ceiling  tiles  were 
collected  and  submitted  to  a  United  States  Environmental 
Protection  Agency  accredited  laboratory  for  analysis .  The 
analytical  results  are  summarized  below.  A  complete  set  of  the 
laboratory  results,  with  chain-of -custody  forms  and  photographs 
of  the  sampling  locations,  will  be  forwarded  to  you  when  they 
become  available. 


Samnle 

i        Description  % 

Asbestos 

SI-l 

Black  insulation  wrap 

15 

SI-2 

Ceiling  tile,   south  end ,  shipping  office 

<1 

SI-3 

Pipe  insulation,  main  furnace  room 

<1 

SI-4 

Upper  floor,  office  area,  ceiling  tile 

<l 

SI-5 

Lower  floor,  office  area,  ceiling  tile 

<1 

SI-6 

Joint  insulation,  south  end  shipping  area 

15 

SI-7 

Pipe  insulation,  south  end  shipping  area 

25  ' 

SI-8 

Joint  insulation,  brass  receiving  area 

25 

SI-9 

Joint  insulation,  boiler  room 

20 

SI-10 

Pipe  insulation,  boiler  room 

<1 

The  insulation  varies  in  condition  from  good  to  damaged  and 
severely  damaged   (defined  as  greater  than  10%  damage) . 


;.f  N.     CERCLIS/NPL  REVIEW 

CEKCLIS    is    a    list    of    sites    which    the    U.S.  Environmental 
Protection     Agency     (USEPA)     or     the     Illinois  Environmental 
■;\  Protection   Agency    (IEPA)    have    identified   as    representing  a 

it  _i  j 
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potential  risk  to  the  public  health,  welfare  or  the  environment. 
Sites   listed  on  CERCLIS   are   subsequently  investigated  by  the 

1   n  ~   U*S.  EPA  and  are  scored  to  identify  those  that  require  cleanup 

~?  Sanson        activities.        These    sites    .are    then    listed    on    the  Federal 

Is  Knight  (National  Priorities  List  or  NPL)   or  the  state  (State  Remedial 

u    .__          Action  Priorities  List  or  SRAPL)  cleanup  list.    The  subject  site 

KUOma,  inc.    is   not   iisted   on   CERCLIS;   however,    there   are   seven   sites  in 

I Chicago  listed  on  "CERCLIS  located  within  a  half  mile  of  the 
site.  The  SIPI  site  and  the  sites  listed  on  CERCLIS  near  SIPI 
are  not  listed  on  the  NPL  or  on  the  SRAPL. 


Site.  Location.  RCRA  id*  Distance  from  site  Status 

Accurate  Die  &  Stamping  Co.  .5  mile  NFA 

1947  N.  Maud  Ave. 

ILD096798269 

Griffin  Plating  Co.  -25  mile 

2020  N.  Holly  Street 

ILD0O5O58037 

Peoples  Gas  Light  &  Coke  .4  mile 

1701-1763  Kingsbury 

ILD9S2074759 

Prairie  Development  Ltd.  -4  mile  NFA 

2200  N .  Lakewood 

ILD98179S545 

Washburn  T  F  Div.  .5  mile 

2258  Elston 

ILD049288764 

Fort  Dearborn  Mfg.  -2  mile 

1574  Homer 

ILD982074700 

Hirst  &  Regley  Co.  .2  mile 

2  013  Mendell  St. 

ILDQ5784997S 

Those  sites  which  are  marked  NFA  in  the  status  column  have  been 
investigated  and  found  to  require  no  further  investigation  or 
remedial  activities.  All  other  sites  are  still  under 
consideration  by  the  IEPA  or  USEPA. 
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CONCLUSION 


1 


  —   The     SIPI     Hetals     facility     is     located     in     an  industrial 

Can  son        neigtLbcirj:i0O(i    ana    has    historically   been   used    for  industrial 
f  Knight  purposes.      The  site  probably  contains  some  residues   of  these 

—    activities,       primarily      as      metal      contamination      of  the 

Kudrna,  inc.   COncrete/asphalt  surfaces  and  fill  material  of  the  yard  area. 

However,  metals  are  generally  not  mobile.  The  chemicals  used  or 
stored  on-site  do  not  include  the  types  of  organic  materials 
that  have  led  to  widespread  soil  and  groundwater  contamination 
and  subsequent  cleanup  at  many  facilities  around  the  county. 
J  Two-thirds  of  the  site  is  occupied  by  the  SIPI  building.  Most 

of  the  rest  of   the  site  is  paved  with  asphalt  and  concrete. 
•m  This  would  tend  to  reduce  the  potential  for  metals  contamination 

|  of  the  soil  underlying  the  facility  and  to  inhibit  the  induction 

*  of    surface   water   which   would   otherwise   provide   a  migration 

mechanism  for  the  contaminants. 

SIPI  reportedly  sends  all  of  its  processing  residuals  off-site' 
to   refining   industries .      There   appears   to   be   essentially  no 
waste   generated   from  the   operations.       The   company   seems  to 
maintain    an    efficient    operation    which    conforms    with  the 
applicable  environmental  regulations, 

M  Apart   from  the   issue  of  general   metals  contamination  of  the 

'*  property,  CKK  identified  two  additional  issues  of  concern  at  the 

SIPI  Metals  property,  discussed  below. 

ti':i  Asbestos, 

~~  Asbestos -containing  pipe  insulation  and  insulated  joints  were 

.  I  observed    in    the    facility.       Some    of    this    material    was  in 

significantly  damaged  condition    (defined  as  greater   than  10% 
damage)    and  could  potentially  release  asbestos   fibers  to  the 
;1  areas  in  which  employees  could  be  exposed.     At  this  time  there 

are  .no  Federal  or  state  regulations  that  govern  the  management 
of  asbestos  containing  materials  in  buildings  other  than  schools 
II  unless  renovation  or  demolition  is  to  occur.     If  renovation  or 

i£  demolition  is  to  occur,  the  applicable  notifications  should  be 

made  and  friable  asbestos  containing  materials  should  be  removed 
i  as  required  by  USEPA  regulations   if  the  quantity  of  asbestos 

,j  containing  materials  exceeds  260  linear  feet  or  160  square  feet 

(see  Attachment  Eight) . 


:''T 


3* 


Although  there  are  no   Federal   or  state  laws  that  govern  the 
management  of  asbestos-containing  building  materials   (ACBM)  in 
buildings  other  than  schools,  these  materials  are  of  concern 
because  of  the  potential  litigation  that  might  arise  out  of  the 
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long  term  exposure  of  employees  who  may  develop  asbestos- 
specific  health  problems.-  To  minimize  the  potential  risks  in 
this  area,  clients  should  consider  following  USEPA  guidelines 
contained  in  "Guidance  for  Controlling  Asbestos-Containing 
Materials  in  Buildings"  (USEPA,  June  19BS)  since  these  represent 
current  best  management  practices  for  ACBM.  In  general,  we 
recommend  that  damaged  friable  asbestos  located  in  areas  where 
there  is  exposure  to  employees  be  removed ,  repaired , -  or 
encapsulated  as  part  of  the  facility's  maintenance  program. 

Presence  of  Underground  Storage  Tanks 

The  presence  of  two  underground  fuel  storage  tanks  over  25  years 
old,  which  are  no  longer  used  and  of  which  the  condition  is  not 
known,  is  an  issue  of  concern  given  the  current  regulations 
which  mandate  the  removal  or  proper  abandonment  of  such  tanks 
(Attachment  Nine) .  CKK  recommends  the  removal  of  the  USTs  and 
any  contaminated  soil  that  may  be  associated  with  these  tanks. 
Mr.  Phillips  indicated  that  a  removal  is  currently  being  planned 
by  the  facility. 


Respectfully  submitted, 
CARLSON  KNIGHT  KUDRNA,  Inc. 


.  van 


fline  Y.  van  Bosse,  Manager 
Environmental  Site  Assessments 


I 
1 

"  1 
■1 

m 

■■■  i 
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Carlson 


Knight 


Kudrna,  inc. 

Management 
Consultants  for 
Environmental 
Issues 


June  6,  1990 


Mr.  Leslie  Finsof 
SIPI  Metals  Corporation 
1720  N.   Elston  Avenue 
Chicago,   IL  60622-0070 


Sub j  ect : 


Laboratory  Results 

SIPI  Metals  Corporation 
1720  N.   Elston  Avenue 
Chicago,  Illinois 


Dear  Mr.  Pinsof: 


Enclosed  you  will  find  a  complete  set  of  laboratory  results  and 
chain-of-custody  form  for  the  samples  collected  at  the  above 
referenced  site.  Also  enclosed  are  photographs  of  each  sampling 
location.  " 

If  you  have  any  questions  or  require  any  further  information 
please  contact  us. 


Respectfully  submitted, 
CARLSON  KNIGHT  KUDRNA,  Inc 


ie  Y.  van  Basse 
fanager ,  Environmental 
Site  Assessments 
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CARLSON,   KNIGHT,  KDPRNA 
PROJECT  -  S185 
BULK  ASBESTOS  REPORT 

Date  Analyzed:  May  2,  1990 
Date  Collected:  April  27,  1990  Date  Received:  April  30,  1990 
*  *  *  *  *  *************************** 


Gabriel  Log  Ho:  A0981-90 
Location/Description:  Blackwrap 
Asbestiform  Material  .Present 
Chrysotile  10-1,5% 


Reference  #  SI-1 

Won;- Asbestos, Material  Present 


Amosite 
Crocidolite 
Anthophy 1 lite 
Actinolite 
Tremolite 


% 
% 
% 

%  . 
.% 

Total  %  Asbestos 


5-10% 

 %■ 


Cellulose 
Fibrous  Glass 

Synthetic  Polymer   % 

Binding  Material  55-60% 
Perlite  10-15% 


15  % 


Gabriel  Log  No:  A0982-90  Reference  #  SI-2 

Location/Description:Ceiling  Tile-Southern  brass  shipping  office 
Asbestiform  Material  Present  Non-Asbestos  Material  Present 


Chrysotile 
Amosite 
Crocidolite 
Anthophy 1 1 it e 
Actinolite 
Tremolite 


% 
% 
%  . 
% 
-% 

Total  %  Asbestos 


Cellulose  10-3,5% 
Fibrous  Glass.  35-6,0% 

Synthetic  Polymer   % 

Binding  Material  20-25% 
Other   % 


<1  % 


Gabriel  Log  No:  A0983-90  Reference  #  SI-3 

Location/Description;  Pipe  insulation  -  Main  Furnace  Room 
Asbestiform  Material  Present  Non-Asbestos  Material  Present 


Chrysotile 
Amosite 
Crocidolite 
Anthophy 1 1 ite 
Actinolite 
Tremolite 


% 

% 
% 

*  - 

% 

_% 

Total  %  Asbestos 


Cellulose  10-15% 
Fibrous  Glass  55~6,g% 

Synthetic  Polymer   % 

Binding  Material  20-25% 
other  % 


<1  % 


CD 
(2J 


(3) 
(4) 


Samples  were  collected  by  Client  personnel. 
Analyses  were  performed  using  polarized  light  microscopy  in 
accordance  with  the  EPA  Interim  Method  for  the  determination 
of  asbestos  in  bulk  insulation  samples;  EPA-600/K4-82-020 . 
Samples  will  be  retained   for  a  minimum  of  90  days  unless 
notified  by  client. 

Analyses  reflects  only  the  materials  tested. 


Analyzed  by 

SIQS/A3 


Date  T/jfa* 


Approved 


i 
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CARLSON,   KNIGHT,  KUDRNA 
PROJECT  -  8185 
BULK  ASBESTOS  REPORT 

Date  Analyzed:  May  2,  1990 
Date  collected:  April  27,   1990  Date  Received:  April  30,  1990 
*  *  *  *  *  *************************** 

Gabriel  Log  No:   AQ984-90  Reference  #  SI-4 
Location/Description:     Upper  Floor  Office  Ceiling  Tile 

Asbestif^grm  Mafcer_jal_  Present  Non-Asbestos  Material  Present 

Chrysotile  10-15%  Cellulose  ,15.-20,% 

Amosite   %  Fibrous  Glass  40-45% 

Crocidolite   %  Synthetic  Polymer   % 

Anthophyllite   %  Binding  Material  3Q-3_S% 

Act ino lite  %  "        Other   % 

Tremolite   % 

Total  %  Asbestos  <1  % 

Gabriel  Log  No:  A09S5-90  Reference  #  SI-5 
Location/Description:  Lower  Floor-Older  Ceiling  Tile 

Asbestiform  Material  Present  Non-Asbestos  Material  Present 

Chrysotile   %  Cellulose  55-60% 

Amosite   %  Fibrous  Glass  .  5  7 10% 

Crocidolite  %  Synthetic  Polymer   % 

Anthophyllite   %  Binding.  Material  25-30% 

Actinolite   %  Other   % 

Tremolite   % 

Total  %  Asbestos         <i  3 

(1)  Samples  were  collected  by: Client  personnel. 

(2)  Analyses  were  performed  using  polarized  light  microscopy  in 
accordance  with  the  EPA  Interim  Method  for  the  determination 
of  asbestos  in  bulk  insulation  samples;  EPA-600/M4-32-020 . 

1 3 )     Samples  will  be  retained   for  a  minimum  of   90  days  unless 

notified  by  client. 
(4)     Analyses  reflects  only  the  materials  tested. 


Analyzed  by  j^c^-^-^   Date 

sms/A3 


.ais  isscea.  /■  ^ 

Cj^fab       Approved  fCw 
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ASBESTOS  SURVEY 

BULK  ASBESTOS  SURVEY  REPORT 
■  Date  Analyzed:  5/21/90 
Date  Collected:     5/16/90  *  Date  Received:  5/16/90 

*******  ******  *  *  *  **************** 

Gabriel  Log'  Ho:  A1109-90  Reference  #  Sl-6 

Location/Description:     Joint  Insulation  -  Southend  Shipping 
Asbestiform  Material  Present  Non-Asbestos  Materiaj,  Present 

Chrysotile  10-15%      "  Cellulose  ,  5.-10% 

Amosite   %  Fibrous  Glass  35-40% 

Crocidolite   i%  Synthetic  Polymer   % 

Anthophyllite   %  Binding  Material  30-35% 

Actinolite   %  other   % 

Tremolite   % 

Total  %  Asbestos        15  % 

Gabriel  Log  No:  A1110-90  Reference  #Sl-7 

Location/Description:     pipe  Insulation  -  Southend  Shipping  ■ 
Asbestif orm  Material  Present  Non-Asbestos  Material  Present 

Chrysotile  20-25%  '  ™*  Cellulose  35-40% 

Amosite   %  Fibrous  Glass   % 

Crocidolite   %  Synthetic  Polymer  % 

Anthophyllite   %  Binding  Material  30-35% 

Actinolite   %  ~        Other   % 

Tremolite   % 

Total  %  Asbestos      25  % 

Gabriel  Log  No:  Allll-9  0  Reference  #  Sl-Q 

Location/Description:     Joint  Insulation  --  Brass  Receiving  Area 
Asbestiform  Materia?.  Present  Non-Asbestos  Material  Present 

Chrysotile  20-25%  Cellulose  10- 15% 

Amosite   %  Fibrous  Glass  30-35% 

Crocidolite   %  Synthetic  Polymer   % 

Anthophyllite   %  Binding  Material  20-25% 

Actinolite   %  Other   %■ 

Tremolite   % 

Total  %  Asbestos       25  % 

(1)  Samples  were  collected  by  Client  personnel. 

(2)  Analyses  were  performed  using  polarized  light  microscopy  in 
accordance  with  the  EPA  Interim  Method  for  the  determination 
of  asbestos  in  bulk  insulation  samples;  EPA-600/M4-82-020. 

(3)  Samples  will  be  retained  for  a  minimum  of  90  days  unless 
notified  by  client. 

(4)  Analyses  reflects  only  the  materials  tested.  _ 

Analyzed  by    Date  S J^Wo     Approved  k-T? 

kt/Ai 
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ASBESTOS  SURVEY 
BULK  ASBESTOS  SURVEY  REPORT 
Dat.e  Analyzed:  5/21/90 


Date  Collected:   5/ .16/9  0 


Date  Received:  5/16/90 


****************  **************** 

Gabriel  Log  Mo;  A1112-90  Reference  #  Sl-9 

Location/Description:  Joint  Insulation  -  Boiler  Room 


Asbestiforro  Material  Present 


Chrysotile 
Amos it e 
Crocidolite 
Anthophy 1 1 it e 
Actinolite 
Tremolite 


% 
% 


Mon-Asbes-fco.s  Material  Present 

Cellulose  5-10% 
Fibrous  Glass  75.-80% 

Synthetic  Polymer   % 

Binding  Material  5-10% 
Other  % 


Total'  %  Asbestos 


<1 


Gabriel-  Log  No:   A11.13-9Q  -Reference  #  Sl-10 

Location/Description:  -  Pipe  Insulation  -  Boiler  Room 


Asbestiform  Material  Present 

Chrysotile  15-20%. 

Amosite   % 

Crocidolite   % 

Anthophyllite.  ,  _% 

Actinolite   % 

Tremolite   % 


Non-Asbestos  Material  Present 

Cellulose  15-20% 
Fibrous  Glass  25-30% 
Synthetic  Polymer  % 
Binding  Material  25-30% 
Other   % 


Total  %  Asbestos 


20 


(1)  Samples  were  collected  by  client  personnel. 

(2)  Analyses  were  performed  using  polarized  light  microscopy  in 
accordance  with  the  EPA  Interim  Method  for  the  determination 
of  asbestos  in  bulk  insulation  samples;  EPA-600/M4-82-020 . 

(3)  Samples  will  be  retained  for  a  minimum  of  90  days  unless 
notified  by  client. 

(4)  Analyses  reflects  only  the  materials  tested. 


Analyzed 
kt/Ai 


Date 


Approve 
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NO  PHOTO  AVAILABLE 


L  J 


Photo  No . :  1 

Sample:     SI  -1 

Percent  Asbestos:     15  % 

Location: 

Item  Sampled:  BLACKWRAP 

Photo  No. 

:  2 

Sample : 

SI  - 

r 

2  Percent 

i 

Asbestos:       <1  % 

Location: 

SOUTHERN  BRASS  - 

OFFICE 

Item  Sampled: 

CEILING  TILE 

printed  01/27/201 1  8:15AM  by  Richard.Jordan  p.  91/746 


Photo  No. :  3 

Sample:     SI  -3 

Percent  Asbestos:     <1  % 

Location:     MAIN  FURNACE  ROOM 

Item  Sampled:     PIPE  INSULATION 

NO  PHOTO  AVAILABLE 


L 

J 

Photo  No. 

:  4 

sample:      SI  - 

i  —  

4          (   Percent  Asbestos:       <1  % 

Location: 

UPPER 

FLOOR  OFFICE 

Item  Sampled:                CEILING  TILE 
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Photo  No .  :  5 

.  Sample:     SI  -5 

Percent  Asbestos:     <1  % 

Location:     IXJWER  FLOOR 

Item  Sampled:     CEILING  TILE 

Photo  No. :  6 

  -     .    ■  ■         ■  j  -  - 

Sample:       SI  -  6              Percent  Asbestos:       15  % 

Location:  SOUTHEND  SHIPPING 

Item  Sampled:  JOINT  INSULATION 
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Photo  No, : 

7 

Sample: 

SI  - 

-7 

Percent  Asbestos:     25  % 

Location: 

SOUTHEND 

SHIPPING 

Item  Sampled;     PIPE  INSULATION 

Photo  No. 

:  8 

Sample : 

SI  - 

i 

8              Percent  Asbestos:       25  % 

___ 

Location: 

BRASS  RECEIVING 

AREA 

Item  Sampled:     JOINT  INSULATION 
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Photo  No. :  9 

Sample:     SI  -9 

Percent  Asbestos:     20  % 

Location:     BOILER  ROOM 

Item  Sampled:     JOINT  INSULATION 

L 


J 


Photo  No, :  10 

1  —    ■    i  -  -  ■ 

Sample:  .    SI  -  10            Percent  Asbestos:       <l  % 

i 

Location:   BOILER  ROOM 

Item  Sampled:      PIPE  INSULATION 

printed  01/27/201 1  8:15AM  by  Richard.Jordan  p.  95/746 


SI  OO Corpoiale  Driue 
Addison,  Illinois  60101 
FAX:  <70B]  691-5133 
Phone:  (708)  69I-5I  DQ 


i'|   :  — 

NATIONAL ENVIRONMENTALTECHNOLOGIES  INC. 


11 

\  I 

; '  ASBESTOS   REMOVAL  AT 


f  *  SIPI  METALS 

CHICAGO,  ILLINOIS 

n 

I \  PROPOSAL  NUMBER  P90002 
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2100  Corporate  O/ive 
Addison,  Illinois  BOlOl 
FAX;  (70B>  691-5133 
Phone:  [7O0)E91-S1OO 


NATIONAL  ENVIRONMENTAL  TECHNOLOGIES  INC. 

November  6,  1989 


Mr.  Dennis  AraKelian 
Sipi  Metals 
1720  N.   Elst-on  Ave.  ' 
Chicago,   Illinois  60606 

Re:     Asbestos  Removal  Work 
Proposal  Number  P90O02 

Dear  Mr.  Arakelian: 

National  Environmental  Technologies,  Inc.  (NETIJ ,  would  like 
to  thank  you  for  the  opportunity  to  submit  our  proposal  for 
the  referenced  project,  NETI  provides  the  benefit  of 
expertise  gained  from  more  than  3  5  years  of  consulting 
engineering  experience  through  its  affiliation  with  Warzyn 
■Engineering  Inc.,  a  leading  expert  in  the  solid  and 
hazardous  waste  industry  including  asbestos  services. 

NETI  is  pleased  to  submit  our  proposal  to  furnish  all 
necessary  supervision,  labor,  materials,  equipment, 
scaffolding,  tools,  supplies  and  special  services  required 
for  the  proper  execution,  of  the  asbestos  abatement. 

The  scope  of  work  as  defined  by  this  document  is  the  basis 
of  this  proposal,  and  ■  we  are  in  compliance  with  the 
information  as  stated  therein  except  as  specifically 
described  within  this  quotation. 

Our  proposal  has  been  separated  into  the  sections  listed  in 
the  Table  of  Contents  which  follows  this  letter.  The 
information  within  these  sections  has  been  included  to 
provide  the  details  requested  by  the  inquiry  and  to 
demonstrate  our  ability  to  capably  perform  the  work . 

Although  the  specifics  are  described  within  this  quotation , 
we  would  like  to  emphasize  the  following  items  which  we 
believe  set  NETI  apart  from  our  competition: 
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PROJECT  KANAGEMENT 


Our  staff  of  experienced  construction  managers, 
project  managers,  and  field  engineers  are 
specifically  trained  in  and  highly  qualif ied . f or  the 
asbestos  abatement  requirements  of  this  proj  ect . 
Upon  award,  the  selected  project  management  team  will 
be  assigned  to  the  project  and  will  be  responsible 
for  safely  completing  the  work  in  the  most  cost 
effective  manner  possible. 


INSURANCE 


Asbestos  Liability  Insurance  will  be  provided  by  NET I 
in  the  amount  of  $1,  000,000  on  a  claims  made  basis. 
If  requested,  for  an  additional  charge ,  NETI  can 
provide  additional  coverage  of  up  to  $5,000,000. 


BONDING 


NETI  can  provide  bonding  of  projects  if  required,  at 
additional  expense. 


CONFIDENT I ALITY 


Due  to  the  potential  for  emotional  responses  to 
asbestos  abatement,  NETI  shall,  at  all  times  during 
the  project,  and  to  the  greatest  extent  allowed  by 
regulations,  adhere  to  a  policy  of  strict 
confidentiality. 


HAULING  AND  DISPOSAL 


Hauling  shall  be  provided  only  by  licensed  special 
waste  haulers . and  all  waste  shall  be  disposed  of  in 
licensed,  EPA  approved  landfills.  Burial  manifests 
shall  be  submitted  to  the  owner  for  his  records. 


DOCUMENTATION 


All  documentation  such  as  air  sample  reports , 
containment  sign-in  sheets,  burial  manifests,  EPA 
notifications,  etc.,  shall  be  submitted  to  the  owner 
for  his  permanent  files. 
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This  quotation  is  for  your  acceptance  for  a  period  of  thirty 
(30)  days . 

Again,  we  thank  you  for  the  opportunity  to  submit  our 
quotation  for  this  project  and  have  made  every  attempt  to  be 
as  responsive  to  the  inquiry  as  possible .  Should  you  have 
any  questions  or  require  any  additional  information,  please 
do  not  hesitate  to  contact  Roy  Piazza  or  Richard  Pieprzak  at 
this  office . 


Sincerely, 


INC. 


RLP/RJP/mdb 


Encl . 


cc:     Frank  Wareci 
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SECTION  I 
SCOPE  OF  WORK 


Containment  removal  method  of  1/4"  thick  asbestos  containing 
material  from  the  second  floor  ceiling  within  the  laboratory 
area . 

The  asbestos  containing  material  covers  approximately  1050 
square  feet  of  the  existing  plaster  and  lath  ceiling.  Also, 
there  is  a  1/2"  thick  sheet  rock  type  of  material  currently 
encasing  the  asbestos  containing  material.  The  1/21'  thick 
sheet  rock  type  material  shall  also  be  removed  and  disposed 
of  as  asbestos  contaminated  waste. 
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SECTION  II 
BASIS  OF  PROPOSAL 


The  information  and  quantities  which  this  proposal  is  based 
upon,  are  that  of  a  recent  visual  site  survey  of  sipi  Metals 
facility  by  National  Environmental  Technologies,  Inc. 
(NETI) .  NETI  would  require  the  opportunity  to  review  any 
other  documents  which  will  be  incorporated  into  the  contract 
prior  to  executing  the  contract  document. 
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SECTION  III 
QUALIFICATIONS  AND  CLARIFICATIONS 


NETI  assumes  that  any  indemnification  required  does 
not  include  inj  uries  and/or  losses  caused  by  the 
owner  or  the  owner' s  agent .  Additionally,  we 
cannot  accept  the  responsibility  for  consequential 
damages . 

Our  prices  are  based  upon  the  EPA  and  OSHA 
regulations  which  were  in  effect  on  the  date  of 
this  .proposal.  Should  new  regulations,  come  into 
effect,   price  revisions  may  be  required. 

In  order  that  all  proper  notifications  be  made  to 
the  appropriate  agencies  and  to  allow  adequate  time 
to  mobilize  the  project,  an  award  should  be  made  no 
later  than  ten  (10)  working  days  prior  to  the 
anticipated  removal  start  date. 

The  prices  stated  in  this  proposal  are  firm  based 
upon  completing  the  work  at  a  reasonable  constant 
rate  over  the  schedule  defined  (by  the  bidding 
documents  and  this  quotation) .  Should  the  schedule 
be  substantially  compressed  or  extended  through  no 
fault  of  NETI's,  price  adjustments  may  be 
necessitated. 

We  have  based  our.  prices  upon  utilizing  a  40  hour 
work  week  schedule  to  complete  this  project. 

Upon  award  of  this  contract  and  subsequent 
mobilization,  NETI  will  submit  an  invoice  in  the 
amount  of  10%  of  the  total  contract  amount  to 
offset  the  cost "of  job  start-up. 

NETI's  prices  are  based  upon  using  existing  water 
and  electricity  at  no  charge  to  NETI. 

NETI ' s  prices  are  based  on  removal  of  asbestos 
contaminated  material  which  is  visible  and  does  not 
include  demolishing  walls  or  to  access  hidden 
contaminated  materials . 


I 
I 


printed  01/27/2011  8:15AM  by  Richard.Jordan  p.  103/746 


"  7 
* 

i 

.  f 

'  1 
■.  1 


KETI  assumes  the  owner/tenant  will  allow  the  use  of 
existing  facilities  for  an  office  and  storage 
facilities  at  no  charge  to  HETI. 


  The   owner/tenant  must   remove   any   movable  objects 

such  as  benches,   desks,    inventory,   etc.,   prior  to 
f  asbestos  abatement. 
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SECTION  IV 
PROPOSAL  PRICING 


The  following  price  is  based  upon  our  visual  assessment, 
during  a  recent  j ob  survey  of  the  facility  located  at  17  2  0 
N.  Elston  Avenue,   Chicago,  Illinois. 

Total  lump  sum  price  for  removal  of  asbestos  contaminated 
ceiling  materials  is  Nineteen  Thousand  Six  Hundred  Twenty- 
Nine  and  No/100  Dollars   "..$19,629.00 
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PHASE  I   ENVIRONMENTAL  ASSESSMENT  REPORT  . 

f 

ASTM  EL527-93,  E1528-93. 
PROPERTY  LOCATION 
Vacated  CP.  Rail  System  Property  along 
Beasiey  between  Wabansia  and  Bloom£ng.dale , 


PREPARED  FOR: 

SIPI  Metal  Corporation 

George  Phillips 

PREPARED  BY: 

James  FitzGerald  Associates 
231  Woodlavn  Avenue 
Glencoe,   Illinois  60093 


ASSESSMENT  DATE : 
May  24,  1996 

APPROVED  BY: 


James  FitzGerald 
President 
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PHASE  I  ENVIRONMENTAL  ASSESSMENT  REPORT 
Property  Location: 
Irregular  abandoned  railway  strip 
Besly  Court  between  Wabansia  and 
Bloomingdale,  Chicago,  Illinois 

I.  Summary: 

The  property  identified  as  an  irregular  strip  of  abandoned  RR.  ■  Right  of  way  (  west  of  Besly 
Court  between  Wabansia  and  Bloomingdale)  has  been  the  subject  of  a  Phase  1  Environmental  Site 
Assessment  in  accordance  with  A5TM  E  1528-94. 

An  "on  site"  thorough  inspection  including  adjacent  properties  was  made.  Research  was 
performed  in  order  to  reveal  documented  information  regarding  past  and  current  uses  of  the 
property  and  adjacent  properties  so  that  existing  and  potential  environmental  conditions  could  be 
identified.  (  The  subject  parcel  of  land  subject  to  this  Phase  I  will  be  referred  throughout  die 
document  as  the  "Property".  The  property  is  best  defined  by  the  map  and  legal  descriptions  in  the 
report.  Appendix). 

In  the  inspection  of  the  Property  no  negative  abnormal  environmental  conditions  were  noted.  The 

historical  R.R  usage  and  track  and  "road  bed"  materials  are  common  to  all  such  sites  and  do  not 

appear  to  pose  any  environmental  risk  to  human  or  other  potential  usage. 

The  Property  was  walked  and  inspected  carefully.  The  major  adjacent  NW  trackage  and 

embankment  and  retaining  wall  areas  yielded  no  indications  or  environmental  concern. 

The  easterly  adjacent  site  is  the  SIPI  Metals  Corporation.  Their  extensive  facility  was  carefully 

inspected  by  James  Fitzgerald  (  a  graduate  Chemical  -  Metallurgical  Engineer )  with  George 
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Phillips,  an  employee  of  StPI  of  15  years,  who  is  very  knowledgeable  of  the  plant  operations  and 
processes  as  well  as  the  environmental  aspects  of  these  operations.  Sipi  Metals  is.  a  manufacture 
of  brass  and  bronze  ingots,  speciality  metal  alloy  billets  and  shot,  and  a  refiner  of  Precious 
Metals.  The  inspection  and  discussion  indicated  conformity  and  compliance  with  existing  EPA, 
OSHA,  and  other  governmental  regulations  and  the  approval  of  these  processes  by  cognizant 
agencies.  SIPI  is  to  be  complimented  on  their  policies  and  successful  programs  of  safety  and 
environmental  compliance.  This  is  obviously  good  business  for  the  company,  its  customers  and 
the  community  .No  additional  environmental  risk  is  expected  from  the  addition  of  this  property  to 
the  corporate  site. 
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H:  INTRODUCTION; 

1.  Purpose: 

The  intent  of  this  Phase  I  E.S.A.  is  to  provide  the  Client  with  relative  environmental.  I 
information  regarding  the  subject  property  for  purposes  of  evaluation  of  potential  real 
estate  transactions. 

2.  Special  Terms  and  Conditions: 

There  are  no  special  terms  or  conditions  associated  with  the  enclosed  E.S.  A. 

3.  Limitations  and  Exceptions  of  Assessment: 

A  title  search  was  not  completed  as  apart  of  this  E.S.A  due  to  the  availability  of  alternate 
sources  of  historical  use  information. 

No  soil,  water  or  material  samples  were  collected  as  part  of  the  E.  S.  A 

4.  Limiting  conditions  and  methodology: 

The  enclosed  E.S  A,  was  completed  in  accordance  with  the  methods  specified  in 
ASTME1527-93  and  applicable  methodology  specified  in  ASTME1528-93. 
HI.     SITE  DESCRIPTION: 

1\  Location  and  Legal  Description: 

The  vacant  property  consists  of  an  irregular  strip  of  land  east  of  and  adjacent  to  the  Union 
Pacific  -  North  Western  Railway  operating  track  and  north/south  main  track  and  right  of 
way.  The  property  extends  from  Wabansia  on  the  s*uth  to  Bloorningdale  on  the  north. 
Besly  Court  bounds  the  east  side  of  the  property. 

It  is  west  of  the  current  main  Stpi  operation  located  at  1720  North  Elston  ( including  lots 
1700-1761").  ■ 
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A  copy  of  the  1995  title  search  and  description  is  appenaeq  to  tins  ii.a.A..  a  map  oi  me 

■  ■ 

property  unci  tne  nsisnDornoou  as  wen  as  pertmstit  njcttuuu  <*iiu  ruawn^-'H  jiuiiyuui  iviap^ 

and  3  iopo  map  and  5  oetauea  oigmzeQ  en vu oruncnidi  iiid.p  oie  dibu  aypciiucu.K 

1 

-2.  Site  and  Vicinity  Characteristics: 

1 

The  site  is  a  level  plat  located  in  the  North  tlston  industrial  cornaor  east  01  roe  js.enaeay 

Expressway  and  west  ot  the  Chicago  Kiver.  i  ne  main  in-o  union  racmc  ngni  or  way 

1 

extends  along  the  west  boundary  on  an  eievateu  roaa  Deo.  me  eievauon  is  aermea  anu 

■ 

supported  by  a  stone  wall  along  the  east  side  along  tne  west  tjounaary  or  tne  suojeci  sue. 

3.  Descnptions  of  Structures,  Roads,  and  Uther  improvements  on  atte.  1  nere  are  no  Duuamgs 

1 

or  structures  on  the  site,  lhere  are  unused  k..k_  traces  wmcn  are  dudnuoneu.  111c  iu<iu 

1 

bed  is  crushed  stone. 

Heating  and  Cooling  Systems: 

a.  No  heating  or  cooling  systems  are  present  on  the  site. 

1 

There  is  no  sewage  disposal  on  tne  sue.  ixi%  generaj  area  is  bervcti  t>y  uic  ^i-u^a^u 

'I 

Sanitary  district  which  also  serves  tne  aipi  ivietais  laciniy 

C,  Source  of  Potable  Water:                   ~  ■  . 

1 

>?-            ^                                  ■  ■ 

The  subject  property  is  not  served  ,witn  municipal  waier  ino  potaote  weu^  were  hulcu  ; 

on  the  property,  l  tie  generaj  area  is  served  oy  tne  ^iu^o^u  iviuiu^ipeu  »v  &ucl  ^ysi^in, 

1 

which  is  supplied  from  Lake  Michigan. 

^  »_ 

a   T_fn.AnA+?nn  t> a-nr+a^  \m  t fct»r  p  jao<ii"f1  in<r  FnvirnTvmpntal  lAetis  So&cializftd  Knowledge  or 

*t.    JnlOrmSuOn  HepOltcO  Dy  UScr  IVCgarOlDg  JGllVlIUllIllCliLai  ^i^tia,  oygwoiii^u  imwukiuji. 

1 

Experiences: 

I 

There  is  no  knowledge  of  any  Hens  on  the  property. 
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5.  Current  Uses  of  Property: 

The  property  is  essentially  vacant  and  has  only  a  R.R.  track  and  bed  which  is  unused. 

6.  Past  Uses  of  Property:  . 

This  property  has  historically  been  used  as  railroad  property.  The  track  is  now  retired. 
Historical  Sanborn  Maps  from  1914,  1950,  1375  and  1980  all  show  only  railway  usage, 
Current  Use  of  Property: 

The  property  currently  has  unused  R.R.  Tracks  and  bed  existing  ( not  used  recently 
according  to  George  Phillips,  who  was  interviewed  ). 

7.  Current  and  Past  Uses  of  Adjoining  Properties: 

The  adjoining  properties  consists  of  R.R.  Right  of  way  tracks  and  several  industrial 
properties. 

)  West:    Railroad  right  of  way  and  active  trackage.  There  is  a  signal  tower  adjacent  to  the 

NW  comer. 

North:  An  intersecting  R.R.  embankment  and  track  extending  east  on  an  overpass  over 
H.  Elston  Avenue.  This  was  established  prior  to  the  turn  of  the  Century.  It  is 
still  usable  but  unused  recently.  Bloomingdale  Avenue  is  designated  but  not 
opened  across  Elston. 

East:     The  entire  easterly  side  is  bounded  by  abandoned  Besly  Court  and  the  SIP1 
Metals  Corporation  consisting  of  offices  along  Elston  with  several  buildings 
currently  engaged  in  the  manufacturing  of  brass  and  bronze  ingots  and  speciality 
billet  and  shot  metal,  and  the  refining  of  precious  metals  and  manufacturing  of 
precious  metal  products.  A  complete  tour  of  this  facility  was  made  with  George 

j 

Phillips  on  5-17-96.   George  provided  information  on  processes  and  equipment 
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and  strict  compliance  with  all  EPA  Federal  and  State  Code  and  Regulations, 
frequent  inspections  are  made. 

Sanborn  Historical  Maps  Shows: 

1914-  The  northerly  (  1732-1752  Elston  )  building  and  operation  of  Universal  Portland 
Cement  Corporation  built  in  1910.  ' 

The  central  area  (  1712-1780  )  was  occupied  by  the  Johnson  and  Jennings  Foundry. 

The  southerly  building  (  1700-1732  )  Elston  was  occupied  by  the  P.  SohoenHaffey 

Brewing  Company.  Beer  bottling  producer  and  warehouse. 
1950— The  Universal  Atlas  Cement  Company  north  along  Elston.  - 

Central  and  southerly  (  1700-1732  Elston);  Silverstein  and  Pinsof  Inc.  A  metals 

manufacturing  operation  and  predecessor  of  the  current  Sipi  Corporation.  The 

contiguous  property  along  Elston  has  been  acquired  by  Sipi. 
1975-The  Sipi  Metals  Corporation:  manufacturing  and  refining  operations  are  in  compliance 

with  all  applicable  EPA  and  CED  Regulations. 

A  small  fenced  area  on  the  southwest  comer  of  the  property  is  noted  as  a  recovery 
operation  where  rain  water  is  colleted  for  plant  use. 
1989~No  change  in  basic  usage.  Refinements  in  process  meet  required  regulations. 

8.  Site  Rendering  Map  of  Site  Plan: 

Appendix  includes  a  Topo  Map,  location  map,  and  site  plans. 
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rV.  RECORDS  REVIEW: 

1,  Standard  Environmental  Record  Sources  Federal  and  State  (ERIS)  on  behalf  of  Fitzgerald 
Associates  ERIS  ( Environmental  Risk  Information  and  Imaging  Services  Incorporated  ) 
completed  a  search  of  available  regulatory  databases  for  regulated  facilities  within  a  1  mile 
radius  of  the  subject  property.  This  report  is  appended.  The  environmental  records 
pertaining  to  the  site  and  surrounding  properties  were  reviewed  in  detail.  The  following 
statistical  profile  is  providedfrom  the  search.  The  entire  database  summary  completed  by 
ERIS  is  provided  in  the  Appendix,  which  includes  a  copy  of  a  customized  map  and  locations 
identifying  the  site  and  surrounding  facilities  in  the  search  radius.  Both  city  records 
researched  and  aerial  map  review  corroborated  the  ERJS  report.  Further  detail  was 
provided  by  Chicago  City  Building  Department  Records  and  Chicago  Environmental 
Department  information. 

Noted  documentary  photographs  of  the  property  and  adjacent  properties  are  appended. 
All  other  listed  sites  are  approximately  1\4  of  a  mile  from  the  subject  property.  No 
environmental  impact  is  expected  on  the  site  from  the  listed  sites. 

(  See  Following  3  Pages  ) 

2.  ATJSGS  (  United  State  geological  Map  of  the  location  was  consulted  as  well  ais  the  ISGA 
( Illinois  state  geological  survey  )  and  Berg  Circular  "460"  of  this  area.  According  to  Berg 
Circular  the  subject  site  is  described  as:  "located  in  the  Lake  Basin.  These  deposits  consist 
of  glacial  lake  deposits  flattened~by  wave  erosion  and  minor  deposition  in  low  area,  largely 
underlain  by  glacial  silt  with  thin  deposits  of  silt  clay  and  sand  of  the  Equlity  Formation 
present  locally.  Generally  this  is  underlain  by  permeable  bed  rock  at  the  20  to  50  foot  level 
below  the  land  surface.  " 
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Illinois  loaklng  Underground  storage  Tank  Haport 


7,  , '  l1?  *  H.*SWfl°  yn<*  "'around  Storage  Tank  Heport  >a  A  Comprahanslva 
Listing  0  f  All  Reported  LeaWng  Undarflraurid  Stafaoe  Tank*  Raportad 
WitWn  Tha  Stats  Of  Illinois.  - 


SWF 

Data  ol  Data;  08/30/1993 
Release  Data:    i  j 

IL  Hai,  Waste  Ras*arch  &  Into.  Canter 
Land-Basad  Disposal  Sites  Program 
217/333-8940 


RST 

Data  of  Data:  0I/O7/1995 
Release  Data:  03/22/1995 
Colof  World  Qt  Printing 


217/753-6301 


IfftnoJa  Land-Baiad  Disposal  5it*v  Raparf 

The  Illinois  Land-Sa-ied  Disposal  Sits  Report  Is  An  Inventory  Of  All 
Active  And  Htstoclcal  Waate  Disposal  Situs  (.ocalad  WitNn  The  State  Qi 
Illinois.  The  inventory  Includes  Silas  Of  Alt  Types:  Municipal, 
industrial,  Hazardous,  Surface  Impoundments,  Megs!  Oumps,  Landfills, 
Etc...  Sitaa  Traclod  By  Tha  Northeastern  Illinois  Plartnina  Commission 
Are  Also  Included  In  Tha  Report. 


Illinois  Underground  atorarja  Tank  Report 

X^lf'S*^  uhdarg/0und  Storage  Tank  Report  Is  A  Comprehenaiva  listing-  " 
Of  All  Rflfllsierad  Underaround  Storage  Tanks  Located  Within  Tha  Stats  0/ 
Illinois, 


printed  01/27/201 1  8:15AM  by  Richard.Jordan  p.  1 14/746 


ENVIRONMENTAL  RISK  INFORMATION  fc  IMAGING  SERVICES 
ENVUWNWtn  *£ATA8flS6  R6FEn£fJCE  GUIDE 


woa/mMgaa 

;  t:.-.»onmantal  Protection  Afl«ncY 
lie  a  Of  Solid  Waste  And  Emorga/icy  Response 


National  Priafltla*  Liar 

Tho  NPL  Report.  Afjo  Known  As  Tha  Superfund  list.  Is  An  EPA  Listing;  Of 

UrSonSoSSS  Or  Abandoned  Hawaous  Waste  siim.  Th«  i ri'i,'5  P"ma^„ 

B«sei  Upon  A  Score  Which  Th*  Site  Receive*  From  Tha  EPA  a  Hsiardous 
ftenklna^ystam.  These  SHos  Are  Tamaied       Pcjjibla  Long-Ta/m 
Remedial  Action  Under  Tho  Suparfund  Act. 


;i™oiToat«  05/01/1995 

ileasa  Date:  07/W1995 


3  Environmental  protection  Agency 
(lies  Of  Solid  Waate  And  Emergency  «• 


sponso 


32'/2SO-4810 


Resource  Conservation  And  Recovery  Information  System  -  Treetmant, 
Storage.  And  Disposal  Facillliej 

Tha  RCfltS  TS  Report  Contain*  Information  Pertaining  To  Facilities  Which 
Either  TtasT,  Store,  Or  Dispose  Of  Hazardous  Waste.  Information 
Pertaining  To  Tha  Status  Of  Facilities  Tracked  9>  Th*  RCRA 
fl"(SSs"?atr'.  Ac.lon  Trackins  System  (BAATS  3/03/95)  Is  Included  In 
Tha  RCRIS_TS  Report. 


ERCL1S  „„„ 

eta  of  Data:  03/0 1 n99S 

alease  Dale:  04/19/1996 

E  Environmental  Protection  Agshcy 

((ice  Of  Solid  Waste  And  Emergency  Response 

03/6O3-873O 


Campiehamlvo  Environmental  Response,  Compen^ollon,  And  Liability 
Inlormallon  System 

The  CEflCUS  Database  Is  A  Cornprnhenstva  Listing  01  Known  Or  Suspected 
Uncontrolled  Or  Abandoned  Haiardoun  Waste  Sites.  Thasa  Sitaa  Have 
Eithei  Been  Investigated.  Or  Are  Currently  Under  InwalWjrton  By  Tho 
Federal  EPA  For  Tho  Rsiease  Or  Threatened  Raleaan  01  HMardoui 
Substances.  Onca  A  Sila  I.  Placed  In  CEKCLIS;.  It  May      Subjected  To 
Several  Levels  Of  Review  And  Evaluation  And  Ultlmnloly  Placed  On  Tho 
utilTinnl  I Priorities  Lilt.  As  Ol  February  1993,  CEHCLIS  Sitaa  Designated 
Tto  Further Re™a!al  Action  Planned*  WRAP)  Have  Bean  Removed  From  The 
CERCLIS  Database. 


I  FRAP 

Uta  of  Data:  02/28/1995 

lelee-ie  Dale:  04/07H995 

JS  Environmental  Protection  Aaartcy 

Hfica  Ol  SolW  Waste  And  Emergency  Response 

'03^603-8881 


P.  .) 


tChm  L0 

3ala  61  Data:  05^X1/1995 

talee.se  0oto:  07/14/199S 

JS  Environmental  Protection  Agency 

Of  lice  Of  Salitt  Westa  AndT-Enwrgencir'  Response 

I02/2SO-4610 


tin  further  Remedial  Action  Planned  SJ(« 

The  Mo  Further  Remedial  Aetlon  Planned  Report  <NFAAP|  Conlatns- 
tnformsticn  Pertaining  To  Silas  Which  Have.  Been  Removed  From  Tha 
Federal  EPA's  CERClIs  Database.  MFRAP  Sitaa  May  Be  Sites  Where, 
Following  An  Initial  Investigation,  No  Contamination  Wa*  Found, 
Contamination  Was  Removed  Cwwk  y  W.lhout  Weed  For  The  Site  To  Ba 
Placed  On  Tha  NPL,  Ot  The  Contamination  Was  Not  Serious  Enough  To 
flequlra  Federal  Superfund  Acllon  Or  NPL  Consideration. 


Resource  Conservation  And  Recovery  Informetlon  System  -  Urge  Quantity 
Generators 

Tha  RCRIS  LtS  Report  Contains  Information  Pertaining  To  Facilitias  v^ich 
EUher  Gene-rale -rVforo  Than  1000kg  Of  Haiardou.  Waste  Per  Month  Or  Meat 
Other  Applicable  Ftaq^ramems  0  (  The  Resource  Conservation jAnrI  Recovery 
Act    nlormattan  Pertaining  To  The-  Status  01  Facilities  Tracked  By  The 
RCRA  Administrative  Action  Trauma,  System  IRAATS  3f03/9S)  Is  Included 
In  The  RCRIS_LCj  Report. 


RCRtS  &Q 

Date  dT  Data;  0S/01H995 

Ralease  Oata:  07/14/1 985 

US  Environmental  Protection  Aoancy 

01  lice  01  Solid  Waste  And  Emergency  Response 

3O2/260^Id10  t 


Resource  C»nae-vatlon  And  Recovery  Information  System  -  Smell  Quentity 
Oenerntars 

Tha  RCRlS  SO  Report  Conlaina  lntormatlon  Partainlna-To  FaciBtias  WWch  - 
^herCeneraW  Between  JOOkp  And  TOOOkj  01 -HwifdeM  Waste iPer  Month 
0  Meet  Other  Applicable  RaquTromants  01  the  Resource  Conservation  And 
Recovery  Act.  Informetlon  Pertaining  To  Tha  Stetus  Of  Facilillei 
Tracked  By  Thft  P.CRA  Administrative  Action  Trackino  System  (RAAT5 
3/03/95)  la  Included  In  Tho  RCRIS_SG  Report, 


ERNS 

n.tm  of  Data:  07/01/1995 

Release  Date:  10/16/1995 

US  Envlfonrrtarwal  Protactkin  AaevTcy 

01  lie*  01  Solid  Waste  And  Emergency  Response 

2Q2/360-2342 


Emertjency  Response  Notification  System  -  199S 

ERNS  Is  A  Martonai  Computar  Database  System  That  !<  UaedTa  Store 
Infcrmatlon  On  The  Sudden  And/Or  Accidents)  Release  Of  1 H«"rdoua 
Suhatances,  Including  Petroleom,  Into  The  Environment.  The  ERNS 
fieporti™  System  Contains  Preliminary  Inlormalicn  On  SpeciHc  RBleases. 
Indludina  The  Spill  Loaation,  The  Substance  Released,  And  The 
Responsible  Party.  Ptessa  fJote  That  The  Inlormetion  in  The  ERNS  Report 
Pertains  Only  To  Those  Haleoaaa  That  Occurad  Between  January  1.  199S 
and  July  1.  1995. 


HWS 

Date  of  D«a:  1  2/01/1994 
Release  Oata;  OS/12/1  995 
IL  Environmental  Protection  Agency 


Z-3397 


lllloo Is  CateflOiy  List 

The  Illinois  Cateflory  list  Is  A  Summary  Llatin?  Of  Those  facilities 
Thai  Are  Deemed  Hazardous  Ely  The  IWnolg  Environmental  P™*?^10* 
Agency.  Tha  Status  Field  Indicate*  Which  SPA  Program  Reflates  The 

Facility. 
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ER11S  ASTM  STATISTICAL  PROFILE 
Stata:  IL 


May  8.  1996 


1 


J 

Site: 


BESLY  COURT 
CHICAGO,  IL  60622 


Latitude:  41-914285 
Longituda:  -87^665776 


Batabsss 

Radius  (Ml) 

PfooertY 

Prrmnrtv-1  /4  ' 

1/4-1/2 

1/2-1 

^JPL 

1 

f\ 

\J 

o 

0 

«CRIS_TS 

1 

r\ 

V 

o 

0 

.5 

1 

0 

■   i  ■  - 

2  - 

Mrcris_lg 

.25 

.6 

RCRIS_SG 

.25 

9 

I'erns 

.05 

0 

HWS 

1 

0 

0 

z 

■  LRST 

.5 

X* 

5 

11 

SWF 

.50 

-  0 

0 

■  rst 

.25 

12 

34 

13 

2 

>1 


49 


*&dded  Notation: 
The'Xjon  the. summary  are  for  3  tanks  noted   (which  vers 
properly  removed  in  1989  but  not  deleted  from  I.S.F.K., 
Lists.     This  oversite  has  been  corrected. 


Radon  Zone  Level:  2 

\Zone  2  has  a  predicted  average  indoor  screening  level  >  -  2  pCi/L  and  <  =  4  pCi/L 
latest  oYgSJraphta  location  or  the  zone  desiflnation  in  which  the  property  is  located 


J^TiTdeW  as  a  ,05  mile  buffer  around  the  site's  latitude  and  longitude. 


A  blank  radius  court  indicates  that  the  database  was  not  searched  by  this  rttw  per  client  in****™. 
NR  in  a  radius  count  indicates  that  the  database  cannot  be  reported  by  this  search  criteria  due  t.  Insufficient 
aSSf  «3«urat«  addresses  reported  by  a  federal/state  asency. 
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Although  no.  soil  samples  were  indicated  or  taken  the  RR.  beds  appears  to  be  and 
infrequently  overlain  by  crushed  stone  and  or  cinders.  This  appears  to  be  the  status  of  this 
property.  The  westerly  adjacent  tracks  are  on  an  embankment  supported  by  a  stone  wall  at 
an  elevated  level  along  the  west  boundary  of  the  subject  property.  The  NW  Railway 
track  is  currently  in  regular  use. 

The  Chicago  River  is  approximately  V%  mile  northeast  of  the  site, 
3.  Historical  Use  Information; 

According  to  information  gathered  from  the  Chicago  Historical  Society  and  the  Chicago 
Fire  Department  the  railroad  property  usage  predates  1900  and  has  been  R.R.  property 
since  inception  of  the  R.R.  The  R.R.  earlier  employed  coal  fired  locomotives  and  later 
diesel  drivers.  No  significant  spills  or  other  possible  contaminants  are  noted  or  recorded. 
The  adjacent  properties  have  been  used  for  yards  and  cement  storage  as  well  non-ferrous 
metal  storage  for  Sipi  Metals  ingot  manufacturing  facility.  Sipi  Metals  has  acquired  a 
significant  block  of  buildings  and  land  along  north  Elston  for  its  growing  operations. 
The  former  brewing  company  on  Elston  and  Wabarisia  did  not  produce  or  store  hazardous  , 
materials  and  is  now  used  by  Sipi  for  precious  metal  refining  operations  and  houses  a 
.  laboratory  and  finished  product  warehouse.  The  precious  metal  refining  operation  in  this 
building  is  a  hydrometallurgical  process  and  all  effluent  is  neutralized  and  evaporated. 

V  INFORMATION  FROM  ^TT^Rr.CONNAISSANCE'ANP  INTERVIEWS: 

Photographic  documentation  of  site  conditions  encountered  and  observed  during  site 
inspection  are  appended.  An  inclusive  tour  of  all  facilities  was  conducted  on  May  17,  1996 
with  George  Phillips  guidance  and  providing  much  information. 
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1 .  Hazardous  substances  in  connection  with  Identifies  Uses: 

Most  operations  for  the  major  non-ferrous  metal  manufacturing  operation  are  standardize 
processing  of  secondary  materials.  Gas  fired  or  induction  furnace  operations  produce 
brass  and  bronze  ingots,  shot  and  billets  which!  are  sold  to  foundries  and  wire  extruders. 
Precious  metal  products  are  produced  by  both  pyrometallurgical  ( furnace  )  and' 
hydrometallurgical  (  neutralization )  processes. 

2.  Hazardous  Substances  Containers  and  Unidentified  Substance  Containers; 

.  No  unidentified  substance  containers  or  unidentified  substances  were  observed. 
Complete  explanations,  and  proper  documentation  of  compliance  is  filed  and  Was  verbally 
reviewed  with  Mr.  George  Phillips. 

3 .  Storage  Tanks: 

No  indication  of  ( UST  )  permanent  storage  tanks  was  found.  The  former  locations  of  the 
1-2000  gallon  gasoline  and  2-10,000  gallon  oil  tanks  were  noted  and  examined  as  well  as 
the  documentation  of  excavation  and  removal.  Proper  procedures  and  licensed  operators 
were  employed. 

Three  large  above  ground  diesel  fuel  tanks  were  formerly  used  by  the  R.R.  However, 
these  tanks.were  enclosed  in  a  concrete  containment  wall  and  have  been  properly 
deactivated. 

4.  Indications  of  PCB's: 

There  were  no  indications  of  PCB's  on  the  property  at  the  time  of  inspection.  ( Large 
quantities  of  electrical  power  are  used  in  process  operations,  The  transformers  and 
electrical  switch  gear  has  been  "changed  out"  and  no  PCB's  were  noted.  )  Florescent 
lights  and  ballasts  are  properly  disposed. 


I 
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5.  Indications  of  Solid  Waste  Disposal: 

The  property  appears  to  be  clean  of  notable  "dump"  materials.  All  effluent  liquids  from 
the  hydromeiallurgical  operations  are  evaporated  with  no  discharge  and  the 
resulting  precious  metals  are  refined  to  product. 

6.  Any  Other  conditions  of  Concern: 

Asbestos:  No  accessible,  friable  ACM  materials  were  obser/ed  on  site. 

Lead  Based  Paints:  No  indication  of  lead  based  paints  peeling  of  flaking  was  noted.  The 

plant  equipment  and  ducting  has  recently  been  repainted  with  non-lead  bearing  paint. 

Radon:  The  property  is  located  within  U.S.  EPA  level  2.  Levels  are  below  4  piC/L  as 

required. 

*Note:  This  company  is  conspicuously  aware  of  environmental  impact  and  it's  baghouses 
and  other  emissions  control  is  extensive  and  completely  monitored  for  compliance. 
7.   Site  Plan: 

Site  Plans  are  included  in  the  attached  appendix.  Also  included  in  a  series  of  documentary 
photographs. 
VI.  FINDINGS  AND  CONCLUSIONS: 

Based  on  the  findings  of  this  ESA  there  does  not  appear  to  be  an  immediate  threat  to 
human  health  or  the  environment  present  on-the  property.  Proper  procedures  and 
compliance  is  maintained  for  all  incoming,  processing  and  final  product.  Sipi  Metals 
Corporation  is  a  very  environmentally  oriented  company  with  competent  and  conscientious 
personnel,  the  necessary  safety  concerns  for  this  potentially  accident  exposed 
manufacturing  operations  with  molten  metal  and  other  possible  process  culpability.  The 
reputation  and  success  and  growth  are  evidence  of  Sipi  concern  and  compliance.  Major 
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customers  rely  on  this  company  to  avoid  contingent  liability  (  Dupont,  etc.  ). 

i 

The  subject  strip  of  railway  property  does  not  appear  to  encumbered  by  any  adverse 
environmental  conditions  due  to  current  or  historical  usage  nor  by  impact  from  adjacent 
property,  conditions  or  usage. 
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Findings  and  Conclusions 


Because  of  the  industrial  setting,  some  surrounding  properties  are  currently  listed  on  reviewed 
state  and  federal  lists  as  identified  or  probable  sites  of  contamination .  None  of  these  are 
immediately  adjacent  to  the  Besly  Court  site.  These  surrounding  properties  do  not  appear  to 
have  or  be  causing  environmental  degradation  of  the  site.  Because  of  the  location  of  the  site 
geologically,  it  is  likely  that  subsurface  soils  are  clays.  Clay  sediments  do  not  promote  the 
migration  of  contaminants,  and  typically,  impacts  which  occur  in  this  type  of  soil  are  limited 
to  areas  nearby  the  release.  In  addition,  the  North  Branch  of  the  Chicago  River  is  within  one- 
fourth  of  a  mile  to  the  north  and  northeast  of  the  site,  and  any  groundwater  migration  which 
might  take  place  would  likely  move  in  the  direction  of  the  river,  and,  therefore,  away  from  the 
site. 

The  history  of  the  property  includes  the  manufacture  of  wood  products.  Materials  historically 
used  at  the.  site  related  to  the  current  operation  include  wood,  plastic,  small  amounts  of  paint, 
lacquer  and  thinner  (gycol  ether).  It  would  be  prudent  to  properly  dispose  of  the  glycol  ether 
as  it  could  present  a  fire  hazard.  No  wastes  are  presently  generated  at  the  site,  although  the 
facility  is  identified  oh  U.S.  EPA  records  as  a  small  quantity  generator  of  hazardous  wastes 
and  therefore  falls  under  associated  regulations.  The  waste  stream  identified  in  the  database 
is  spent  degreasers,  none  of  which  were  observed  during  the  site  walkover. 

Wastewater  from  the  site  is  limited  to  sanitary  discharge  which  discharges  to  the  municipal 
sanitary  sewer.  Stormwater  runoff  feeds  to  stormwater  drains  in  the  street  adjacent  to  the  site. 
Because  the  facility  is  closed,  there  are  no  air  emissions.  No  underground  or  aboveground 
tanks  were  observed,  reported  or  registered  at  the  property. 

No  pole-mounted  and  pad-mounted  electrical  transformers  were  observed  at  the  site.  Potential 
asbestos-containing  materials  (ACM)  were  observed  on  two  pipes  in  the  building,  one  an 
overhead  pipe  in  the  basement,  and  the  other  in  the  hearth  furnace  room.  Potential  wetland 
areas  were  observed  at  the  site.  The  property  does  not  appear  to  lie  within  a  designated 
floodplain  area. 

Montgomery  Watson  has  performed  this  Phase  I  Environmental  Site  Assessment  in 
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H  conformance  with  the  scope  and  limitations  of  ASTM  Standard  Practice  E1527-94  of  1660 

1 1  Besly  Court.  Any  exceptions  to,  or  deletions  from,  the  Standard  Practice  are  described  in  the 

Introduction  and  Limitations  section  of  this  report.  This  Assessment  has  revealed  no  evidence 
1 1  of  Recognized  Environmental  Conditions  in  connection  with  the  property. 

"Recognized  Environmental  Conditions"  are  defined  by  ASTM  as  follows:  "The  presence  or 
■  likely  presence  of  any  Hazardous  Substances  or  Petroleum  Products  on  a  Property  under 

'  '  conditions  that  indicate  an  existing  release,  a  past  release,  or  a  material  threat  of  a  release  of  any 

r ,  Hazardous  Substances  or  Petroleum  Products  into  structures  on  the  Property  or  into  the 

]  j  ground,  groundwater  or  surface  water  of  the  Property.   The  term  includes  Hazardous 

Substances  or  Petroleum  Products  even  under  conditions  in  compliance  with  laws.  The  term 
H  is  not  intended  to  include  de  minimis  conditions  that  generally  do  not  present  a  material  risk  of 

]  I  harm  to  public  health  or  the  environment  and  that  generally  would  not  be  the  subject  of  an 

enforcement  action  if  brought  to  the  attention  of  appropriate  governmental  agencies." 

« 1  This  environmental  audit,  or  site  assessment,  report  was  prepared  for  the  exclusive  use  of  our 

client,  Sipi  Metals.  The  scope  of  work  was  limited  to  the  ASTM  standards  and  did  not  include 
f  ]  sample  collection  and  analysis.  Any  third  party  interested  in  using  this  report  must  first  secure 

<  the  written  authorization  of  the  client  and  Montgomery  Watson,  and  agree  to  Montgomery 

Watson's  terms  and  conditions  respecting  indemnification  and  limitation  of  liability. 

J 

SCI/lhd/RDL 

>  >  JAU31M»lC\WP\KPT1S9SIPt.WFD 
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sts  consultants 


LaSalle  Bank  N.A. 

STS  Project  No.  1-33327-XH 

April  10,2003 


PHASE  I  ENVIRONMENTAL  SITE  ASSESSMENT 
SIPI  METALS  CORPORATION 
1720  NORTH  ELSTON  AVENUE 
CHICAGO,  ILLINOIS  60622 


EXECUTIVE  SUMMARY 


STS  Consultants,  Ltd.  (STS)  was  retained  by  LaSalle  Bank  N.A.  (Client)  to  perform  a  Phase  I 
Environmental  Site  Assessment  {Phase  I  ESA)  of  the  Sipi  Metals  Corporation  facility  located  1720  North 
Elston  Avenue  in  Chicago,  Cook  County,  Illinois  {the  subject  property).  This  report  is  confidential  and 
was  prepared  for  Client.  This  Phase  I  ESA  was  conducted  in  accordance  with  the  LaSalle  Bank  N.A. 
Phase  I  ESA  Scope  of  Services  dated  December  Z,  1998.  and  Environmental  Services  Agreement  dated 
February  4,  1999.  With  the  exception  of  a  chain-of-title  search,  this  Phase  I  ESA  was  conducted  in 
general  accordance  with  the  American  Society  for  Testing  and  Materials  (ASTM)  Standard  El  527-97 
entitled  Standard  Practice  for  Environmental  Site  Assessments:  Phase  I  Environmental  Site  Assessment 
Process  and  Section  22  ol  the  Illinois  Environmental  Protection  Act  (known  as  415  ILCS  5/22.2).  This 
report  is  a  summary  of  our  findings  and  conclusions  regarding  environmental  conditions. 

The  American  Society  for  Testing  and,Materia]s  (ASTM)  Standard  E1527-97  defines  a  recognized 
environmental  condition  (REC)  as: 

"The  presence  or  likely  presence  of  any  hazardous  substances  or  petroleum  products  on 
a  property  under  conditions  that  indicate  an  existing  release,  a  past  release,  or  a  material 
threat  of  a  release  of  any  hazardous  substances  or  petroleum  products  into  structures  on 
the  property  or  into  the  ground,  groundwater  or  surface  water  of  the  property.  The  term 
includes  hazardous  substances  or  petroleum  products  even  under  conditions  in 
compliance  with  laws.  The  term  is  not  intended  to  include  da  minimis  conditions  that 
generally  do  not  present  a  material  risk  of  harm  to  public  health  or  the  environment  and 
that  generally  would  not  be  the  subject  of  an  enforcement  action  if  brought  to  the 
attention  of  appropriate  governmental  agencies". 

STS  identified  five  RECs  concerning  the  subject  property  as  a  result  of  this  Phase  i  ESA.  These  RECs  are 
as  follows; 

•    The  eastern  half  of  the  main  parcel  of  the  subject  property  has  been  historically  occupied  by  an 
iron  foundry  (191Q-1930S)  and  a  metal  smelting  facility  since  the  1910s.  In  addition,  as  part  of  the 
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April  10,  2003 


STS  CONSULTANTS 


smelting  operation,  the  southern  portion  of  the  main  plant  area  on  the  subject  property  has  been 
used  as  a  chemical  warehouse  and  chemical  factory  since  the  1950s. 

•    The  northeastern  portion  of  the  subject  property  was  occupied  by  a  bulk  fuel  oil  station  from 
approximately  the  1 930s/1 940s  to  the  early  1 970s. 

■    The  western  portion  of  the  subject  property  has  been  occupied  by  a  railroad  yard  since  at  least 
1914.  An  engine  house  was  located  on  the  southwestern  portion  of  the  subject  property  prior  to 


*  According  to  the  City  of  Chicago  Department  of  the  Environment  (CDOE)  records,  two  3,000- 
gallon  .fuel  oil  underground  storage  tanks  (USTs)  were  installed  on  the  northern  portion  of  the 
subject  property  (1760  North  Elston  Avenue}  in  1959  under  the  name  of  the  Chicago  Milwaukee 
Railroad.  The  CDOE  records  did  not  have  record  of  the  removal  of  these  two  USTs, 

*  Two  USTs  (one  gasoline  and  oil  fuel  oil)  are  abandon ed-in -place  under  the  main  plant  building  on 
the  subject  property.  The  2,000-gallon  gasoline  UST  was  sand-filled  under  the  southern  portion 
of  the  main  plant  in  the  early  1980s.  The  fuel  oil  UST  was  abandoned-in-place  under  the 
northern  portion  of  the  main  plant  building  during  the  1 970s. 

Additional  Environmental  Issues 

*  Two  10,000-gallon  fuel  oil  USTs  and  one  2,000-gallon  gasoline  USTs  were  removed  from  the 
subject  property  in  1989  and  1990,  respectively.  According  to  the  government  database  report 
and  the  CDOE  records,  no  record  of  a  release  or  leak  was  reported  with  respect  to  these  three 
USTs.  Therefore,  it  is  STS's  opinion  that  these  three  former  USTs  may  not  currently  pose  an 
REC  to  the  subject  property.  However,  STS  has  submitted  a  FOIA  request  to  the  OSFM  to  obtain 
the  UST  removal  documentation. 
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j^to  sr^  UNITED  STATES 

$    iSHSfc    %  ENVIRONMENTAL  PROTECTION  AGENCY 

\  ^wl^^*  *  230  SQUTH  D£ARaoRN  ST 


'       .^f  CHICAGO.  ILLINOIS  60604 

5HT-16 


-»i  prC^*0  REPLY  TO  ATTENTION  OF: 


1  g  MAT  B84 

J  Mr.  Dennis  R.  Arakelian,  Vice  President 

Si  pi  Metals  Corporation 
|  (  7720  Elston  Avenue 

1  1  Chicago,  Illinois  60622 

;  Re:    PCB  Compliance  Inspection  - 

Dear  Mr.  Arakelian: 

f  On  February  1,  1984,  representatives  from  the  United  States  Environmental 

1  Protection  Agency  (U.S.  EPA)  conducted  a  PCB  compliance  inspection  of- the 

S1 pi  Metals  Corporation,  1720  Elston  Avenue,  Chicago,  Illinois.    Based  ■ 
I  upon  the  data  collected  during  the  inspection,  the  U.S.  EPA  has  deter- 

[  mined  that  no  violations  of  the  Federal  PCB  regulations,  40  CFR  Part  761 

et  seq. ,  were  evident  at  the  time  of  .inspection. 

A  copy  of  the  inspection  report  is  enclosed  for  your  i nf o rrnat i on .    If  you 
have  any  questions,  please  do  not  hesitate  to  contact  Sheldon  Simon, 
Regional  PCB  Coordinator,  at  (312)  353-2291. 

,  '  & 

Sincerely, 


Mitchell  J.  Wrich,  Chief 
V  Toxic  Materials  Branch 

Enclosure 
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REPORT  ON  INSPECTION  10  DETERMINE 
COMPLIANCE  WITH  THE  PCB  DISPOSAL 
AND  MARKING  PECULATIONS 


SIPI  METALS  CORPORATION 

1720  N.  ELSTON 
CHICAGO,  ILLINOIS  60622 


FEBRUARY  1,  1984 


Performed  by: 

U.S.  ENVIRONMENTAL  PROTECTION  AGENCY 

TOXIC  MATERIALS  BRANCH  ■  I 

230  SOUTH  DEARBORN  STREET  '  m  1 

CHICAGO/  ILLINOIS  6O604 
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PCS  COMPLIANCE  INSPECTION  REPORT 


I-    COMPANY  IDENTIFICATION 

Sipi  Metals  Corporation  . 
1720  Elston  Avenue 
Chicago,  Illinois  60622 
{312}  276-0070 

RESPONSIBLE  OFFICIAL 

Mr.  Dennis  R.  Arakelian,  Vice-President,  Engineering 
II,     EftlE  OF  INSPECTION 
February  1,  1984 
III.  PARTICIPANTS 
Company 

Mr.  Dennis  Arafcelian,  Vice-Presidentr  Engineering 
Mr.  George  Phillips,  Environmental/Safety  Manager 

'  U.S.  EPA,  Region  V 

Mr.  William  Adams,  Environmental  Scientist  (Author)/  5HT-16 
Ma.  Patricia  Polston,  Environmental  Scientist,  5ffT-16 

Michiqan_Department  of  Natural  Resources 

Ms.  Bonnie  White,  Water  Resources  Specialist 
Mr.  Ben  Hall,  Water  Resources  Specialist 

IV.  OBJECTIVES 

The  inspection  was  conducted  to  document  the  company's  handling,  storage, 
and  disposal  practices  and  to  determine  its  compliance  with  the  PCB 
Disposal  and  Marking  Regulations,  40  CFR  Part  761 >  as  published  in  the 
.Federal  Register  of  May  31,  1979',  and  as  amended  by  the  Federal  Begister 
of  August  25,  1982.  '    "  ' 

This  facility  was  selected  for  a  PCB  inspection  based  upon  a  neutral 
inspection  scheme. 
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COMPANY  BACKGROUND 

Sipi  Metal  corporation  {SIC  3331)  is  a  reclaimer  of  non-ferrous  and 
precious  metals.    This  facility  receives  scrap  metal  from  other 
industries  and  reclaims  brass,  bronze,  and  low-grade  precious  metals 
which  are  cast  into  ingots.    The  reclaimed  metals  ace  sold  to  die 
casters  or  returned  to  industry  for  use  in  plumbing  parts  and  fixtures, 
Sipi  metals  employs  approximately  100  people  and  is  currently  a  24- 
hour  operation. 

VtT.     INSPECTION  SUMMARY 

A.    Opening  Conference 

The  inspectors  presented  their  credentials ,  as  well  as  the  Notice 
of  Inspection  and  the  Confidentiality  Notice  to  Mr.  Arakelian  and 
Mr,  Phillips.    The  scope  and  objectives  of  the  inspection  were 
explained.    The  areas  covered  included  recordkeeping,  electrical 
equipment,  hydraulic  systems,  and  ccoling-vater  systems. 


B.    Electrical  Equipment 

The  facility  has  no  transformers  or  capacitors, 
equipment  are  supplied  by  Catmonwealth  Edison. 


Electricity  and 


C«  Hydraulics 

Sipi  Metals  Corporation  has  three  rotary  furnaces  for  melting  metal. 
The  furnace  doors  are  controlled  by  two  hydraulic  lift  systems,  each 
with  a  fluid  capacity  of  35  gallons.    In  addition,  two  furnaces  have 
ladle  actuating  mechanisms,  which  are  controlled  by  one  hydraulic 
system  with  a  5-^gallon  fluid  capacity. 

Additional  hydraulic  systems  include  the  following!    (1)  a  brigueting 
press,  with  an  800-gallon  fluid  capacity;  (2)  two  mold  conveyer  rings, 
each  with  separate  hydraulic  systems  with  fluid  capacities  of  25 
gallons;  and  (3)  a  hydraulic  hammer  for  loading  slag,  with  a  30-gallon 
capacity. 

D.    Heat  Transfer  Systsns 

There  are  no  oil  heat  exchangers  or  transfer  systems  at  the  facility. 

i 


J 
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E.  Oils  ■ 

This  facility  uses  High  Temperature  Quaker  Quintalubrick  for  the  rotary 
furnace  door  lift  systems  and  the  ladle'  actuating  mechanism.  All  other 
hydraulic  fluids  are  Standard  Union  76  oil. 

There  have  been  no  known  purchases  of  PCB  fluid  by  this  faciity. 

All  hydraulic  reservoir  fluids  are  purchased  new,  and  any  waste  oils 
are  disposed  of  on-site  in  one  of  the  rotary  furnaces. 

F.  Drain  and  Waste  Systems 

The  facility  has  a  recycled-^water  cooling  system  for  ingots.    Steam  is 
vented  outside  the  building  and  remaining  water  is  recycled  via  a  sump. 
There  is  no  discharge  to  city  sewers. 

G.  Recordkeeping 

This  section  is  not  applicable  to  this  facility. 

H.  Storage 

No  PCBs  or  PCB  items  are  in  storage  for  use  or  for  disposal. 

I.  Closing  Conference 

Tne  inspectors  presented  the  Receipt  for  Sanples  to  facility  representatives, 
VII.  SAMPLES 

One  oil  sample  was  collected  from  the  800-gallon  briqueting  press.  One 
oil  sample  was  collected  from,  the  rotary  furnace  door  dual  hydraulic 
system.  _  One  sample  was  collected  form  the  pouring  ring  moid  conveyer 
hydraulic  system.    And  finally,  one  sanple  was  collected  frcm  the  single 
rotary  furnace  door  hydraulic  system. 

The  sunmary  of  the  analytical  data  is  given  in  Appendix  A. 
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YTTT  Appendices. 


■:  L  A   Sample  Analyses 

:i  B    TSCA,  PCB  Inspection  Documents 

Notice  of  Inspection 
M  TSCA  Confidentiality  Notice 

ii  TSCA  Receipt  -for-  Samples 
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UNITED  STATES  ENVIRONMENTAL  PROTECTION  AGENCY 

REGION  V 


DATE 


flJECT:  Review  of  Region  V  Contractor  Data 

Received  for  Review  on     V/V/g/  ^  iW$J 

FROM:  Curtis  Ross,  Director  $J&a.£^ j -U^J  ^TSfi^jLLj 
Central  Regional  Laboratory  J  Q  7p[-Y 

TO:  Data  User:  TQSB   


We  have  reviewed  the  data  for  the  following  case(s). 

Site  Name  _^4f^   Case  No.   

EPA  Data  Set  No.     TO  SB  ZCJj  Decision  Unit  L3G£ 

CRL  No. '3      BHTSU  SOl  thru       g  V  TS  /CR'OS  

Farameter(s)         ?C8's   Activity  No.   C  30  SO  O 

Contractor  Lab  ( />&.JTfc~  Hrs.  required  for  review 

Following  are  our  findings. 


Qf)  Data  ts  acceptable  for  use,  with  any  exceptions  noted  above. 
*  J  Data  is  unacceptable  for  use. 

}  Data  was  not  reviewed.    ICRL  policy  ts  10%  review  at  each  level.) 

]  Reviewed/C  )  Unreviewed; Team  Leader:       '_  _"*  

)  Reviewed/(  )  Unreviewed;  Section  Chief:  ; 


$  Reviewed/!  )  Unreviewed;  QC  Coordinator:  CM  jK a. 

Contract  Coord'    *  "     *  *  ' 


E*A  K3RM  132M  lftESC3.m 
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us  Environmental  photcCTidn  agency 

WASHINGTON,  OC 
TOXIC  SUBSTANCES  CONTROL.  ACT 

NOTICE  OF  INSPECTION 


Farm  Approved 
OMB  Wo.  2Q70-QQQ1 
Appro  uaJ  asp  ire  i  j-JJ  ,g$ 


1.  INVESTIGATION  IDENTIFICATION 


ATE  {     I  „  / 


1 

! 


INSPECTOR  MO. 


daily  sea  no. 


2. TIME 


3.  FIRM  NAME 


INSPECTOR  ADDRESS 

■Qth  cm,  a  LU 


S,  FIRM  ADDRESS 

}  -7  >-o  n 





u 


.4 


REASON  FOR  INSPECT!  o/lK1       pO@      ■}  ^tPC^Ho  /  J 


X 


Under  the  authority  of  Section  11  of  the  Toxic  Substances  Control  Act : 

For  the  purpose  of  inspecting  {inducing  taking  samples,  photographs,  statements,  and  other  inspection  activities)  art  establish- 
ment, facility,  or  other  premise*  in  which  chemical  substances  or  mixtures  or  articles  containing  same  are  manufactured,  proc- 
essed or  stored,  or  held  before  or  after  their  distribution  in  commerce  (including  records,  files,  papers,  processes,  controls,  and 
facilities]  and  any  conveyance  being  used  to  transport  chemical  substances,  mixtures,  or  articles  containing  same  in  connection 
with  their  distribution  in  commerce  (including  records,  files,  papers,  processes,  controls,  and  facilities)  bearing  on  whether  the 
requirements  of  the  Act  applicable  to  the  chemical  substances,  mixtures,  or  articles  within  or  associated  with  such  premises  or 
conveyance  have  been  complied  with. 


ition,  this  inspection  extends  to  (Check,  appropriate  blocjt 


D  0 .  Personnel  data 
□  E.  Research  data 


and  extent  of  inspection  of  such  data  specified  in  A  through  E  aboi/e  is  as  fallows; 


1 


INSPECTOiyStGNATUFie 


IBs 

Jill,/ 1 


RBCIPJSNTSlGNATURg 
f 


NAME 


3 


IM 


TlTi.6  :         1         |  PATS  SIQn£6 


□  ATE  SIGNED  ~ 


FACILITY 
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EPA 


US  £NVifiONM£NTAl.  PROTECTION  AGENCY 
WASHINGTON,  DC  5(WB0 

TOXIC  SUBSTANCES  CONTROL  ACT 

TSCA  INSPECTION  CONFIDENTIALITY  NOTICE 


1       /     1, INVESTIGATION  IDENTIFICATION 

2.  FIRM  NAME 

<"                f\                      i   A   A 

S  (  P  '       M  t  i  A  1  

fcATE-/      /'   ,/      INSPECTOR  NO,  '         DAI1.V  SEO,  NO. 

I    P/f  (d  i 

fl.  INSPECTOR  NAME 

4.  FIRM  ADDRESS 

1.5,  INSPECTOR  - 

i  TM 

I  ^' 

!  ^ 

ADDRESS 

]  r*  ;--ru  r.      /  <  .    ■         t?0  b  o  /  „ 

5,  CHIEF  EXECUTIVE  DFF1CEH  (lAME 

7.  TITLE 

OiWB  No,.2070-000T 
Ajiproiioi  expire!  a-Hj-Si 


■n 

1 


TO  ASSERT  A  CONFIDENTIAL  B 

(1  it  oossibll  thai  EPA  wilt  roceivg  public  request*  foe  release  of  the 
Information  i  obtained  during  impaction  of  tha  facility  above.  Such 
requests  will  bo  handled  by  EPA  in  accordance  with  provisions  of  the 
Freedom  of  Information  Act  (FOlA),  5  USC  552;  EPA  regulations 
lirued  thereunder.  40  CFR  Part  2;  and  tha  Toxie  Substance*  Control 
Act  (TSCAly  Section  14.  EPA  it  inquired  ta  make  impaction  data 
available  In  response  to  P01A  requests  unless  the  Administrator  of  the 
Astncy  determine!  that  tha  daw  contain  information  entitled  to  wnfi- 
dentlaJ  treatment  or  may  be  withheld  from  release  under  other  excep- 
tion! of  FOIA* 

Any  or  ell  tha  Information  collected  by  EPA  during  the  inspection  may  _ 
be  claimed  confidential  if  tt  nlatei  to  trade  teem*  or  commsrciil  or 
financial  matter*  that  you  consider  to  be  confidential  bull  nets  Infor- 
mation. It  you  ***ert  a,  CBI  claim,  EPA  wilt  dhciota  the  information 
only  to  the  extant,  and  by  means  of  tha  procedure*  ort  forth  in  the 
regulations  leited  above!  oovarning  EPA's  treetmont  of  ccnfidentiol 
busirtest  information,  Among  other  things.  the  reguiationi  require  that 
EPA  notify  you  in  advenes  of  publicly  disclosing  any  Information 
you  have  claimed  at  confidential  business.  Information. 

A  oonfideniiaj  busines*  information  (CSI)  claim  may  be  assarted  st  any 
tlma.  You  may  assert  a  C3I  claim  prior  to,  during,  or  after. the  Infer-  . 
■nation  U  collected.  Tht  declaration  form  was  developed  by  tha  Agency 
to  aultt  you  in  assarting  a  C81  dalm.  If  it  i»  more  convenient  for  you  to 
ajaart  a  C31  d  aim  on  your  own  itatlanery  or  by  marking  tha  individual 
documents  or  aemplej  "TSCA  confidential  bu*lne*s  Information,"  it  -It 
not  nocooary  [for  you  to  use  thi*  form,  Tha  Inspector  will  ba  aied  to 
earner  any  qu***'0"*  you  may  hove  regarding  the  Agency's  C81 
procedure*,  i 

While  you  may  claim  any  oollectad  information  or  temple  ai  confiden- 
tial huaineu  Information,  jtroh  rtajrcw  are  uniikelv  to  be  upheld  if  they 
are  challenged  unlMa  the  Information  meeti  trie  following  criteria; 


Your  company  ha*  fflken  measures  to  protect  the  confi- 
dentiality of  the  information,  and  It  intend*  to  continue 
to  take  ludi  measures. 


INFORMATION  CLAIM 

The  information  is  not,  and  her  not  been,  reasonably  obtainable 
without  your  company's  content  by  other  parson*  (other  than 
governmental  bodies}  by  use  of  legitimate  meant  (other  than 
discovery  based  on  showing  of  special  Aeed  in  a  judicial  or 
CuexHud'ciai  proceeding}. 

Tha  information  is  riot  publicly  available  elsewhere. 

Disclosure  of  tha  information  would  cause  substantiel 
harm  to  your  company's  competitive  porition. 


At  the  completion  of  the  Inspection,  you  will  ba  given  a  receipt  for  all 
documents,  samples,  and  Other  materials  collected.  At  that  time,  you 
may  make  claims  that  soma  or  all  of  the  information  it  confidential 
business  information, 

tf  you  ere  not  authorized  by  your  company  to  estan  a  CBI  claim,  this 
notica  will  be  sent  by  certified  mail.,  along  with  the  receipt  for  docu- 
ments, sample],  and  other  materiel*  to  the  Chief  Executive  Officer  of 
your  firm  within  2  days  of  this  daw.  Tha  Chief  Executive  Off  ioar  must 
return  i  statement  specifying  any  i  nl  or  mafic  n  which  should  receive 
confidantiel  treatment. 

The  statement  from  the  Chief  executive  Officer  thould  be  addressed 

TUB  s*t~m  '  .  .'  . 

and  mailed  by  regit  tared,  murrxacalpt  requattad  maif  within  7  calen- 
dar day*  of  -receipt  of  this  Notice.  Cialmt  may  be  made  any  time 
after  the  Inspection,  but  Inspection  data  wilt  not  be  entered  Into  die 
special  fBcurity  tyitem  for  TSCA  confidential  business  information 
until  an  official  confidentiality  claim  it  made.  The  data  will  be  handled 
under  the  agency's  routine  escurity  syatam  unlets  and  until  a  claim  is 
made. ;  ... 


f 


TO  BE  COMPLETED  BY  FACILITY  OFFICIAL  RECEIVING  THIS  NOTICE; 


I  have  received  and  reed  tha  notice 


'  a5  siONATune 


II  there  ii  no  one  on  die  premiiei  Of  the  facility. v»riO  it  authorized  to  make 
buiinaa  confidentiality  claims  for  the  firm,  a  copy  of  this  Notice  and  other 
inspection  material!  vwill  be  i»nt  to  the  co-.-Diny'i  chfaf  «xtcutiv*  officer.  If 
there  It  another  company  official  who  should  alio  receive  this  InfamTatkm,  ■ 
please  daslgneta  below.  •  ■'■<i  r~  '-  ■ 


NAME 


[NAME 


I,  D, 


TITI.E 


t,c;Li  a  i-vj 

DATS  SIGNED 


,'TlTLS 


ADDRESS 


'■  S.PA  Form  7740-4  112-32) 
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US  ENVIRONMENTAL  PROTECTION  AGENCY 
WASHINGTON,  DC  2CW80 

TOXIC  SUBSTANCES  CONTROL  ACT 

RECEIPT  FOR  SAMPLES  AND  DOCUMENTS 


i.iNU*fciiiuh  adored 


I.  INVESTIGATION  IDENTIFICATION 
NSPECTQft  NO. 


DAILY  SEQ.  NO. 


Tug  ^ur~u 


Form  Approvti 
OMB  Na.  301O-0QQ7 
Ajipravat  t spirit  3-31 -86 


2.  FIHM  NAME 


OH  P 


4.FinMAU0nESS 


:|      Tho  documents  and  samples  of  chemical  substances  and/or  mixtures  described  below  were  collected  In  connection  with  the 
administration  and  enforcement  of  the  Toxic  Substances  Control  Act. 


NO. 


■! 
i 

F 


RECEIPT  OF  THc  DOCUMENT [S)  AMD/OH  SAMPLEISl  DESCRIBED  IS  HEREBY  ACKNOWLEDGED: 


DESCRIPTION 


O 

i 


G  I 


U^a-jL^l  


U    ft.-      •  ■*  i 


p»PTfONALT 


□UPC|CAT2  OR  SPLIT SAMPLES^_R equesteo  ano 


PHOV^Eofl  N 


OTJL6QUESTBD 


Am  6 


TTCE 


SATE  SIQMEQ 


Fofm  774J3-1  lt2-aZ) 


□ 


BEC1P1ENT  3IONATUP.S 


NAME 


tii Lb     -  ■  rrT^*"  tttt  •■-  .1'  . 
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The  EDR-City  Directory 
Abstract 


SiPi  Metals  Corporation 
172*  N.  ElstonAve. 
Chicago,  IL  60622 


June  04, 2004 
Inquiry  Number:  1205194-7 


EDR 


Environmental 
Data  Resources  Irvc 


The  Standard 
In  Environmental 
Risk  Management 
Information 


440  Wheelers  Farms  Road 
Milford,  Connecticut  06460 

Nationwide  Customer  Service 


Telephone:  1-800-352-0050 
Fax-,  1-800-231  -6802 
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Environmental  Data  Resources,  Inc. 
City  Directory  Abstract 


Environmental  Data  Resources,  Inc. '  S  (EDR.)  City  Directory  Abstract  is  1  screening  too!  designed  tc 
assist  professionals  in  evriuating  potential  liability  on  a  target  property  resulting  from  past  activities.  ASTM  E  I 
3alJcn73cTiHfitcrkTiiL^e4ifi^i!  Biia^idertttiist^k^eRuimiTU^  tcraBiEcienvici  inaialsileusesmj  tT  .heASTM 
Standard  requires  a  twiw  o'^ont&tyascertairuibieija/tdard  historical  source, 

that  is  publicly  available,  obtainable  from  a  source  with  reasonable  lime  and  cost  constraints,  and 
pra  dically  reviewable. 

TotneeUheprioruserequiremoitsofASTM.E  1527-00,  SectiD073.*,thefollDiving       standard  historical  sources 
may  be  used;  aerial  photographs,  fire  insurance  maps,  property  tax  files,  land  title  records  (although theseamnol  be  thesote 
historical  source  consulted^  topographic  maps,  city  directories,  building  dep^menttecotds,  or  fflning^landiise  records. 
ASTM  E  1527-00  requires  ^A(!  ob^ous  usa  of theproperty  shall  be  ia^tifleii/rom  the  present,  back  to  the  property 's 
obda  sfirstdedcpdu^a-talao  I940yMdte>B-herttia:  Thitatk^^r&iaviftgctytfmtycft^ctxkrzi  texriai 
sart&aSarsnOBSiryi  (rtt}&^)msaMtt?iBottiiriiemilMy!ohaG^''  (ASIME1527£GiSBaim732pijEl2} 

EDR' s  City  Directory  Abstract  includes  a  search  and  abstract  ofavailable  city  directory  data. 

City  Directories 

City  directories  have  been  published  for  cities  and  towns  across  the  US  since  the  1700s.  Originally  a  list  oFresidents,  the 
city  directory  developed  into  a  sophisticated  tool  for  locating  individuals  and  businesses  in  a  particular  tufoan  or  suburban 
area.  Twentieth  century  directories  ore  generally  divided  into  three  sections;  a  business  index,  a  list  uf  resident  names  and 
addresses,  and  a  street  index,  With  each  address,  the  dirertn  ry  lists  the  name  of  the  resident  or,  if  a  business  is  operated 
from  this  address,  thename  and  type  of  business  (if  unclear  Sum  the  name).  While  city  directory  coverage  is 
comprehensive  for  major  cities,  it  may  be  spotty  forrural  justs  and  small  towns  ASTM  E  1527-00  specifies  that  a 
"renew  of  city  directories  (standardhistartati sources)  at  less  lhart  approximately  Jive  year  intervals  is  not  required  by 
this  practice. " (A STM  £1527-00.  Section  7.3.2.1.  page  12.) 

NAICS  (North  American  Industry  Classification  System)  Codes 

NAICS  is  a  unique,  all^iew  system  for  classifying  business  establishments.  Adopted  in  1 997  to  replace  the 

prior  Standard  Industry  Classification  (SIC)  system,  it  is  the  system  used  by  the  statistical 

agencies  of  the  United  Stales.  It  is  the  tint  economic  classification  system  to  be-constructed  based  on  a 

single  economic  concept.  To  learn  more  about  the  background,  the  development  and  difference  between 

NAICS  and  SIC,  visit  the  following  Census  website:  http://www.cenSus.gov/epcd/wwWnaicsdev.htm. 

Please  call  EDR  Nationwide  Customer  Service  at 
1-S0O-3S2-O050  (Barn-8pm  EST) 
with  oueslionsorcomrnentsabcut  your  report. 
Thankyoit  for  your  business! 


Disclaimer  -  Copyright  ami  Trademark  Notice 

Thkr^rtwntaiBinfoniiakinobtmrffrairBvak^nFpuHK^otticrsiHirco.     [HO  WARRANTY  EXPRESSED  OR 
IMPLIED,  IS  MADE  WHATSOEVER  tH  CONNECTION  WITH  THIS  REPORT.  ENVIRONMENTAL  DATA 
RESOURCES,  INC.  SPECIFICALLY  DISCLAIMS  THE  MAKING  OF  ANY  SUCH  WARRANTIES,  INCLUDING 
WITHOUT  LIMITATION,  MERC  HANTABILTTY  OR  FITNESS  FOR  A  PARTICULAR  USE  OR  PURPOSE.  AU.  RISK 
IS  ASSUMED  BY  THE  USER.  ON  NO  EVENT  SMALL  EDR  BE  LIABLE  TO  ANYONE,  WHETHER  A  RISING  OUT  OI 
ERRORS  OR  OMISSIONS,  NEGLIGENCE,  ACCIDENT  OR  ANY  OTHER  CAUSE,  FOR  ANY  LOSS  OR  DAMAGE, 
INCLUDING,  WITHOUT  LIMITATION,  SPECIAL,  INCIDENTAL,  CONSEQUENTIAL,  OR  EXEMPLARY  DAMAGES. 
It  at  not  be  tonduded  tram  ihia  rcpofT  thntcova^biForniDtiaa.  tor  the  target  tiid  grounding  propartia  doa  [HAcristtro  media 
sources.  Any  rnalysei.  est  man.  ratings  or  risk  cadet  provided  in  this  report  are  provided  for  itliuraiva  purposes  only,  n  darcner 
inrmdoj  b  provide,  nor  should  they  beinuxprEtedai  providwp;  Jny  tacts  rcgjdbia.  or  prcdkawii  or  far  rest  of.  any  environ  mctiEi' 
tat  for  any  property-    Any  liability  on  theportof  EE>R  j  iotks>  linulcd  to  a  refund  of  theefnoont  paid  For  this  report 

Copyrishr  2004  try  Environment!!  DauiReiourcci,  tnt  All  rtgrnj  reserved.  Reproduction  at  any  mediae*  format.  En  whoieof  tn  port, 
of  any  Tcpori  or  mop  of  Environmental  Data  Raovros,  Inc.  or  its:  nfniines.  is  prohibited  without  prior  urriruai  penruaiian. 

EDR  atHf  itl  toftw  (imntding  Sanborn  and  Sanborn  Mao)  ore  trademarks  of  Environmental  Dot*  Resource?,  Inc.  or  in  affiliates 
Alloihty  trademarks  uscel  herein  are  iha  property  of  their  Tcapeetiva  owner}. 
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4.  SUMMARY 


•         City  Directories? 

Business  directories  including  city,  crass  reference  and  telephone  directories  were  reviewed,  if  available,  at 
approximately  five  year  intervals  Sot  the  years  spanning  1923  through  1999.  (These  yeare  are 
not  necessarily  inclusive,)  A  summary  of  the  information  obtained  is  provided  in  The  text 
of  this  report. 


This  report  compiles  information  by  geocoding  the  subject  properties  (that  is, 

plotting  th«  Latitude  and  ton.git.uds  for  such  subject  properties  and  obtaining  data 

concerning  properties  within  100  Feet  of  the  subject  properties).  There  is  no 

warranty  or  guarantee  that  geocoding  will  report  or  list  all  properties  within  the  specified 

jadius  of  the  subject  properties  and  any  such  warranty  or  guarantee  is  expressly  disclaimed. 

Accwlingly,  some  properties  within  the  aforementioned  radius  and  the  information  concerning 

those  properties  may  not  be  referenced  in  this  report. 


1ZK1H-7 
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Dale  EDR  Searched  lEstorical  Sources: 

Target  Property: 

mON.ElstOTiAw:. 
Chicago,  IL  60622 


PUR  ID 
Year  Uses 


ISffl  AiVtei  at  Lilted  In  ttcj cartti  &wcc 

1931  Aittni  ULuLU in Ah earth Souce 

7»tl  31LVER5TON  St  PIN50T  MC  METWllTO* 

[*T  ilLVERSTHN  &  FWSOF  INC  METIS 

STRAUSE  LLOYD  K  OFC 


N/tSCS 

Ht*, 


Source 

Ft.  L  FoifcSOj 

I.LM1  Co 

illin  B<ir  riiqrt™ 

luinu  &cl<  TelijUW 

Tit  RflHi  H.  DoreiL^Ctiinwnni 

IDiiriiBeUTdtptm 


LM9  Addktst  u  LsmI  in  tuanich  Sorce 

™  Srt^BlSTEW  i7fNSOF  INC  MBILi  (1710) 

LUJVO  H  OFC  JUS} 

pinsof  bdw  m  ofc  (mm 

P1NSOF  OSCAR  M  OFC  (1T2» 
FIH30F  FKIUr  OK 

SLFl  MSTALS  CORP  (JTH) 


P Spoil  Belli 


Wtl 


Adtau  in  Lb«d  in  Rboicb  Sane 
Acttnum  LHtcdiDRsajcbSanr 
Jldbeu  id  LfstdJiaRflHicbSoM 
SIM  M8TAL5  CORP  (]T30| 


N/A 
WA 
WA 


Mlimh  Bell  Td 
Tin  AnbnHr  DarcttBy  TeiBphana  0>xtAury  — jim 
nvAnknli  DvuflQ'  Carpaarni  Tdiptnw 

Hates  H.  D«nllayTeLQIx« 


Sif  1  METAL!  COKF  (IIM) 


su-iaibialsCormitm 


IILirut  bell 
Kin  ACuhih^i 
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Hage5J 


Adjoining  Properties 

SURROUNDING 
Multiple  A<idiess« 
Chicago,  IL  60622 

Ft/RID 

Year       tg&  NA1CS  Source 

ISU  "  BL3TOH  AVE  AlKrHJB  " 

FOLEY  WOO.  LAB  H  trail  * 
MONDRAU.  MARTIN  SOFT  DRWKS  (ITMi 
DOFfSLTiSISMBfeM  JNUt(lTll) 
MEFADUEN  &ARTIEY  H  (173  U 
PyETBU.THC.1  LAfl  H(I7)I) 

CONSUMERS  COMPAJTV  FRED  W  1/PKAM  F  (lag 


MLSY  MiCHL  H  H  <IKI> 
Aa&flce  (17213 


Ft  LM1C1 


Ad*eu  not  WHBl  in  ftflwnsoiu 
AdOcai     Listed  in RaracbScurcr  . 

**N  ILaTOH  AVI  AJJrgig" 

WHITWO  CEO  COMCHV  (I?IJ( 
vocafTCARtBEAUTVMJlPt)tK(l-fll) 
AETNA  PLYWOOD  A  VSHCEft  (]Ul> 
JEFFERSON  PK  WAREH5E  TH£  [1TJI1 
SCHWANKfi  ARTHUR  PLYWOOD  (1131) 


lUims  BollTdcph™ 


-K  IL3TQK  A4Jrnm  " 

P  A  l*ACH  SHOT  [17111 

KILCO  MPG  CO  AMCHSTS  (ratj 

PLASTICS  TUMBUrftj  Co  (mo 

AETNA  PI V WOOD  JL  VEHlfflt  CO  (1191) 

GEOfcQS  LOWN  VEMfiER  CO  (1TJI} 

SCHMf  AJJtt  ARTOUa  PLf-WCCKD  117JI) 

univ^rsai,  a  has  cement  co  citwi 

Aftfctrai  HHlJfiLHiilRatilGhjouCft  WA  UEmk»«  fiefl  T«fc£torv 

"  ff  gLSTpNAJgrtfprt  " 
FAMACHSHOP  (I  III) 
HILCOMKlCOUACHSTOtHIl) 
MASTHtlCO SALES  CO  (I™ J 
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PUR  ID 
Year  lira 


Source 


tu&ik;  tumbling  co(i-ai) 

SCHWAWUE  ARTHUR.  PLYWOOD  (mi) 
UWVBKSAL  ATLAS  CEMENT  CO  (I 


-H  EL3TQW  AdJrBMi " 

KILCO  MFCCU([T71) 

AKNA  PLYWOOD  fc  VENEEH  CO  (!*!!> 

SCHW  ANKI ARTHU 1  PLYWOOD  (LJjlf 
UWtVB!lSAL*TLA5  CEMENT  CQOTMl 


ISM 


A<fcfrntj  not  La«4  '3  Residi  Sane 

—  H  lUTW  AVE  AMrata- 

Utt  r.n  MPGCOUW] 
SPEEDQ  SORT  CO  (1711) 

ast^a  plywood  mc  fitu) 

tAVBMNLOft(roi) 
SqHWAWKE  ARTHUR  PLYWD  (ITSL) 


NfA 


llliiflt  BeLlTeMptattc 
Tt.  KsJsm  H.  QoroUcy 
Tie  *Ls*en  H-  Datxtley 
(11™  StriTrittta™ 

Reuben  K.  ^ ,n  **tt  Td^tanB 


Tdmtm  DiKCEuy  Camptt 


"It  tLCTQW  WIAMmm" 
AH1LCO  HfGfltjl* 
BOYCE  CHRISTOPHER,  (1TU> 
MtLCO  MFC  CO  (Itti) 
iCEEDO  SORT  CO  ( rai) 
AETNA  PlYWOOO  INC  (IBtt 
DAVIS  DON  LDK:  (IIS I) 
1CHWANKS  AMHim  PLVVD  !ITJ^ 


lUimBdlTOtii™ 


1B1  rw  Lbltd  In  HaoRIi  Samt  NIA  llliiw  Sell 

iw         **  N  e  1ST  Off  ave  mam  - 

AETOA  7LYUIDO0  IHC  1 17*1) 
AETNA  PLYWOOD  INC  ((Ml) 
DAVIS  DONL  (mi) 
fcC  H*  ANXE  AfcTHUH  (1 731) 
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The  EDR  Aerial  Photo 
Decade  Package 


SiPi  Metals  Corporation 
1720  N.  Elstpn  Ave. 
Chicago,  IL  60622 


June  3,  2004 


Inquiry  Number:  1205194.5 


EDR 


'Environmental 
Data  Resources  !nc 


The  Source 
For  Environmental 
Risk  Management 
Data 


440  Wheelers  Farms  Rd 
Milford,  Connecticut  06460 


Nationwide  Customer  Service 

Telephone:  1-800-352-0050 
Fax:  1-800-231-6802 
Internet:  www.edmet.com 
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THE  EDR  AERIAL  PHOTO  DECADE  PACKAGE 


Environmental  Data  Resources,  Inc.'s  (EDR)  Aerial  Photo  Decade  Package  is  a  screening  tool  designed 
to  assist  professionals  in  evaluating  potential  liability  on  a  target  property  resulting  from  past  activities. 

ASTM  E  1 527-00,  Section  7.3  on  Historical  Use  Information,  identifies  the  prior  use  requirements  for  a 
Phase  I  environmental  site  assessment.  The  ASTM  Standard  requires  a  review  of  reasonably 
ascertainable  standard  historical  sources.  Reasonably  ascertainable  means  information  that  is  publicly 
available,  obtainable  from  a  source  within  reasonable  time  and  cost  constraints,  and  practically 
reviewable.   To  meet  the  prior  use  requirements  of  ASTM  E  1 527-00,  Section  7.3.4,  the  following 
standard  historical  sources  may  be  used:  aerial  photographs,  fire  insurance  maps,  property  tax  files,  land 
title  records  (although  these  cannot  be  the  sole  historical  source  consulted),  topographic  maps,  city 
directories,  building  department  records,  or  zoning/land  use  records.  ASTM  E  1527-00  requires  "Alt 
obvious  uses  of  the  property  shall  be  identified  from  the  present,  back  to  the  property's  obvious  first 
developed  use,  or  back  to  1940,  whichever  is  earlier.  This  task  requires  reviewing  only  as  many  of  the 
standard  historical  sources  as  are  necessary,  and  that  are  reasonably  ascertainable  and  likely  to  be 
useful."  (ASTM  E  1527-00,  Section  7.3.4,  page  12). 

EDR  has  one  of  the  nation's  largest  collections  of  historical  aerial  photography.  EDR's  Aerial  Photo 
Decade  Package  provides  digitally  reproduced  historical  aerial  photographs  and  includes  one  photo  per 
decade,  where  available. 


Please  cal!  EDR  Nationwide  Customer  Service  at 
1-800-352-0050  (8am-8pm  EST) 
with  questions  or  comments  about  this  report. 
Thank  you  for  your  business! 

Disclaimer  -  Copyright  and  Trademark  Notice 
This  report  contains  information  obtained  from  a  variety  of  public  and  other  sources.  NO  WARRANTY  EXPRESSED  OR 
IMPLIED,  IS  MADE  WHATSOEVER  IN  CONNECTION  WITH  THIS  REPORT.  ENVIRONMENTAL  DATA  RESOURCES,  INC. 
SPECIFICALLY  DISCLAIMS  THE  MAKING  OF  ANY  SUCH  WARRANTIES,  INCLUDING  WITHOUT  LIMITATION, 
MERCHANTABILITY  OR  FITNESS  FOR  A  PARTICULAR  USE  OR  PURPOSE.  ALL  RISK  IS  ASSUMED  BY  THE  USER.  IN 
NO  EVENT  SHALL  EDR  SE  LIABLE  TO  ANYONE,  WHETHER  ARISING  OUT  OF  ERRORS  OR  OMISSIONS,  NEGLIGENCE. 
ACCIDENT  OR  ANY  OTHER  CAUSE,  FOR  ANY  LOSS  OR  DAMAGE,  INCLUDING,  WITHOUT  LIMITATION,  SPECIAL, 
INCIDENTAL,  CONSEQUENTIAL,  OR  EXEMPLARY  DAMAGES.  It  can  not  be  concluded  from  this  report  that  coverage 
information  forthe  target  and  surrounding  properties  does  not  exist  from  other  sources.  Any  analyses,  estimates,  ratings  or  risk 
codes  provided  in  this  report  are  provided  for  illustrative  purposes  only,  and  era  not  Intended  to  provide,  nor  should  they  be 
interpreted  as  providing  any  facts  regarding,  or  prediction  or  forecast  of,  any  environmental  risk  for  any  property.   Any  liability 
on  the  part  of  EDR  is  strictly  limited  to  a  refund  of  the  amount  paid  for  this  report. 

Copyright  20.Q4  by  Environmental  Data  Resources,  Inc.  All  rights  reserved.  Reproduction  in  any  media  or  format,  in  whole  or 
in  part,  of  any  report  or  map  of  Environmental  Data  Resources,  Inc.  or  its  affiliates,  is  prohibited  without  prior  written 
permission.  EDR  and  its  logos  (including  Sanborn  and  Sanborn  Map)  are  trademarks  of  Environmental  Data  Resources,  inc. 
or  its  affiliates.  All  other  trademarks  used  herein  are  the  property  of  their  respective  owners. 
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Date  EDR  Searched  Histories]  Sources; 

Aerial  Photography    June  03,  2004 

Target  Property: 

1720  N.  EIstonAve. 
Chicago,  IL  60622 

PUR  ID 

Year  Uses 


,9 


52       Aerial  Photograph,  Scale  1"=750' 


1963       Acriai  Photograph.  Stale:  1"=750' 


1972       Aerial Photogaapii. SeaJe:  t"=750' 


19BB       Atria!  Photograph.  Scale:  r'=S33' 


1994       Aerial  Photograph.  Scale:  l"=833' 


Po  rtiort  'Fin  dings 
<FM Information  Only} 

Panel  H:  24410S7-H6/FlightDate:  March  29,  1952 
Panel  #;  2441087-HWlightDatc:  November  29,  1963 
Panel*:  2441087-H6/FKghtDaie:  October 26,  1972 
Pand#244I0S7-H6/nightDate:  April  12,  1988 
Panel  ft  244]DB7-H<yFlightDate:  March  25,  1994 


Source 


1205194.5 
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Image  courtesy  of  the  U.S.  Geological  Survey 
©  2004  Microsoft  Corporation.     Terms  of  Use    Privacy  Statement 
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APPENDIX  E 
EDR  HISTORICAL  TOPOGRAPHIC  MAPS  REPORT 
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The  EDR-Historical 
Topographic  Map 
Report 


SiPi  Metals  Corporation 
1720  N.  Elston  Ave. 
Chicago,  IL  60622 


June  08, 2004 


Inquiry  Number:  1205194-4 


EDR"  Environmental 

Data  Resources  Inc 


The  Standard 
In  Environmental 
Risk  Management 
Information 


440  Wheelers  Farms  Road 
Milford,  Connecticut  06460 

Nationwide  Customer  Service 

Telephone:  1-800-352-0050 
Fax:  1-800-231-6802 
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Environmental  Data  Resources,  Inc. 
Historical  Topographic  Map  Report 

Environmental  Data  Resources,  Inc.'s  (EDR)  Historical  Topographic  Map  Report  is  designed  to  assist 
professionals  in  evaluating  potential  liability  on  a  target  property,  and  its  surrounding  area,  resulting  from 
past  activities.  ASTM  E  1527-00,  Section  7.3  on  Historical  Use  Information,  identifies  the  prior  use 
requirements  for  a  Phase  I  environmental  site  assessment.  The  ASTM  standard  requires  a  review  of 
reasonably  ascertainable  standard  historical  sources.  Reasonably  ascertainable  is  defined  as 
information  that  is  publicly  available,  obtainable  from  a  source  with  reasonable  time  and  cost 
constraints,  and  practically  reviewable. 

To  meet  the  prior  use  requirements  of  ASTM  E  1527-00,  Section  7.3.4,  the  following  standard  historical 
sources  may  Be  used:  aerial  photographs,  city  directories,  fire  insurance  maps,  topographic  maps,  property 
tax  files,  lancT  title  records  (although  these  cannot  be  the  sote  historical  source  consulted),  building 
department  records,  or  zoning/and  use  records.  ASTM  E  1527-00  requires  "All  obvious  uses  of  ike 
property  shall  be  identified  from  the  present,  back  to  the  property's  obvious  first  developed  use,  or  back 
to  1940,  whichever  is  earlier.  This  task  requires  reviewing  only  as  many  of  the  standard  historical 
sources  as  are  necessary,  and  that  are  reasonably  ascertainable  and  likely  to  be  useful. "  (ASTM  E 
1527-00,  Section  7.3.2  page  12.) 

EDR's  Historical  Topographic  Map  Report  includes  a  search  of  available  public  and  private  color 
historical  topographic  map  collections. 

Topographic  Maps 

A  topographic  map  (topo)  is  a  color  coded  line-and-symbol  representation  of  natural  and  selected  artificial 
features  plotted  to  a  scale.  Topos  show  the  shape,  elevation,  and  development  of  the  terrain  in  precise 
detail  by  using  contour  lines  and  color  coded  symbols.  Many  features  are  shown  by  lines  that  may  be 
straight,  curved,  solid,  dashed,  dotted,  or  in  any  combination.  The  colors  of  the  tines  usually  indicate 
similar  classes  of  information.  For  example,  topographic  contours  (brown);  lakes,  streams,  irrigation 
ditches,  etc.  (blue);  land  grids  and  important  roads  (red);  secondary  roads  and  trails,  railroads,  boundaries, 
etc.  (black);  and  features  that  have  been  updated  using  aerial  photography,  but  not  field  verified,  such  as 
disturbed  land  areas  (e.g.,  gravel  pits)  and  newly  developed  water  bodies  (purple). 

For  more  thafra  century,  the  USGS  has  been  creating  and  revising  topographic  maps  for  the  entire  country 
at  a  variety  of  scales.  There  are  about  60,000  U.S.  Geological  Survey  (USGS)  produced  topo  maps 
covering  the  United  States.  Each  map  covers'  a  specific  quadrangle  (quad)  defined  as  a  four-sided  area 
bounded  by  latitude  and  longitude.  Historical  topographic  maps  are  a  valuable  historical  resource  for 
documenting  the  prior  use  of  a  property  and  its  surrounding  area,  and  due  to  their  frequent  availability  can 
be  particularly  helpful  when  other  standard  historical  sources  (such  as  city  directories,  fire  insurance  maps, 
or  aerial  photographs)  are  not  reasonably  ascertainable. 
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Please  call  EDR  Nationwide  Customer  Service  at 
1-800-352-0050  (8am-8pm  ET) 
with  questions  or  comments  about  your  report. 
Thank  you  for  your  business? 


Disclaimer  -  Copyright  and  Trademark  Notice 


This  report  contains  information  obtained  from  a  variety  of  public  and  other  sources.  NO  WARRANTY  EXPRESSED  OR 
IMP LIED.TE  MADE  WHATSOEVER  IN  CONNECTION  WITH  THIS  REPORT.  ENVIRONMENTAL  DATA 
RESOURCES,  INC.. SPECIFICALLY  DISCLAIMS  THE  MAKING  OF  ANY  SUCH  WARRANTIES,  INCLUDING 
WITHOUT  LIMITATION,  MERCHANTABILITY  OR  FITNESS  FOR  A  PARTICULAR  USE  OR  PURPOSE.  ALL  RISK 
IS  ASSUMED  BY  THE  USER.  IN  NO  EVENT  SHALL  EDR  BE  LIABLE  TO  ANYONE,  WHETHER  ARISING  OUT  OF 
ERRORS  OR  OMISSIONS,  NEGLIGENCE,  ACCIDENT  OR  ANY  OTHER  CAUSE,  FOR  ANY  LOSS  OR  DAMAGE,  • 
INCLUDING,  WITHOUT  LIMITATION,  SPECIAL,  INCIDENTAL,  CONSEQUENTIAL,  OR  EXEMPLARY  DAMAGES, 
It  can  not  be  concluded  from  this  report  that  coverage  information  for  the  target  and  surrounding  properties  does  not  exist  from  other 
sources.  Any  analyses,  estimates,  ratings  or  risk  codes  provided  in  this  report  are  provided  tor  illustrative  purposes  only,  and  are  not 
intended  to  provide,  nor  should  they  be  interpreted  as  providing  any  tacts  regarding,  or  prediction  or  forecast  of.  any  environmental 
risk  for  any  property.    Any  liability  on  the  part  of  EDR  is  strictly  limited  to  a  refund  of  the  amount  paid  for  this  report. 


Copyright  2004  by  Environmental  Data  Resources,  Inc.  All  rights  reserved.  Reproduction  in  any  media  or  format,  in  whole  or  in  part, 
of  any  report  or  map  of  Environmental  Data  Resources.  Inc.  or  its  affiliates,  is  prohibited  without  prior  written  permission. 


EDR  and  its  logos  (including  Sanborn  and  Sanborn  Map)  are  trademarks  of  Environmental  Data  Resources,  Inc.  or  its  affiliates. 
All  other  trademarks  used  herein  are  the  property  of  their  respective  owners. 
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APPENDIX  F 


EDR  SANBORN  FIRE  INSURANCE  MAPS  REPORT 


Phase  I ESA 

SiPi  Meaii  Corporation  /  Chicago,  Illinois 
t5-04183ra001  /  8/9/2004  /  RJC/BRS 
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raye  i 


'Unking  lectin  ology  with  Tradition" 


Sanborn®  Map  Report 


Ship  To:    AUssa  Schute 

Clayton  Group  Services 
3140  Finley  Road  , 
Downers  Grove,  H, -605 15 


Customer  Praject: 

1101393ROG 


NA 

630-795-3200 


OrderDate:  6/3/2004    Comptetlon  Date:  674/2004 
Inquiry »:  1205194.3s 
P.O.#:  NA 

Site  Name:    SiPi  MetaU  Corporation 

Address;      1720  N.  El&ton  Ave. 
CftyJStata :    Chicago,  IL 
Cross  Streets: 


Based  on  clieni-supplied  bformation,  fire  insurance  maps  for  the  following  yean  were  identified 


1914-  3  Maps 
1950 -3  Maps 
1976  -3  Maps 
1988  -3  Maps 
1990-3  Maps 
1992  -3  Maps 


Limited  Permission  to  Photocopy  Total  Maps:  18 


Ghyton  Grain  Santxi  (Ilia  dent)  ■  nnrrittlKl  Ea  mafta  up  ID  THft£E  ptoiocoptaaof  ft*  Sanborn  Mas  trmrlmni.  and  a**  rta  Huwn  mop  Kconvartyng  n*r*pQrtH][*L  braV 
tffliaauEearaiuum^toomoavuw^  ihaot  on>My»  *>EQR  Mcsuni  EmWIh*,w*  *rt  inarigetrmttMlto  rnaka  atmt 

n^Mf  of  flrlatbnil  photocopy  T>*P«™**sr>»i»iKfWn«(tupoi1  eomraKintB  Uy  to  OmL  ct  ojthmiti  and  mairagwita  w<n  EDH1  co^JiJiit  sot*  aoipyurwhldi  aawloDls  upon 

ThsitDCKtOMiU'ill  WSmiiHBritiWanwl  tmm  a  vanity  nf  ojUfc  ami  crfher  solium,  UOvdAflRAHTV  SXPSgSSSO  Cfl  tMPuSO,  ]S  MASS  ShaTsEIvIS  IN  CoRfjlcTiSK  WITH TH8 
HEPOHT.  ENVIRONMENTAL  DATA  RESOURCES.  IMC.  SPSOJF(flA(.Lr  DlSCLAIUS  THE  NAKrWGOFANV  SOCW  WARRANTIES,  INCL0D1NG  WITHOUT  LIMITATION 
MertCHANTASILITy  OftfflJMESS  FOfiAPARTICtJl>BUSe0RI»UftPOSa.  Alt  RISK  13  ASSUMED  BY  THE  USER.  (N  MO  EVENT  SHALL  EOK  BE  LIABLE  TO  ANrCNS.  WHETHER 
fcWSIKOOUTGH  OMISSIONS,  NKUG5MCE,  JkCGlKUT  OR  ANT  QTHSH  CAUSE,  FOR  AW  LOSS  OH  DAMAGE,  INCLUDING.  WITHOUT  LIMITATION,  SftCtAL 

INCIfjeNTAL,  CONSBOUENT1AL,  OR  S^EMPLANT  DAMAGES.  It  on  not  bo  awcriided'  from  thBrepan  rhacuvensa  rfonnatbii  torttie  lansl  and  Mmmdnu  ontMnfatOMiniM  cist 
rmrnctharsOureK  Any  ana^so.  KtknalBi  otnga  orrtektnrfes  fronted  in  thbrefjofl  a'*  prtfsfcSerJ  to/  lilWOwe  puiposeifMI^L  and  am  WE  mended  to  (Srtlvld*.  nor  aw**!  tt*yb« 
hiEsr»«^»v[ow^»v^^rt"^,«OT*^wfinicW(>l,  ati^iiwlnrniefltawfwa^&fBpwty.  Aivy  tabuy  on  n«f>*rtotE£>RIS5in3VMit»il1o  stWund  otlta  amnml 
pad  forthhjeport. 


CopVhjritJOO*  pyErhhjnrnenlal  Data  ftesci»cea.  Inc.  Alights  wajwd.  RapiDOutfon  m  any  medta  or  tomtPL  ri  **»la  df  h  part,  at  any  tfBOf*  V  map  of  gnvaonmaitlaj  Qala  RaaaLirtts, 
Inc.  ortefirnalBa.  bp^ific^cf  wtrtgjtoriirwitfen  Hrrnfistan.  fiDft.  and  Isbflasfki&jdlnd  Sinhwn  and  aanaom  fctapj  oti  bsdemwhtor  EnutarwneiitaiOataFtt^BurQH,  frit  or  Hi 
arfltaltA.  AKrihdr  tTBnEmwtausesi  hfirem  are  Itie  property  of  thftlr  flnpfrc&tt  owttl. 
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Electronic  Sanborn  Map  Images 
USER'S  GUIDE 


Thank  you  for  your  interest  in  electronic  Sanfccm  Map  images.  The  foUowing  are'guideaines  for  accessing  the  images  and  fee 
transferrinp  them  to  your  system.  If  you  have  any  questions  about  the  use  of  electronic  Sanborn  Map  images,  contact  ytur  EDR 
Acccunt  Executive  at  1-8W-3K-0050, 

Organization  of  Electronic  Sanborn  Image  Fila 

■  First  Page  Sanborn  Map  Report,  listing  years  of  txwerage 

*  Second  Page       Electronic  Sanborn  Map  Images  USER'S  GUIDE 
'    Third  Page  Qfdest  Sanborn  Map  Image 

*  Last  Page  Most  recent  Sanborn  Map  Image 

Navigating  the  Electronic  Sanborn  Imaga  File 

•  Open  fils  on  screen, 

•  Identify  TP  (Target  Property)  en  the  mcs!  recent  map. 

•  Find  TP  on  older  printed  images. 

*  Using  Acrobat,  zoom  to  250%  in  enter  to  view  more  cteariy. 

•  200-260%  is  the  approximate  equivalent  scale  of  hardcopy  Sanborn  Mwpa. 

■  Zooming  in  on  an  image: 

■    On  the  menu  bar.  click  W  gnd  then  zoom, 

*  Usa  the  magnifying  tool  and  drag  a  cox  around  the  TP  area 

Printing  a  Sanborn  Map  from  the  Electronic  Fib 

•  EDR  recommends  printing  all  images  at  300  dpi  [300  dpi  prints  faster  thai  600  dpi). 

*  To  print  only  tha  TP  area,  cut  and  paste  the  area  from  Adobe  AcrOoat  to  your  wwl  processes 
Acrchat  Versjpr)  4 

Go  to  die  Menu  bar 
Press  and  hold  the  T  button 
Choose  the  Graphics  Select  Tool 
Draw  a  box  around  the  area  selected 
Go  to  "MeraJ" 
HigrrUight  "Edit" 
Highllight  Xopy- 

Qo  to  a  word  processor  such  as  Microsoft  Word,  paste  and  print. 
Acrobat  VersSop  ? 


Go  to  the  Menu  bar 
CSck  Che  "Graphics  Select  TocT 
Draw  a  box  around  the  sea  selected 
Go  to  "Menu" 
Highlight  "Edit" 
Highlight  "Copy" 

Go  to  a  wcrt  processor  such  as  tuScrosoft  word,  paste  and  print. 

Important  Information  (bout  Email  Dsllvary  of  Electronic 
•    Images  are  grouped  intrg  ere  file,  up  to  2MB. 

■    In  cases  where  in  excess  of  S-7  map  years  are  available,  the  file  size  typically  exceeds  2MB  In  these  cases 
you  will  receive  multiple  files,  tebeted  as  1  of  3.  2  of  3,  ate.  including  all  BvaEaW  map  years. 

'    S^i-^^-^So??!^!*"?!0^*?"  ,SP-5-  «i2plucf«ng  AOU  may  tKcasiwaliy  delay  or  d«clii%  io  deliver  filos.  Please 
contact  your  ISP  to  identify  their  speafic  fife  size  Kmlaticre. 
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APPENDIX  G 
AGENCY  FILES 


Phase  1  ESA 

SiPi  Metala  Corporation  /  Chicago,  Illinois 
15-0*1 83raOQl 1  8/9/20OW  RJC/BRS 
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1021  North  Grand  Avenue  East,  P.O.  Box  1 9276,  Springfield,  Illinois  62794-9276,217-782-3397 
James  R.  Thompson  Center,  100  West  Randolph,  Suite  1 1  -300,  Chicago,  1L  60601,  31 2-B1 4-6026 

Rod  R.  Blacojevich,  Governor      '  Renee  Gpriano,  Director 


Illinois  Environmental  Protection  Agency 


June  8,  2004 


Phone:  217/782-9878 
Fax:  217/782-9290 


Email:  foia@epa.state.il.us 


Clayton  Group  Services 
Attn:  Alissa  Schultz 

3140FinleyRd.    '  r 
Downers  Grove,  IL  60515  - 

Re:  Freedom  of  Information  Act 
Dear  Sir/Madam:  ■ 

The  FOLA  Sector,  Bureau  of  Land,  has  processed  your  request  dated  June  3,  2004  for 
public  records  pursuant  to  the  Freedom  of  Information  Act  (FOIA)  (5  ILCS  140/1  et.  seq.). 
The  information  you  requested  from  the  below  listed  site(s)  is  enclosed. 

BOLSitslD  Site  Name  SlteAddreM  Site  City 

O31624S067     PROTOTYPE  3VCS  INC  16S0N  BESLY  CHICAGO 

03160038S?     SClMETALS  CORP  1720  N  ELSTON  AVE     ,  CHICAGO 

r 

The  total  number  of  paper  copies  enclosed  is  285. 

Please  note  additional  file  information  for  the  above  referenced  sites  is  available  on  nineteen  (19) 
microfilm  jackets  (maximum  of  60  documents  perjacket).  You  may  call  the  above  referenced 
telephone  number  to  schedule  a  review  of  the  information  at  Springfield  Headquarters  or  remit  a 
check  made  out  to  "Treasurer-State  of  Illinois"  for  59.50.  Upon  receipt  of  your  remittance,  the 
microfilm  will  be  copied  and  forwarded  to  you.  If  you  have  not  called  to  schedule  an 
appointment  or  if  we  have  not  received  your  payment  by  July  8»  2004,  your  request  will  be 
considered  complete.  - 


Jan  Ogden,  FOIA^Coordinator 


Records  Management  Unit 
Bureau  of  Land 


RoCKfOFto  -  4302  North  Mair  Street,  Rockfartj,  IL  61 1 03  -  (81  5)  987-7760    ■     O&S  PiaiNES  -  951 1  W.  Harrison  St.,  Des  Plaines,  It.  60016  -(847)  294-4000  " 
Elgin -595  South  State,  Elgin,  IL  611123-1047]  608-3131    •    Peoria- 541 S  N.  University  St.,  Peoria,  (1. 61614 -(309)  693-5463 
BugiMjOFlAMO-PsORt*-  7620  N,  University  St.,  Peoria.  !L  616)4  -.  (309:693-5462    ■    Champaign-  2125  South  First  5treej,  Champaign.  IL  61320-1217(278-5800 
SprinofiB-D  -  4500  5.  Siisth  Street  Rt)„  Springfield,  IL  62706  -(217)  786-6892    •    ColunsvilLE  -  2009  Mall  Street,  Collinsvilie,  IL  62234  -  [618)  346-S1  20 

Makion  -  2309  W,  Main  St.,  Suite  116,  Marion,  IL  62959  -(61S)  993-7200 


Sincerely, 


Printed  on  Recvcif  rj  Paper 
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PRECIOUS  METALS  DIVISION  -  REFINERS  OF  GOLD,  SILVER  AND  PLATINUM  GROUP  METALS 


October  1,  2003 

USEPA  Region  5 
Mr.  William  Damico 
77  West  Jackson  Blvd. 
DE-9J 

Chicago,  TT.  60604-3507 

Subject:  Notice  of  Intent  to  Import  Hazardous  Waste 
Sipi  Metals  Corp. 
U.S.  EPA  ID.  ILD00512I439 
Illinois  Facility  No. 

Dear  Mr-  Damico; 

Sipi  Metals  Corp.  hereby  submits  notice  that  it  intends  to  import  regulated  recyclable  materials  (hazardous  waste) 
to  its  facility  in  Chicago  Illinois.  The  recyclable  materials  described  on  the  following  page  are  generated  at  a  Maquiladora 
operation  in  Mexico  and  will  be  processed  at  our  facility  for  the  recovery  of  precious  metals.  We  are  sending  this  notice  in 
accordance  with  the  requirements  of  40  CFR  266.70  (35  111  Adm.  Code  726. 170),  which  are  applicable  to  facilities  that 
manage  precious  metal  recyclable  materials,  and  to  the  notification  requirements  under  40CFR  265. 12  {35  Illinois  Adm. 
Code  725.112}. 

We  note  to  the  agency  that  under  the  aforementioned  regulations  precious  metal  refining  facilities  are  excluded 
from  Federal  RCRA  permitting  requirements.  We  are,  however,  authorized  by  the  State  of  Illinois  EPA  to  receive,  store, 
and  process  precious  metal  recyclable  materials.  Our  Illinois  EPA  permit  number  Is  1987-1 1-OP  and  the  facility  I.D. 
number  is  03 16005887.  The  material  in  question  will  be  transported  under  an  Illinois  EPA  manifest. 

Additionally,  we  respectfully  ask  for  the  agency's  assistance  in  processing  this  request  expeditiously.  The 
material  contains  valuable  metal  that  is  an  important  commodity  and  feedstock  to  our  refining  operation. 

A  description  of  the  material  and  information  about  the  generator  and  transporter  is  attached.  Please  call  me  at 
(773)  276-0070  ext.  236  should  you  have  any  questions. 


Sincerely; 


jeorgeFhillips 
Vice  President  -  Regulatory  Affeirs 


RECEIVED 


Cc: 


Illinois  EPA 

Division  of  Land  Pollution  Control 
P.O.  Box  19276 
Springfield,  IL.  62794 


Enc. 


IEPA/BOL  DECEIVED 

RELEASABLE 

,  ?i  m  -tEPA/JBOL 


REVIEWER  MM 


172(1  ELSION  AVRNUE  -  CHICAGO.  ILLINOIS  (Mdll-IST}  ■  TELEPHONE:  77.V27rf-<M70  •  FAX:  77J/27ft-SI68  -  E-MAIL;  PMD@S1FI-MRTALS.COM 


printed  01/27/2011  8:15AM  by  Richard-Jordan  p.  194/746 


Notice  of  Intent  to  Import 


Importing  Facility:   Sipi  Metals  Corp. 


Address: 

U.S.  EPA  ID: 

Contact: 

Phone: 


1720  Elston  Avenue 
Chicago  II.  60622 
ILD005121439 
George  Phillips 
(773)  276-0070 


Generator: 

Address: 


Contact: 
Phone: 


Bournes  de  Mexico  S  de  RL  de  CV 
Blvd.  Aguacaliente  #4006  local  13 
Centro  Industrial  Barranquitas 
Tijuana,  BC  Mexico  22400 
Horacip  Luna 
(01152-664-608-6800 


Material  Profile:  1 
Name  of  Material: 
USEPA  Code: 
UN/NANo: 
Volume: 
Duration: 


Debris  with  inks  and  solvent  (with  precious  metals) 

D00I 

UN3175 

10-15  Cubic  Yards 
Indefinite 


Materia]  Profile:  2 

Name  of  Material: 
USEPA  Code: 
UN/Ma  NO: 
Volume: 
Duration: 

Port  of  Entry: 

Transporter  1: 

UAEPA  ID#: 


Flammable  liquid  mixture  (with  precious  metals) 

D001 

UNI  993 

10-15  55  gallon  drums 
Indefinite 

Otay  Mesa,  California 

Pacific  Treatment  Environmental  Services,  Sa  de  CV 
CAR000037457 


Transporter  2: 

USEPA  ID  # 


Rust  &  Son's  Trucking,  Inc. 
CAD9816341I6 
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*    ^\  \  UNITED  STATES  ENVIRONMENTAL  PROTECTION  AGENCY 
I  t^Wf  *  REGIONS 
\  ^Vf-  /  7'  WEST  JACKSON  BOULEVARD 

%„,  CHICAGO.IL  60604-3590 


flEFLV  to  the  attention  of.- 


DE-9J 

HAR  0  5  ?00Z 

CERTIFIED  MAIL     700*  -'       O  CV.V1  t-      ^  *;  .£>  3^ 
RETURH  RECEIPT  REQUESTED 

George  T.  Phillips 
Vice-President 
SIPI  Metals  Corporation 
1720  Elston  Ave  M*p 
Chicago,    Illinois  60622.  n    '  ^ 

Re  :     SI_PI  Metals  Corporation  «U^C 
EPA  I.D.   No.:    ILD  005   121  ^39 

Dear  Mr.    Phillips:  * 

On  September  15,    1999  a  representative  of  the" United  States 
Environmental  Protection  Agency   (U.S.   EPA)    inspected  SIPI 
Metals  Corporation'  (SIPI)    located  in  Chicago,    Illinois.  In 
response"  to  violations  of  35   IAC  722    [40  CFR  262]    and  35  IAC 
725.   [40  CFR  265]    identified  during'  the  inspection,   we  issued  a 
Notice  of  Violation  to  SIPI   on  March  2,   2000.     Subsequent  to 
our  Notice  of  Violation  SIPI  submitted  additional  information 
regarding  the  identified  violations  in  correspondences  dated 
March  31, -2000,   October  2,    2000,    and  October  5f  2001. 

This  letter  is" to  inform  SIPI   that  U.S.   EPA  has  reviewed  the 
referenced  responses,    and  does  not  plan  additional  enforcement 
action  at   this   time.      This   letter  does  not   limit-  the 
applicability  of   the   requirements  evaluated,   or  of 'other 
federal  or  state  statutes  or  regulations.     U.S'.   EPA  and  the 
Illinois  Environmental   Protection  Agency   (Illinois  SPA]  will 
continue  to  evaluate  SIPI   in  -the  future. 


RELEASABLE 

MAR  1  5  20tffi 

REVIEWER  MD 
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If  you  have  any  questions  or"  concerns  regarding  this  matter, 
please  contact  Graciela  Scambiatterra,  of  my  staff,  at  (312) 
353-5103. 

Sincerely, 

~— f^Jrna -.M     Jere za ,,■  chief 

Enforcement  and _j?ompliance  Assurance  Branch 
Compliance  Section  L 


cc;     Todd  Marvel    (Illinios  EPA) 


printed  01/27/2011  8:15AM  by  Richard-Jordan  p.  197/746 


Illinois  Environmental  Protection  Agency  - 


1021  North  Cnand  Avenue  East,  P.O.  Box  19276,  Springfield,  Illinois  62794-9276 


Thomas  V.  Skinner,  Director 


217/785-8604 
Fax:  217/524-1991 
TDD:  217/782-9143 


June  19,  2001 

SIPI  Metals  Corporation 

Attn:  George  Phillips 

1 720  Elston  Avenue 

Chicago,  Illinois  60622  . 

Re:  0316005887  -  Cook  County 
Chicago/SIPI  Metals  Corporation 
ILD005121439 
Compliance  File 

Dear  Mr.  Phillips: 

A  Compliance  Assistance  Survey  was  conducted  at  your  facility  on  May  9;  200 1  by  James 
Haennicke  of  the  Bureau  of  Land,  Field  Operations  Section.  The  primary  purpose  of  the  survey  was 
to  review  the  operations  at  your  facility  concerning  hazardous  and  non-hazardous  waste  handling 
procedures,  and  to  address  any  interests  or  questions  you  may  have  had  regarding  applicable  laws, 
rules,  and  regulations  that  may  affect  your  business.  This  survey  provided  only  an  overview  of  the 
hazardous  and  non-hazardous  waste  handling  regulations  in  order  to  give  you  a  basic  understanding 
of  your  responsibilities.  Your  responsibilities,  are  provided  in  full  detail  in  the  Illinois  Environmental 
Protection  Act  and  the  Illinois  Pollution  Control  Board's  Subtitle  G  regulations. 

You  have  been  made  aware  that  your  waste  fluorescent  bulbs  arc  considered  hazardous  waste,  unless 
proven  otherwise,  and  that  they  must  be  handled  in  an  appropriate  manner  as  explained  in  the  "How 
to  Manage  Used  Fluorescent  and  High-Density-Discharge  Lamps  as  Universal  Wastes"  information 
sheet  provided  to  you  during  the  inspection. 

The  Agency  encourages  the  use  of  pollution  prevention  methods  to  help  achieve  compliance  with 
environmental  requirements.  By  switching  to  non-hazardous  raw  materials,  improving  housekeeping 
practices  or  changing  production  processes  to  generate  less  waste,  you  may  be  able  to  save  money, 
increase  efficiency  and  possibly  reduce  regulatory  requirements.  If  you  would  like  more  information 
regarding  pollution  prevention,  please  contact  Jim  Janssen  at  847/294-4000. 


George  H.  Ryan,  Governor 


SLEEPS, 

PieviewFtr—  MO  Date 


Printed  on  Recvcleo  PAfcii 
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Page  Two 


We  appreciate  the  opportunity  to  meet  with  you.  We  have  no  recommendations  for  changes  to  your 
operations  at  this  time.  If  you  have  any  questions  regarding  this  or  any  other  environmental  matter, 
please  contact  .Fames  Haennicke  at  708/338-7900. 


Plul  M.  Purse^ove,  Manager 
Field  Operations  Section 
Bureau  of  Land 


PMP:JH(13):smb 
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FOS  File 


Compliance  Assistance  Survey  Checklist 

Illinois  Environmental  Protection  Agency 
Bureau  of  Land  -  Field  Operations  Section 


SURVEY  DATE:  5-9-01 
[)[  IN  COMPLIANCE  ^}  NOT  IN  COMPLIANCE    \~\  RTC  DURING  SURVEY" 


U5EPA  #: 

ILD005121439 


IEPA  #: 

0316005S87 


REGION: 

2 


1  FACILITY  NAME: 
SlPi  Metals  Corp 

PHONE: 

773  276  0070 

STREET  ADDRESS: 

1 720  Sston  Ave. 

COUNTY: 

Cook 

CITY: 

Chicago 

STATE: 

IL 

ZIP  CODE: 

60622 

[  TYPE  OF  BUSINESS: 

Secondary  smelting  and  refining  of  nonferrous  metals 

#OF  EMPLOYEES: 

-150 

I  SICJNAICS  CODE: 
|  3341 

NOTIFIED  AS: 

G1 

REGULATED  AS: 

G1 

PREPARED  BY: 

James  Haennicke 


TITLE: 

Environmental  Protection  Specialist 


PERSON(S)  INTERVIEWED: 

George  Phillips,  VP-  Human  Resources  &  Regulatory  Affairs 


I 
I 
I 
I 
I 


OMMENTS:   SIPI  Metals  Corp  (SIPI)  operates  as  a  manufacturer  of  brass  and  bronze  alloys  and  a  refiner  of  precious 
metal  scrap.  Gold,  platinum,  palladium,  and  silver  are  the  predominant  metals  reclaimed.  Operations  begin  with  detailed 
(analyses  of  a  waste  stream  using  atomic  absorption,  direct  current  plasma  spectrometry,  X-ray  fluorescence,  classic  fire- 
assay  and/or  wet  chemical  determinations.  SIPI  typically  performs  these  procedures,  however,  a  third  party  can  also  be 
employed.  Processing  methods  include  mechanical  (shredding  and  milling),  pyrometallurglcal  (smelting  furnaces),  and 
chemical  destruction  and  recovery  (acid  and  cyanide  wastes.)  The  types  of  precious  metal  scrap  that  is  accepted  for 
recovery  include  electroplating  solutions  and  sludges,  circuit  boards,  film  processing  waste,  Department  of  Defense  waste, 
'jewelers  and  precious  metal  processors  material,  and  data  processing  and  semi-conductor  manufacturers'  waste. 


On  September  15, 1999,  an  inspection  conducted  by  the  USEPA  resulted  in  RCRA  generator  violations.  Subsequently,  on 
July  17,  2000,  the  USEPA  sent  an  Information  Request  letter  to  SIPI  asking  for  data  related  to  hazardous  waste  material 
burned  in  the  site's  boilers,  kilns,  and  industrial  furnaces.  According  to  USEPA  representative  Graciela  Rivera,  these 
issues  have  not  been  resolved  to  date.  A  boiler  and  industrial  furnace  inspection  will  be  conducted  within  the  next  couple  of 
months  with  a  USEPA  representative  from  the  District  of  Columbia  office.  . 

Mr.  Phillips  was  informed  of  the  proper  handling  requirements  associated  with  waste  fluorescent  bulbs. 


15 ED  DATE: 


m  is:  ft.  ^  3  A  us* '  4  , 
Heview«E...-&iQ-—  Oslo  ^fe/effi^-*- 
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FOS  File 

Compliance  Assistance  Survey  Checklist 

Illinois  Environmental  Protection  Agency 
  Bureau  of  Land  -  Field  Operations  Section 


HAZARDOUS  WASTE 


REGULATIONS  REVIEWED 

D 

R 

1. 

Has  the  facility  correctly  determined  if  the  solid  waste(s)  it  generates  is/are 
hazardous  waste(s)? 

 .    — —                                -— — — ,  —  — — —  — 

722.1 1 1 

2. 

Has  the  facility  offered  its  hazardous  waste(s)  only  to  transporters  orTSDs  with 
USEPA#'s? 

722.112(c) 

3. 

Does  the  facility  manifest  its  waste(s)  off-site? 

722.120(a) 

If  the  facility  is  a  small  quantity  generator,  has  it  entered  into  a  contractual 
agreement  to  reclaim  the  waste?  (If  no,  mark  violation  of  722.120(a)) 

YES  NO 

4. 

If  using  manifests,  has  the  generator  complied  with  722.123(a)? 

722.123 

—  —  - 

5. 

Is  the  facility  accumulating  hazardous  waste  within  the  time  frame  designated  by 
the  amount  of  waste  generated  per  month?  (CESQG  -  no  time  limit;  SQG  -  up  to 
1 80  days,  270  days  if  transporting  over  200  miles;  LQG  -  up  to  90  days) 

722,134 

6. 

722.134 

In  accumulation  areas,  is; 

-  the  container/tank  marked  with  the  words  ''Hazardous  Waste"? 

LQG  722.134(a)(3) 

SQG  722.134(d)(4) 

-the  container  marked  with  the  accumulation  start  date? 

LQG  722.134(a)(2) 

■    

SQG  722.134(d)(4) 



-  the  container  always  closed  except  to  remove  or  add  waste? 

LQG  722.134(a)(1) 

SQG  722.134(d)(2) 

-  the  container  being  opened,  handled,  or  stored  in  a  manner  which  will  prevent 
it  from  leaking? 

LQG  722.134(a)(1) 

SQG  722.134(d)(2) 

i  

-  the  container  being  inspected  on  a  regular  basis? 

LQG  722.134(a)(1) 

.  1  



SQG  722.134(d)(2) 

-  the  container/tank  in  an  area  with  adequate  aisle  space? 

LQG  722.134(a)(4) 

SQG  722.134(d)(4) 

7.     In  accumulation  areas  near  the  point  of  generation  is: 

-  the  container  marked  with  the  words  "Hazardous  Waste,"  in  good 
condition,  compatible  with  the  waste  stored,  and  closed  except  to  remove  or 
add  waste? 

722.134(c)(1) 

-  the  generator  complying  with  other  applicable  provisions  within  three  days  of 
exceeding  the  55  gallon  limit  (1  quart  -  acutely  hazardous)  and  marking  the 
container  with  the  date  excess  accumulation  began? 

722.134(c)(2) 

fi. 

Does  the  LQG  have  a  contingency  plan? 

LQG  722.134(a)(4) 

Does  the  SQG  have  the  required  emergency  response  information  posted? 

SQG  722.134(d)(5) 

iviseo  oate-.  a/ssraa 
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FOS  File 


9. 

Is  the  facility  being  operated  and  maintained  to  minimize  the  possibility  of  a  fire, 
explosion  or  any  release  of  hazardous  waste  or  hazardous  waste  constituents 
which  could  threaten  human  health  or  the  environment? 

LQG  722.134(a)(4) 

SQG  722.134(d)(4) 

D  - 

Deficiency;  R  -  Returned  to  Compliance  During  Survey 

NO N -HAZARDOUS  WASTE  AND  ADDITIONAL  HAZARDOUS  WASTE  DEFICIENCIES 


1. 

■  " 

Are  there  hazardous  waste  deficiencies  not  cited  above? 

YES 

NO 

X 

Describe: 

Deficiencies: 

RTC 

2. 

Is  the  facility  correctly  handling  its  non-hazardous  waste? 

YES 

X 

NO 

Describe:. 

Deficiencies: 

RTC 

RTC  -  Returned  to  compliance  during  survey 

INFORMATIONAL 

Is  the  facility  implementing  waste  minimization  and/or  pollution  prevention  procedures? 

YES 

NO 

X 

ISED  DATE:  8/23/99 
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ILLINOIS  ENVIRONMENTAL,  PROTECTION  AGENCY                     Complaint  m  cQ/  -  (^(cQAJ  V4 
DIVISION  OF  LAND  POLLUTION  CONTROL                          Date  Rcvd:  J23!  ZftJ J±L  J£ 
COMPLAINT  INVESTIGATION  FORM  By:   


Location/Facility  Name: 


Complainant:      /$it)/>)AJ¥A4/7£/&  Respondent:     Si  pi  A>/&7??<L- 

Phone*:  _/  -   Pbone#:  llAl dZk-QOZD 

Directions  to  Source:  — 


Complaint  details:_ 


INVESTIGATION  FINDINGS 

Bv:  JftM  BS  b'  Date:  _£/  JL' 2± 

Interviewed:  C&HLttT  Mitt  Iff  -V?  tt<t*A*s  te&VA&f  #  Time:  WT*1-l3TOflM 
Investigation  Results:  _____  

 c/i<;  fit/y&r~  gjmP.  f-f-e/   


Ma 


Complaitiaat  notified  of  findings?  Yes 
File  opened?  Yes  No 


No  Volume  of  waste  on  site  (cu  yds); 

Referred  to:    A/#  ,__ 


NOT  £2X^tV\F>~r 
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LPC  #  03 160058S7  -  Cook  County 
Chicago/  SIPI  Metals  Corp 
FOS  File 

DIGITAL  PHOTOGRAPH  PHOTOCOPIES 


PATE:  5-9-01 

TIME:  8:45am-  12:30pm 

DIRECTION:  W 

PHOTO  by:  James  Hacnnickc 

PHOTO  FILE  NAME; 

0316005887-05092001-001 

COMMENTS:  Sample  crucible 

Reducing  furnace 


DATE:  5-9-01 

TIME:  8:45am-  12:30pm 

DIRECTION:  W 

PHOTO  by:  James  Haennicke 

PHOTO  FILE  NAME: 

0316005887-05092001-002 

COMMENTS:  Hazardous  waste 

tray  incinerator 


! 
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LPC  #  03 16005887  -  Cook  County 
Chicago/  SIPI  Metals  Corp 
FOS  File 

DIGITAL  PHOTOGRAPH  PHOTOCOPIES 


DATE:  5-9-01 

TIME:  8:45ara- 12:30pm 

DIRECTION:  S 

PHOTO  by:  James  Haennicke 

PHOTO  FILE  NAME; 

0316005887-05092001-003 

COMMENTS:  Rotary  furnace 


DATE:  5-9-01 

TIME:  8:45am-  12:30pm 

DIRECTION:  E 

PHOTO  by:  James  Haennicke 

PHOTO  FILE  NAME; 

0316005887-05092001-004 

COMMENTS:  Acid  room 
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LPC  #  03 1 60058S7  -  Cook  County 
Chicago/  SIPI  Metals  Corp 
FOS  File 

DIGITAL  PHOTOGRAPH  PHOTOCOPIES 


DATE:  5-9-01 

TIME:  8:45am-  12:30pm 

DIRECTION:  W 

PHOTO  by:  James  Haermicke 

PHOTO  FILE  NAME: 

0316005887-05092001-005 

COMMENTS:  Cyanide  room, 

hazardous  waste  accumulation 

area 


DATE:  5-9-01 

TIME:  8:45am- 12:30pm 

DIRECTION:  S 

PHOTO  by:  James  Haennicke 

PHOTO  FILE  NAME: 

0316005887-05092 001-006 

COMMENTS:  Waste  rags 

storage  area 
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Illinois  Environmental  Protection  Agency 

Bureau  of  Land  /  Field  Operations  Section 

RCRA  Inspection  Report 


Cohosh 


General  Facility  Information 


notification  Information  (EPA  3700-12) 


Notification  Date:     // "f  ±^j£ll 


(subsequent) 


Part  A  Permit  Information  (EPA  35 10-3  or  EPA  8700-23) 
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0316005887/  Cook  County 
Chicago  /  Sipi  Metals 


Narrative  Prepared 


By 

Aaron  Taylor 


On  November  8,  2000  I  conducted  a  record  review  in  response  to  a  complaint 
received  by  the  Agency  from  Ross  Bunnell  of  the  Connecticut  Department  of 
Environmental  Protection  (CDEP).  The  complaint  alleges  that  Safety  Kleen  of 
West  Hartford,  Connecticut  hired  ASO  Trucking  of  South  Holland,  IL,  American 
Transportation  &  Warehousing,  of  Albany  NY,  and  Sher  Express  of  Watsantown, 
PA.  to  transport  1532  containers  of  D011  photographic  fixer/developersiudge 
from  the  Handy  &  Hartman  Refining  Group  Inc.  (HHRG)  in  South  Windsor, 
Connecticut  to  Sipi  Metats  in  Chicago  IL  The  allegations  are  based  on  an 
inspections  done  by  Mr.  Bunnell  at  the  HHRG  facility  on  April  11-13  and  April  28, 
2000.  The  inspection  report  is  dated  May  30,  2000  and  was  revised  June  6,  2000 
(see  attached).  Mr.  Bunnell  sent  an  NOV  to  ASO  Trucking  for  violations  of 
Connecticut  Environmental  Law  (see  attachment). 

According  to,  Mr.  Bunnell's  report,  Safety  Kleen  collected  the  containers  of  waste 
from  its  customers  and  shipped  them  to  HHRG  for  silver  reclamation,  however, 
HHRG  went  bankrupt  Safety  Kleen  hired  several  transporters  to  ship  the  wastes 
that  it  owned  to  other  reclamation  facilities.-  HHRG  is  listed  on  the  manifest  as 
the  generator  of  the  waste  because  the  material  was  shipped  from  their  facility. 

The  D011  photographic  fixer  developer  sludges  are  RCRA  exempt.  These 
materials  are  characteristically  hazardous  sludges  being  reclaimed  and  so  are  not 
solid  wastes  and  thus  cannot  be  hazardous  wastes  subject  to  regulation  under 
RCRA  (35  IAC  721.102  and  104).  During  Mr.  Bunnell's  inspection  at  the  HHGR 
facility,  he  observed  that  the  sludge  contained  free  liquids.  Such  nonhazardous 
waste  are  special  wastes  in  Illinois.  The  transporters  of  nonhazardous  special 
wastes  are  required  to  have  a  valid  nonhazardous  special  waste  hauler' s  permit 
and  Illinois  Hazardous  Waste  Manifest  to  transport  nonhazardous  special  waste 
in  the  State  of  Illinois,  A  review  of  Illinois  EPA  records  revealed  that  ASO 
trucking,  American  Transportation  and  Warehousing,  and  Sher  Express  are  not 
permitted  nonhazardous  special  waste  transporters- 


As  a  result  of  this  record  review  it  appears  that  ASO  Trucking,  Sher  Express,  and 
Eastern  American  are  in  violation  of  the  following: 
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As  a  result  of  this  record  review  it  appears  that  ASO  Trucking,  Sher  Express,  and 
Eastern  American  are  in  violation  of  the  following: 


35  IAC  Section  809.201 

No  person  shall  haul  nonhazardous  special  waste  in  Illinois  without  current  valid 
nonhazardous  special  waste  hauling  permit  issued  by  the  Illinois  EPA  a  permit. 


Safety  Kleen  is  in  violation  of  the  following: 
35  IAC  Section  809.301 

No  person  shall  deliver  a  nonhazardous  special  waste  to  a  transporter  for 
disposal,  treatment,  or  storage  in  Illinois  unless  the  waste  is  accompanied  by  an 
Illinois  manifest  and  the  transporter  has  a  current  valid  nonhazardous  special 
waste  hauling  permit,  issue  by  the  Illinois  EPA. 

Sipi  Metals  is  in  violation  of  the  following: 

35  IAC  Section  809.302(a) 

No  person  shall  accept  any  nonhazardous  special  waste  for  disposal,  treatment, 
or  storage  within  Illinois  unless  the  special  waste  transporter  has  a  current  valid 
nonhazardous  special  waste  hauling  permit  and  concurrently  presents  the 
receiver  of  the  waste  with  a  completed  signed  Illinois  manifest,  which  designates 
the  receiving  facility  as  the  destination  for  the  waste 
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MEMORANDUM 


TO:  Moharaed  Deria.  Supervising  Environmental  Analyst 

Bureau  of  Waste  Management 
WEED/Eastern  District  Enforcement 


FROM:        Ross  Bunnell,  Sanitary  Engineer  3 
Bureau  of  Waste  Management 
WEED/Eastern  District  Enforcement 


DATE: 


SUBJECT: 


May  30,  2000;  Revised  June  6,  2000. 

Violations  of  Ccnnecttcut  transporter  permit  requirements  associated  with,  numerous 
shipments  of  photographic  fixer/deveioper  sludges  from  the  South  Windsor  facility 
of  Handy  &  Harman  Refining  Group,  Inc. 


On  April  11-13,  and  April  28,  2000,  WEED  field  staff  conducted  an  inspection  at  the  South 
Windsor  facility  of  Handy  &  Harman  Refining  Group,  Inc.  ("HHRG"),  in  response  to  that 
company's  filing  of  bankruptcy  papers  on  March  30,  2000.  During  this  inspection,  WEED  field 
staff  discovered  that  a  large  number  of  containers  of  photographic  fixer/developer  sludge  might 
have  been  shipped  from  HHRG  to  a  number  of  out-of-state  receiving  facilities  without  utilizing 
transporters  who  are  permitted  in  Connecticut  to  haul  such  materials.  When  I  mentioned  this 
possibility  during  WEED'S  monthly  hazardous  waste  agenda  meeting  on  May  4,  2000,  Assistant 
Director  Robert  Isner  requested  that  I  investigate  this  matter,  and  determine  whether,  in  fact,  there 
had  been  any  such  violations.  Between  May  4  and  May  30,  2000, 1  gathered  documentation  and 
made  telephone  inquiries  in  response  to  Assistant  Director  Isner's  request:  As  a  result  of  this 
investisarion.  it  appears  that  several  transporters  were,  in  fact,  hauling  regulated  wastes  without 
the  required  permits,  and  were  therefore  in  violation  of  Connecticut  General  Statutes  Section  22a- 
454,  The  three  numbered  sections  below  detail  my  findings  regarding  these  transporters  and  their 
shipments  of  waste  from  HHRG. 

1.)      Information  Regarding  the  Materials  that  Were  Shipped. 

The  materials  which  were  shipped  consisted  of  approximately  3526  containers  of  photographic 
fixer/developer  sludge  that  had  been  sent  to  HHRG  by  Safety-KIeen  Systems,  Inc.  {referred  to 
hereinafter  simply  as  "Safety-Kleen7').  Safery-Kleen,  in  turn,  had  collected  the  containers  from 
the  large  number  of  customers  it  services  for  these  types  of  wastes.  Although  the  material  had 
been  shipped  to  HHRG  under  manifest  as  D011  silver  wastes,  they  were  re-shipped  from  HHRG 
as  non-hazardous,  RCRA-exempt  wastes.  Based  on  the  limited  information  available  to  WEED 
inspectors  during  the  April,  2000  inspection,  this  re-classification  appears,  to  have  been 
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appropriate,  since  these  materials  would  apparently  qualify  as  characteristic  sludges  being 
reclaimed,  thus  rendering  them  not  solid  waste  pursuant  to  the  provisions  of  40  CFR  261.2(c)(3), 
It  is  unclear  exactly  why  Safety-KIeen  originally  shipped  these  wastes  as  hazardous  wasws,  but 
it  appears  that  they  re-shipped  them  as  non-hazardous  partly  to  facilitate  their  speedy  removal 
from  HHRG.  since  by  doing  so,  they  would  increase  the  number  of  possible  transporters  and 
receiving  facilities  which  might  be  able  to  take  it  on  short  notice.  While  these  wastes  would 
appear  to  be  RCRA-exempt,  they  would  still  be  classified  as  Connecticut-regulated  wastes  (CRD4, 
waste  chemical  liquids),  based  on  their  chemical  nature  and  the  fact  that  these  wastes  were 
observed  by  WEED  inspectors  to  contain  free  liquids. 

Table  1  below  summarizes  information  regarding  the  shipments  as  obtained  from  shipping 
documents  provided  from  Matthew  Fischer  of  HHRG.  These  documents  included  one  bill  of 
lading  ("b.oX")  and  eight  Connecticut  manifests.  Copies  of  these  shipping  documents  have  been 
included  as  Attachment  1  to  this  memo. 

TABLE  1:  Summary  of  Shipping  Document  Information 


DATE 

SHIPPING 

CONTAINER 

DESTINATION 

TRANSPORTER  J 

DOCUMENT  # 

COUNT 

FACILITY 

4/13/00 

b.D.l.  rf  11402 

110 

Gemark;  Corp..  Newbureb.  NY 

Gemark  Land  Service  | 

4/14/00 

CTF07 15069 

404 

Sipi  Metals.  Chicago,  IL 

Eastern  American  j 

4/14/00 

CTFO7I5070 

353 

Sipi  Metals,  Chicago,  IL 

Sher  Express 

4/14/00 

CTF0715071 

430 

Sipi  Metals,  CMcaeo.  IL 

Eastern  American 

j  4/14/00 

CTF07I5072 

345 

Sipi  Metals.  CMcaeo,  IL 

ASO  Tnickinz 

4/17/00 

CTF07 15075 

396 

Safetv-Kleen.  Clavton.  NJ 

Atlantic  Svstems 

4/17/00 

1  CTF07 15076 

605 

Safetv-KIeea.  Clavton.  NJ 

Trans  Eastern 

!  4/17/00 

1  CTFQ7 15077 

354 

Safetv-KIcen.  Clavtoo.  NJ 

Trans  Eastern 

1  4/17/00 

1  CTF07 15078 

529 

I  Safetv-Kleen.  Clavton.  NJ 

J  &  B  Leasing  i 

I  TOTAL 

|  _ 

3526 

2.)      Information  Regarding  the  Receiving  Facilities. 

After  obtaining  the  above  information,  I  checked  each  of  the  three  receiving  facilities  listed  above 
in  order  to  determine  if  each  one  was  an  appropriate  destination  facility  for  photographic 
fixer/developer  sludges.  I  did  so  by  calling  the  environmental  agencies  in  each  of  the  three  states 
and  speaking  with  the  personnel  most  familiar  with  the  waste  permitting  status  of  each  facility. 
In  particular,  I  spoke  with  Barbara  Emerick  and  Bill  Buski  of  the  New  York  DEC  (tel.  (518)  457- 
6072  and  (914)  256-3054,  respectively),  Josh  Nolting  of  the  Illinois  EPA  (tel.  (217)  524-3306), 
and  Zafar  Billah  of  the  New  Jersey  DEP  (tel.  (609)  984-5950). 

After  checking  with  these  individuals,  it  appeared  that  Gemark  and  Sipi  Metals  were  both  capable 
of  recycling  such  materials,  and  that  they  were  appropriately  authorized  in  their  home  state  to  do 
so  (i.e.,  they  had  a  permit  or  other  appropriate  approval).  With  respect  to  the  Clayton,  New 


L 
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Jersey  Safety-SCleen  facility,  I  was  ;told  that  the  facility  was  in  the  process  of  closing,  but  that  this 
should  not  preclude  its  being  used  to  store  non-hazardous  waste.  In  checking  with  Don  Zelinski 
and  Tom  Heaton  of  Safety-Kleen,  I  was  able  to  confirm  that  the  material  was  only  being  stored 
at  this  facility  temporarily,  pending  its  trans-shipment  to  Sipi  metals  for  processing.  Based  on 
these  inquiries,  it  appears'  that  all  three  of  the  destination  facilities  selected  by  Safety-Kleen  for 
these  materials  were  appropriate  and  in  compliance  with  the  receiving  states'  waste  management 
requirements. 

3.)      Information  Regarding  the  Transporters  Used. 

I  checked  each  of  the  transporters  that  were  used  to  determine  if  each  was  permitted  to  haul  non- 
hazardous.  Connecticut-regulated  wastes  in  this  State.  I  did  this  by  checking  the  transporter 
permit  files  and  by  checking  on  each  facility  with  Paul  Franson  of  WEED'S  Permitting  Group. 
In  doing  this,  I  found  that  none  of  the  seven  haulers  identified  above  had  a  DEP  transporter's 
permit  of  any  kind. 

I  also  checked  with  the  states  in  which  the  receiving  facilities  were  located,  to  determine  if  those 
states  had  any  transporter  permit  requirements,  and  to  determine  whether  or  not  the  transporters 
that  had  hauled  waste  into  their  state  had  such  a  permit.  In  doing  so,  I  found  that  one  of  the  seven 
transporters  -  Gemark  Land  Service  -  may  not  have  had  the  appropriate  transporter  permit  for 
the  receiving  state  (in  this  case,  New  York).  More  specifically,  some  of  the  information  on  file 
with  New  York  DEC  appeared  to  indicate  that  Gemark  had  the  appropriate  permits,  whereas  other 
information  indicated  they  did  not. 

I  did  not  attempt  to  determine  noncompliance  with  transporter  permit  requirements  in  any  other 
states  through  which  am  of  tie  seven  haulers  mcv  have  traveled,  since  I  had  no  information  on 
the  precise  routes  that  any  of  them  took' between  Connecticut  and  the  three  receiving  states. 

Using  the  telephone  numbers  provided  on  the  shipping  documents,  I  next  called  each  of  the 
transporters  in  an  attempt  to  obtain  address  and  contact  information.  The  address/contact 
information  I  was  able  to  obtain  is  as  follows: 

Gemark  Land  Service 
99  Stevens  Lane 
Exeter.  PA  18643 
Tel.  (570)  561-1720 

Eastern  American 
Transportation  &  Warehousing 
240  Church  Street 
Albany,  NY  12202 
Tel.  (800)436-0649 
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Sher  Express 
Attn:  lack  Singh 
P.O.  Box  206 
Watsontown,  PA  17777 
Tel.  (570)  538-4646 

ASO  Trucking 
16901  Van  Dam  Road. 
South  Holland,  IL  60473 
Tel.  (800)  708-1352 

Atlantic  Systems 
2201  East  Butler  Street 
Philadelphia,  PA  19137 
Tel.  (215)  533-6070 

Trans  Eastern 

2147  South  Columbus  Boulevard 
Philadelphia,  PA  19148 
Tel.  (888)  887-9306 

J&B  Leasing 

Arm:  Frank  Thomas,  Operations  Manager 
435  Dura  Avenue 
Toledo,  OH  43612 

4.)  Conclusion. 

Based  on  the  aboveT  each  of  the  seven  haulers  used  by  Safety-Kleen  operated  in  violation  of 
DEP's  transporter  permit  requirements  by  virtue  of  hauling  a  CR04  waste  without  a  permit. 
Although  there  could  be  basis  for  confusion  or  oversight  if  the  drums  had  been  unmarked,  ail  of 
the  containers  observed  by  DEP  inspectors  while  said  containers  were  in  storage  at  HHRG  still 
bore  the  original  "Hazardous  Waste"  labels  which  had  been  applied  at  the  point  of  generation, 
leaving  little  doubt  as  to  these  materials'  identity  as  wastes. 

In  addition  to  trie  above,  it  appears  that  one  of  the  seven  haulers  (Gemark)  may  have  been 
operating  in  violation  of  the  receiving  state's  (Le.,  New  York's)  transporter  requirements. 


RQB:rqb 


printed  01/27/201 1  8:15AM  by  Richard-Jordan  p.  220/746 


ATTACHMENT  1 
COPIES  OF  SHIPPING  DOCUMENTS 
Hot.:  "TW,-^  v^cA-  v^\*~w<k.  -b*  ^>V^^t-- 


printed  01/27/201 1  8:15AM  by  Richard.Jordan  p.  221/746 


STATE  OF  CONNECTICUT 
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Illinois  Environmental  Protection  Aceno 


951  1  West  H/Tkrison  Street,  Dti  P'.mxf;.  Illinois  6001': 
Thomas  V.  Skin.ver,  Director 


847/294-4000 
847/294-4058  (Fax) 


FEB  05  2001 


CERTIFIED  MAIL 

RETURN  RECEIPT  REQUESTED 

#Z425  039  442 


Sipi  Metals  Corporation 

Attn:  George  T.  Phillips.  Vice  President 

1  720  Elston  Avenue 

Chicago.  Illinois  60622-1579    '  :"  —  .,, 

Re:      Non-Compliance  Advisory  Letter  ?lf! 
03160058S7--CookCounty 

Sipi  Metals  Corporation  J  --<-.«■,_ 

Compliance  File 

Dear  Mr.  Phillips: 

The  purpose  of  this  Non-Compliance  Advisory  Letter  is  to  notify  you  of  violations  of  the  Illinois 
Environmental  Protection  Act  (Act).  415  ILCS  5/1, et  scq„  regulations  or  permits,  and  is  based  upon 
review  of  available  information  and  investigation  by  representatives  of  the  Illinois  Environmental 
Protection  Agency  ("Illinois  EPA"),  including  a  record  review  completed  on  November  20.  2000.  The 
violations  are  set  forth  in  Attachment  A. 

-  Please  respond  in  writing  to  this  Non-Compliance  Advisory  Letter  within  1 5  days  of  its  receipt.  Your 
response  should  fully  describe  how  you  plan  to  correct  each  violation,  and  include  dates  by  which, 
compliance  will  be  achieved.  Send  your  written  response  to: 

Mr.  Clifford  Gould 
Illinois  EPA 

951 1  West  Harrison  Street 
Des  Plaines  Illinois  60016 

This  Non-Compliance  Advisory  Letter  is  not  a  violation  notice  as  specified  in  Section  3Ha)(  1)  of  the 
Illinois  Act  (415  ILCS  5/3  1(a)(1).  However.if  you  do  not  adequately  respond  to  this  Non-Compliance 
Advisory  Letter,  the  Illinois  EPA  may  issue  a  formal  violation  notice  pursuant  to  Section  3 1(a)(1)  of  the 
Act." 


RELEASABLE 


Ceoi«;e  H.  Rvw.  Governor 


PE.R  2  0  2iW 


|  r  .  .  ,. 


HE  VIEWER  MM 
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A  copy  of  the  inspection  report  referenced  above  is  attached.  Questions 'regarding  this  matter  should  be 
directed  to  Aaron  Taylor  at  847/294-4069. 


Clifford  Gould. 
Regional  Manager 
Field  Operations  Section 
Bureau  of  Land 

CG:AT:dfa:Pbillips.itr.l 


Since  relv. 


Attachment(s) 
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ATTACHMENT  A 


Pursuant  ro  }5  111.  Adm.  Code  809.302(a):  -No  person  shall  accept  any  nonhazardous  special  waste 
for  disposal,  storage  or  treatment  within  Illinois  from  a  special  waste  hauler  unless  the  special 
waste  hauler  has  a  valid  nonhazardous  speciaL  waste  hauling  permit  issued  by  the  Agency  under 
Subpart  B  of  this  Part  and  concurrently  presents  to  the  receiver  of  the  special  waste,  or  his  agent,  a 
completed,  signed  manifest  as  required  by  Subpart  E  of  this  Part,  which  manifest  designates  the 
receiver's  facility  as  the  destination  for  the  special  waste. 


A  violation  of  35  111.  Adm.  Code  809.302(a)  is  alleged  for  the  following  reason:  You  accepted 
shipments  of  special  waste  from  three  transporters  who  were  not  permitted  to  transport 
nonhazardous  special  waste.  These  transporters  were,  ASO  Trucking,  of  South  Holland  Illinois, 
American  Transportation  &  Warehousing  of  Albany  New  York  and  Sher  Express,  of 
Watsontown  Pennsylvania.  Additionally,  although  manifests  appear  to  have  accompanied  these 
shipments,  they  were  not  Illinois  Uniform  Hazardous  Waste  Manifests  as  required  by  Subpart 


SUGGESTED  RESOLUTIONS 


You  must  immediately  cease  accepting  unmanifested  shipments  of  nonhazardous  special  waste 
from  transporters  who  do  not  have  valid  nonhazardous  special  waste  hauling  permits  issued  by 
the  Illinois  EPA, 

You  must  insure  that  you  are  only  accepting  nonhazardous  special  waste  accompanied  by  Illinois 
manifests  from  transporters  holding  valid  nonhazardous  special  waste  permits  issued  by  the 
Illinois  EPA. 


printed  01/27/2011  8:15AM  by  Richard.Jordan  p.  228/746 


^ ^  ^  UNITED  STATES  ENVIRONMENTAL  PROTECTION  AGENCY 
^   H,  \  REGIONS 
I  XXiZiL  ?  77  WEST  JACKSON  BOULEVARD 

V1' V  CHICAGO,  IL  60604-3590 


REPLY  TO  THE  ATTENTION  OF 


JUL  1  ?  2MD 

CERTIFIED  MAIL  P»*0  Sato  fc05 
RE TORN  RECEIPT  REQUESTED 

George  T.  Phillips 

Vice  President 

SIPI  Metals  Corporation 

1720  Elston  Avenue 

Chicago,    Illinois  60622-1579 


RECEIVED 
de-9j*  20  206B 


Re ; 


Dear  Mr.  Phillips 


Follow-Up 

RCRA  3007   Information  Request 

SIPI  Metals  Corporation 

EPA  I.D.   No.:    ILD  005   121  439 


This  is  a  request  for  information  by  the  United  States 
Environmental  Protection  Agency   (U.S.   EPA)    in  accordance  with  its 
authority  under  Section  3007  of  the  Resource  Conservation  and 
Recovery  Act   (RCRA),   as  amended,   42  U.S.C.   §6927.     You  are 
requested  to  provide  information  concerning  the  items  shown  in  Part 
III  of  the  Information  Request. 

The  information  requested  in  Part  III  of  this  letter  must  be 
provided  to  this  office  within  thirty   (30)   days  of  receipt  of  this 
letter  notwithstanding  its  possible  characterization  as 
confidential  information.     You  nay,   in  accordance  with  40  CFR 
2.203(a),   assert  a  business  confidentiality  claim  covering  all  or 
part  of  the  information  in  the  manner  described  in  40  CFR  Part 
2.203(b).      Information  covered  by  such  a  claim  will  be  'disclosed  by 
U.S.  EPA  only  to  the  extent  and  by  means  of  the  procedures  set 
forth  in  40  CFR  Part  2,   Subpart  B.     Any  request  for  confidentiality 
must  be  made  when  the  information  is  submitted,   since  any 
information  not  so  identified  may  be  made  available  to  the  public 
without  further  notice. 

RELEASABLE 
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The  written  statements  submitted  pursuant  to  this, request  must  be 
notarized  and  submitted  under  an  authorized  signature  certifying 
that  all  statements  contained  therein  are  true  and  accurate  to  the 
best  of  the  signatory's  knowledge  and  belief.     In  addition,  any 
documents  submitted  to  U.S.  EPA  Region  5  in  response  to  this 
information  request  should  be  certified  as  true  and  authentic  to 
the  best  of  the  signatory's  knowledge  and  belief. 

Should  the  signatory  find,   at  any  time  after  the  submittal  of  the 
requested  information,   that  any  portion  of  the  submitted 
information  is  false,  misleading  or  incomplete,  the  signatory 
should  so  notify  Region  5.     If  any  answer  certified  as  true  should 
be  found  to  be  untrue  or  misleading,   the  signatory  can  and  may  be 
prosecuted  in  accordance  with  18  U.S.C.   §1001.     U.S.  EPA  has  the 
authority  to  use  the  information  requested  herein  in  an 
administrative,  civil,  or  criminal  action.     "This  Information 
Request  is  not  subject  to  the  approval  requirements  of  the 
Paperwork  Reduction  Act  of  1980,   44  U.S.C.  §3501,  e%  seg. 

If  you  have  any  questions  regarding  this  matter,   please  contact 
Ivonne  Vicente,   of  my  staff,   at   (312)   886-4449,     Your  response 
should  be, sent  to  the  U.S.  Environmental  Protection  Agency,  Region 
5,   Enforcement  and  Compliance  Assurance  Branch   (DE-9J) ,   11  West 
Jackson  Boulevard,  Chicago,   Illinois  60604,  Attention;  Ivonne 
Vicente 

Sincerely, 


-fctffnlK^.   Jereza,  Jf.E. Chief 
Compliance  Section  1 

Enforcement  and  i!fcimpliance  Assurance  Branch 


cc:     Todd  Marvel,  'IEPA 
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bcc:  Author's  copy 

ECAB  reading  file 
Section  reading  file 
Karen  Peacenian,  ORC,  C-13J 


ENFORCEMENT  AND  COMPLIANCE  ASSURANCE  BRANCH 


SECRETARY 

SECRETARY 

SECRETARY 

SECRETARY 

SECRETARY 

SECRETARY 

AUTHOR/ 
TYPIST 

MINN/OHIO 

SECTION 

CHIEF 

MICHIGAM/ 
WISCONSIN 
SECTION 
CHIEF 

ILLINOIS/ 
INDIANA 
SECTION 
CHIEF 

ECAB 

BRANCH 

CHIEF 
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DIVISION 
DIRECTOR 
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UNITED  STATES  ENVIRONMENTAL  PROTECTION  AGENCY 

REGION  5 


IN  THE  MATTER  OF: 


SIPI  Metals  Corporation 

1720  Elston  Avenue 

Chicago,   Illinois  60622-1579 


EPA  ID  No, 


ILD     005  121  439 


Information  Request  Pursuant 
to  Section  3007  of  the 
Recovery  Act/   as  amended, 
42  U.S.C.  §6927 
Resource  Conservation  and 
Recovery  Act 


This  is  a  follow  up  request  by  the  United  States  Environmental 
Protection  Agency  (U.S.  EPA)   issued  pursuant  to  Section3007  of  the 
Resource  Conservation  and  Recovery  Act   (RCRAJ  ,   as  amended,  42 
U.S.C.  §6927.     The  issuance  of  this  request  requires  SIPI  Metals 
(SIPI)   to  submit  information  relating  to  the  hazardous  waste 
treated  at  its  facility  located  at  1720  Elston  Avenue,  Chicago, 
Illinois.     Specifically,  U.S.  EPA  seeks  information  regarding  the 
hazardous  waste  material  that  was  burned  at  SIPI's  boilers,  kilns 
and  industrial  furnaces.     U.S.  EPA  has  determined  that  this 
information  is  necessary  to  ascertain  compliance  with  the  standards 
for  hazardous  wastes  burned,   as  set  forth  at  40  CFR  Part  266, 
Boilers  and  Industrial  Furnaces  regulations  (the  BIF  Rule) .  This 
Information  Request  is  not  subject  to  the  approval  requirements  of 
the  Paperwork  Reduction  Act  of  1980,   44  U.S.C.  §3501,   et  sea. 
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I.  INSTRUCTIONS 

This  request  for  information  pertains  to  any  and  all  information 
your  company  may  have  regarding  the  applicability  of  and 
conformance  with  RCRA.      If  any  information  that  we  require  is  not 
available  or  accessible  in  the  full  detail  requested,  then  you  must 
provide  the  best  information  available.     The  request  also  requires 
the.  production  of  all  information  called  for  in  as  detailed  a 
manner  as  possible  based  upon  such  information  as  is  available  or 
accessible,  including,  where  specific  information  is  not  available 
or  accessible,   an  estimate  and  explanation  of  the  method  by  which 
each  estimate  is  made.     The  information  must  be  provided  even 
though  it  may  be  characterized  as  confidential  information  or  trade 
secrets.     You  are  entitled  to  assert  a  claim  of  confidentiality 
pursuant  to  40  CFR  2.203(b)   for  any  information  produced  that,  if 
disclosed  to  persons  other  than  officers,  employees,  or  duly 
authorized  representatives  of  the  United  States,  would  divulge 
information  entitled  to  protection  as  trade  secrets.  Any 
information  which  the  Administrator  of  this  Agency  determines  to 
constitute  methods,  processes,  or  other  business  information 
entitled  to  protection  as  trade  secrets  will  be  maintained  as 
confidential  pursuant  to  the  procedures  set  forth  in  40  CFR  Part  2. 
You  must  request  confidential  treatment  when  you  provide  the 
information  since  any  information  that  you  do  not  identify  as 
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confidential  will  not  be  accorded  this  protection  by  the  Agency  and 
may  be  released  to  the  public  without  further  notice. 

Any  written  statements  submitted  pursuant  to  this  request  must  be 
accompanied  by  a  notarized  affidavit  from  a  responsible  company 
official  or  representative  that  those  statements  are  true  and 
accurate  to  the  best  of  the  signatory's  knowledge  and  belief.  If 
you  learn,  at  any  time  after  submittal  of  the  requested 
information,  that  any  portion  of  this  submittal  certified  as  true 
is  false  or  misleading,   you  should  notify  U.S.  EPA.     If  any 
information  submitted  under  this  information  request  is  found  to  be 
untrue'  or  misleading,   the  signatory  can  be  prosecuted  under  Section 
1001  of  Title  18  of  the  United  States  Code.     U.S.  EPA  has  the 
authority  to  use  the  information  requested  herein  in  an 
administrative,   civil,  or  criminal  action. 

The  information  requested  herein" must  be  provided,  within  thirty 
(30)   days  following  receipt  of  this  request,  to  the  United  States 
Environmental  Protection  Agency/   Region  5,   Enforcement  and 
Compliance  Assurance  Branch  (DE-9J) ,   77  West  Jackson  Boulevard, 
Chicago,   Illinois  60604-3590,  Attention:   Ivonn.e  Vicente. 

II.  DEFINITIONS 

1.       "Facility"  means  all  contiguous  land,   and  structures,  other 
appurtenances,   and  improvements  on  the  land,  used  for  treating, 
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storing,   or  disposing  of  hazardous  waste.     A  facility  may  consist 
of  several  treatment,   storage,  or    disposal  operational  units 
(e.g.,  one  or  more  landfills,   surface  impoundments/  or  combinations 
of  them) .     See  40  CFR  260.10. 

2 .  "Generator"  means  any  person,  by  site,  whose  act  or  process 
produces  hazardous  waste  identified  or  listed  in  40  CFR  Part  261 
or  whose  act  first  causes  a  hazardous  waste  to  become  subject  to 
regulation  as  defined  in  40  CFR  260.10. 

3.  "Hazardous  waste"  means  any  solid  waste  that  may  meet  the 
definition  of  a  hazardous  waste  as  defined  under  section  1004(5)  of 
RCRA. 

4.  The  term  "you"  or  "Respondent"  shall  mean  the  addressee  of 
this  information  Request,  the  addressee's  officers,  managers, 
employees,   contractors,  trustees,  predecessors,  successors, 
assigns,  subsidiaries,  and  agents. 

5.  The  term  "person"  as  used  herein  includes,   in  the  plural  as 
well  as  the  singular,   any  person,   firm,   contractor,  unincorporated 
association,  partnership,   corporation,   trust  or  governmental 
entity,  unless  the  context  indicates  otherwise. 

6.  The  term  "identify"  means,  with  respect  to  a  person,  to  set 
forth  his  full  name,   present  or  last  known  business  address,  the 
name  of  that  employer  and  a  description  of  the  job  responsibilities 
of  such  person. 

7.  The  term  "identify"  means,  with  respect  to  a  corporation, 
partnership,   business  trust  or  other  association  or  business  entity 
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(including  a  sole  proprietorship)   to  set  forth  its  full  name/ 
address/   legal  form  (e.g.  corporation,  partnership/  etc . ] 
organization,  if  any,   and  a  brief  description  of  its  business. 

8.  The  term,  "identify"  means,  with  respect  to  a  document,  to 
provide  its  customary  business  description,   its  date,   its  number 
(invoice  or  purchase  order  number),   if  any,   the  identity  of  the 
author,  addresser,  addressee  and/or  recipient,  and  the  substance  of 
the  subject  matter. 

9.  As  used  here,   "document"  and  "documents"  shall  include  writings 
of  any  kind,  formal  or  informal,  whether  or  not  wholly  or  partially 
in  handwriting,   including  by  way  of  illustration  and  not  by  way  of 
limitation,  any  invoice,  receipt,   endorsement,  check,  bank  draft, 
canceled  check,  deposit  slip,  withdrawal  slip,  order, 
correspondence,   record  book,  minutes,  memorandum  of  telephone  and 
other  conversations  including  meetings,  agreements,   and  the  like, 
diary,  calendar,  desk  pad,  scrap  book,  notebook,  bulletin, 
circular,  form,  pamphlet,  statement,  journal,  postcard, 

letter,   telegram,  telex,   report,  notice,  message,  analysis, 
comparison,  graph,  chart,   inter-office  or  intra-of f ice 
communications,  photostat  or  other  copy  of  any  documents,  microfilm 
or  other  film  record,   any  photograph,   sound  recording  on  any  type 
of  device,  any  punch  card,  disc,  or  disc  pack;  and  any  tape  or 
other  type  of  memory  generally  associated  with  computers  and  data 
processing  (together  with  the  programming  instructions  and  other 
written  material  necessary  to  use  such  punch  card,   disc  or  disc 
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pack,  tape  or  other  type  of  memory  and  together  with  printouts  of 
such  punch  card,  disc  or  disc  pack,  video  tape  or  other  type  of 
memory} ;  including  (a)   every  copy  of  each  document  which  is  not  an 
exact  duplicate  of  a  document  which  is  produced,    (b}  every  copy 
which  has  any  writing/   figure  or  notation,  annotation  or  the  like 
of  it,    (cl  drafts,    (d)   attachments  to  or  enclosures  with  any 
documents,  and  (e)   every  document  referred  to  in  any  other 
do  cument . 

Ill .    REQUEST  FOR  INFORMATION 

Please  provide  the  following  documentation  for  each  hazardous  waste 
burned  or  processed  at  your  facility: 

1)  Copy  of  written  notification  sent  to  the  U.S.  EPA  indicating 
SIPI's  exemption  under  40  CFR  266.100  (f)  (1)  (i)  . 

2)  Copy  of  documents  from  1997  to  the  present  showing  that  each 
hazardous  waste  burned  and/or  processed  at  the  facility  is 
burned/processed  for  legitimate  recovery  of  significant  amounts  of 
precious  metals  as  required  in  40  CFR  266.100(f) (1) (i)  (ii) .  Also, 
describe  the  unit  in  which  each  waste  is  burned/processed  and  the 
amounts  processed  in  each  unit  per  calendar  month. 

3)  Copy  of  sampling/ analysis  for  each  hazardous  waste 
burned/processed  at  the  facility  as  required  by  40  CFR 
266.100 (f) (2) . 
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4)  For  each  boiler  used  to  burn  hazardous  waste,  provide 

t documentation  which  demonstrates  that  the  boiler  is  burning  at 
least  50%  coal  on  a  total  heat  or  mass  input  basis,  whichever 
results  in  the  greater  mass  feed  rate  of  coal. 

5)  For  each  ore  or  mineral  furnace  used  to  burn  hazardous  waste, 
provide  documentation  which  demonstrates  that  the  furnace  processes 
at  least  50%  by  weight  normal  of  nonhazardous  waste  raw  materials. 

6)  For  each  cement  kiln  used  to  burn  hazardous  waste,  provide 
documentation  which  demonstrates  that  the  kiln  processes  at  least 
50%  by  weight  normal  cement-production  raw  materials. 

7)  Provide  a  description  of  each  waste  derived  residue  generated  at 
the  facility  resulting  from  the  burning  of  hazardous  waste. 

8)  Using  the  Test  Method  mentioned  in  40.  CFR  266.112  {b)  {1}, 
demonstrate  that  each  waste-derived  residue  resulting  from  the 
burning  of  hazardous  waste  at  each  burning  unit  does  not  contain 
the  constituents  found  at  40  CFR  Part  261  Appendix  VIII. 

9)  Provide  copies  of  analysis  conducted  for  the  normal  residue  and 
waste-derived  residue  as  required  by  40  CFR  266.112(b) (1) (i)and 

40  CFR  266.112(b) (1) (ii)  and  determine  the  concentrations  of  toxic 
constituents- in  the  residues. 
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10)  Demonstrate  that  the  concentration,  of  each  nonmetal  toxic 
constituent  as  specified  in  40  CFR  266.112(b) {1)   in  the  waste- 
derived  residue  does  not  exceed  the  health-based  level  specified  in 
40  CFR  Part  266  Appendix  VII  as  required  by  40  CFR  266.112 
(b)  (2)  <i)  . 

11)  Provide  copies  of  any  analysis  conducted  using  the  Toxicity 
characteristic  Leaching  Procedure  (TCLP)   to  obtain  the 
concentrations  of  metals  in  an  extract  of  each  residue, 

12)  Provide  copies  of  analysis  conducted  at  each  waste-derived 
residue  as  required  by  40  CFR  266.112  (b) (2) (iii)  in  order  to 
determine  the  concentrations  of  toxic  constituents  in  the  residue. 

13)  Provide  the  following  notarized  certification  by  a  responsible 

company  officer: 

I  certify  under  penalty  of  law-  that  I  have 
personally  examined  and  am  familiar  with  the 
information  submitted  in  responding  to  this  information 
request.     Based  on  my  review  of  all  relevant  documents 
and  inquiry  of  those  individuals  immediately 
responsible  for  providing  all  relevant  information  and 
documents,   I  believe  that  the  information  submitted  is 
true,   accurate,  and  complete.     I  am  aware  that  there 
are  significant  penalties  for  submitting  false 
information,  including  the  possibility  of  fine  and 
imprisonment. 

Issued  this  _^  I  7  Z   <iay  of  / u/*  ,  2000. 


^  EorKa  M.  Jere; 


a.,  Chief 
Comptlance  Section  1 

Enforcement  arta  Compliance  Assurance  Branch 
Waste,   Pesticides  and  Toxics  Division 
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UNITED  STATES  ENVIRONMENTAL  PROTECTION  AGENCY 

REGION  5 
77  WEST  JACKSON  BOULEVARD 
CHICAGO,  IL  60604-3590 


HAR  0  2  £000 


CERTIFIED  MAIL 

RETURN  RECEIPT  REQUESTED 

Mr.   George  T .  Phillips 

Vice  President 

SIPI  Metals  Corporation 

1720  Elston  Avenue 

Chicago,    Illinois  60622-1579 


HEPLV  TO  THE  ATTENTION  OF: 

DE-9  J 


Re: 


Dear  Mr .  Phillips: 


Notice  of  Violation  and 
RCRA  3007  Information  Request 
r£LIPI_  Metals  Corporation 
EPA~I.D.   NoTTTlD  005^121  439 


On  Septembe 
Environment 
Corporation 
the  inspect 
requirement 
(RCRA) ;  spe 
Hazardous  w 
Adminis t rat 
Federal  Reg 
inspection 


r  25,  199 
al  Protec 
(SIPI )  .1 
ion  was  t 
s  of  the 
cif ically 
aste  Faci 
ive  Code 
ulations 
report  is 


9,   a  representative' of  the  United  States 
tion  Agency  {U.S.   EPA)   inspected  SIPI  Metals 
ocated  in  Chicago,   Illinois.     The  purpose  of 
o  evaluate  compliance  with  certain 
Resource  Conservation  and  Recovery  Act 
,   the.  Standards  Applicable  to  Generators  of 
lities  set  forth  at  Title  35  of  the  Illinois 
(I.A.C.),    Part  722   (Title  40  of  the  Code  of 
[40  CFR]  ,    Part  262).     A  copy  of  the 
enclosed  as  Attachment  A  for  your  reference. 


Based  on  the  September  25,    1999  inspection,  we  have  determined 
that  SIPI  is  violating  the  following  requirements : 

1)  I.A.C   Part  -722.13.4    (a)  (2-3}    [40  C.F.R.   §  262.34  (a)  (2-3)  I  : 
Sixteen   (16)   55-gallon  drums  of  hazardous  waste  cyanide   (F007  and 
D003)    placed  in  the  Hydromet  area  were  not  labeled  as  "hazardous 
waste"  and  had  no  accumulation  dates. 

2)  I.A.C.    Part  722.134    (a)  (2-3)  [40  C.F.R.   §  2 62 . 34  ( a )  ( 2-3 ) ]  : 
Sixty-three   (63)   55-gallon  drums  containing  hazardous  waste 
cyanide   (F007  and  D003)   were  placed  in  the  storage  area.     The  63 
drums  were  not  labeled  as  "hazardous  waste"  and  had  no 
accumulation  dates . 

3)  I.A.C.    Part   725.294  and  725.296   [40  C.F.R.   §  265.194  and 
§■255.196]:  The  hose  used  to  transfer  hazardous  p,a$Ce#^0m>E^he 
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neutralisation  units  to  the  hazardous  waste  storage  tanks  in  the 
Hydromet  area  was  leaking  at  the  time  of  the  inspection,  SIPI 
personnel  failed  to  respond  to  the  leak  as  required  by  40  C.F.R. 
§  265. 196'. 

4)    I.A.C.   Part  725.152   [40  C.F.R.   §  265.52]:   Wo  formal 
contingency  plan  was  available.   Instead,   a  copy  of  the  Hydromet 
Operation  Manual  titled:   Environmental,   Safety  and  Health 
Procedures   for  Cyanide  Metals  was  presented .     This  manual  had  the 
following  deficiencies; 

a)  The  manual  did  not  describe  arrangements  made  with  police, 
fire  departments,   hospitals  and  emergency  response  teams  in  case 
of  emergency.     It  only  mentioned  to  call  911.  ■ 

b)  The  manual  did  not  describe  actions  required  for  response  to 
fire,  explosions,  or  releases.  It  only  mentioned  the '  use  of  the 
first  aid  kit  in  case  spills  occur. 

c)  The  manual  did  not  contain  the  emergency  coordinator's  name, 
telephone  number  and  office  or  home  address. 

d)  The  manual  was  not  submitted  to  the  hospital ,  emergency 
response  teams  and  to  the  police  or  fire  departments. 


5)    I.A.C.    Part  725.116   [40  C.F.R.   §  265.16]:  SIPI  did  not  provide 
any  records  showing  that  the  training  required  by  40  C.F.R. 
265.16  had  been  provided.  U.S.   EPA  received  a  letter  dated 
November  S,    1999,    from  you  indicating  that  you  had  provided  some 
training  but  your  letter  failed  to  address  the  specific  training 
requirements  contained  in  40  C.F.R.  265.16. 


6)    I.A.C.    Part  725.116   [40  C.F.R.   §  265. IS] :   For  each  person 
related  to  the  management  of  hazardous  waste  SIPI  did  not  have: 

a)  a  job  title  with  the  name  of  the  employee.     SIPI  showed  the 
U.S.   EPA  inspector  a  general  job  rating  document  with  no  specific 
employee  name  instead . 

b)  a  written  job  description. 

c)  a  written  description  of  the  type  and  amount  of  training 
given  to  each  person  that  handles  hazardous  waste. 

According  to  Section  3008(a)   of   (RCRA) ,   U.S.   EPA  may  issue  an 
order  assessing  a  civil  penalty  for  any  past  or  current  violation 
requiring  compliance  immediately  or  within  a  specified  time 
period.     Although  this  letter  is  not  such  an  order,   SIPI  should 
take  prompt  action  to  correct  its  violations  and  come  into 
compliance  if_ it  has  not  already  done  so. 

According  to  Section  3007  of  RCRA,  as  amended,  42  U.S. C.  §  6927, 
you  are  hereby  requested  to  submit  a  response  in  writing  to  this 
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office  no  later  than  21  days  after  receipt  of  this  letter 
documenting  the  actions,   if  any,   which  have  been  taken  since  the 
inspection  to  establish  compliance  with  the  above  requirements. 
Specifically,  please  provide  the  information  requested  in  Part 
III  of  the  attached  Information  Request    (Attachment  B)  . 

If  you  have  any  questions  regarding  this  matter  feel  free  to 
contact  Ivonne  A.   Vicente,   of  my.  staff,   at  {312)886-4449. 

Sincerely, 


icJrrik  M .   Jereza/f  P  .  E  <?,  Chief 
Compliance  Section  1 
Enforcement  and  Compliance  Assurance  Branch 


Enclosure 


cc:  Todd  Marvel,   Illinois  EPA   (w/  enclosure) 
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UNITED  STATES  ENVIRONMENTAL  PROTECTION  AGENCY 

REGION  S 


Purpose : 
Facility: 

Facility  ID  Number: 
Facility  SIC  Codes:  - 
Date  of  the  Inspection 
EPA  Inspector :  . 

Facility  Rep.; 


Compliance  Evaluation  Inspection   (CEI } 

• SIPI  Metals  Corporation 
1720  Elston  Avenue 
Chicago,    Illinois  60622 

ILD  005  121  439 

3341 

September  15,  1999 

Ivonne  A.  Vicente 
Environmental  Engineer 
(312)886-4449 

George  T.   Phillips,   SIPI  Metals 
Vice  President 


Applicable  Regulations:      40  C.F.R.   Parts  260-262 


Report  Prepared  by: 


Ivonne  A.  Vicente 
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I.  Facility  Description  and  Re-<julatory  Status:  . 

SIPI  Metals  Corporation (SIPI)  ,   is  a  manufacturer  of  brass  and 
bronze  metal  alloys,  master  alloys  and  a  refiner  of  precious 
metal  scrap.     Sipi  employs  about  110  people  and  its  main  business 
is  the  refining  of  precious  metal  scrap  generated  mainly  in  the 
electronic,  chemical,  military  and  electroplating  industries. 
Some  of  the  types  of  scrap  treated  at  SIPI  include  printer 
circuit  boards,   I.e.   chips,  batteries,  metallic  replacement 
cartridges,   laboratory  equipment,   military  medals  and  bottoms, 
plating  residues  and  jet  engine  compressors  among  others. 

The  facility  divides  its  operations  in  two  areas:  Production 
Operation  from  Brass  and  Bronze  Manufacture  and  Production 
Operation  from  Precious  Metals  Refining. 

The  1998  Hazardous  Waste  Report  shows  that  SIPI  is  a  large 
quantity  generator  of  hazardous  waste.   SIPI  generates  hazardous 
wastes  from  the  neutralization  and  refining  of  plating  solutions 
which  contain  toxic  metals  such  as  lead  and  chrome ( DO 07 ,   DO 08 , and 
D002) ;   from  spent  solvents  containing  isopropanol    (F003) ,  and 
from  neutralized  effluents  of  precious  metal   solutions  containing 
cyanide  and  sodium  hydroxide ( F007 ) . 

In  1998,   SIPI  started  the  processing  of  electroplating  solutions 
containing  cyanide  to  obtain  precious  metals.  These 
electroplating  solutions  are  neutralized  in  the  Hydromet 
Operation  area.   The  Hydromet  Operation  is  also  known  as  the 
Cyanide  Room.   In  this  area,  electroplating  solutions  containing 
cyanides  are  neutralized  with  sodium  hypo-chloride  and  refined  to 
obtain  silver  and  gold.     All  the  neutralised  effluents  that  have 
no  precious  metal  value  contain  the  hazardous  wastes  code  F007. 
These  hazardous  waste  are  stored  in  3  holding  tanks  of  1,000 
gallons  identified  as  tanks  A,   B,   and  C„   for  less  than  90  days 
and  then  transferred  to  55  gallon  drums  using  a  hose.  The 
hazardous  waste  55-gallon  drums  are  sent  to  Spring  Grove  Recovery 
in  Cincinnati,   Ohio,   and  to  Clean  Harbors  Services  in  Chicago  for 
treatment . 

II .  Inspection  Findings : 

My  RCRA  inspection  of  the  SIPI  Plant  included  a  visual  site 
inspection  of  the  Production  Operation  from  Brass  and  Bronze 
Manufacture,   the  Production  Operation  from  Precious  Metals 
Refining,    the  laboratory,   and  the  Hydromet  Area.   I  reviewed 
manifests,   hazardous  waste  records,   and  MSDS.     Also,   I  requested 
other  documents  such  as  training  records,    hazardous  waste, 
reports,   job  descriptions  of  employees  handling  hazardous  waste, 
contingency  plan,   etc.     Based  on  my  review,   it  was  determined 
that  the  facility  operates  as  a  large  quantity  generator  of 
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hazardous  waste.   I  identified  the  following  areas  of  concern 
during  the  inspection: 

1)  Sixteen   (16)    55-gallon  drums  containing  hazardous  waste 
cyanide   (F007  and  D003)   were  placed  in  the  Hydromet  area.  The 
drums  were  not  labeled  as  hazardous  waste  and  had  no  accumulation 
date.    [40  CFR  262 . 34  (  a )  ( 2-3) ] 

2)  Sixty  three   (63)   55-gallon  drums  containing  hazardous  waste 
.cyanide   (F007  and  D003)   were  placed  in  the  storage  area.   The  63 
drums  were  not  labeled  as  hazardous  waste  and  had  no  accumulation 
date.    [40  CFR  262. 34  (a) (2-3) ] 

3)  The  hose  used  to  transfer  hazardous  waste  from  the 
neutralization  units  to  the  hazardous  waste  storage  tanks  in  the 
Hydromet  area  was  leaking "at  the  time  of  the  inspection.   When  I 
told  SIPI  personnel  to  correct  the  problem,   they  failed  to 
respond  to  the  leak  as  required  by  40  CFR  265.196   [40  CFR  265.194 
and  265.196] 

5)  No  formal  contingency  plan  was  available.  Instead,  a  copy  of 
the  Hydromet  Operation  Manual  titled:  Environmental,  Safety  and 
Health  Procedures  for ,  Cyanide  Metals  was  presented .  This  manual 
had  the  following  deficiencies : 

a)  The  manual  did  not  describe  arrangements  made  with  police, 
fire  departments,   hospitals  and  emergency  response  teams  in  case 
of  emergency.    It , only  mentioned  to  call  911.    [40  CFR  265.52(c)] 

b)  The  manual  did  not  describe  actions  required  for  response  to 
fire,   explosions,   or  releases.   It  only  mentioned  the  use  of  the 
aid  kit  in  case  that  spills  occur.    [40  CFR  265.52(a)] 

c)  The  manual  did  not  contain  the  emergency  coordinator ' s  name , 
his  phone  or  his  office  and  home  address. [40  CFR  265.52(d)] 

d)  The  manual  was  not  submitted  to  the  hospital,  emergency 
response  teams  and  to  the  police  or  fire  departments. 

[40  CFR  265. 53] 

6)  SIPI  did  not  provide  any  records  showing  that  the  training 
required  by  40  CFR  265.16  had  been  provided. 

7)  For  each  person  related  to  the  management  of  hazardous  waste 
STPI  did  not  have: 

a)  a  job  title  with  the  name  of  the  employee.   Instead,  a 
general  job  rating  document  with  no  specific  employee  name  was 
shown  to  me.    (40  CFR  265.16] 

b)  a  written  job  description. [40  CFR  265.16] 
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c)   a  written  description  of  the  type  and  amount  of  training 
given  to  each  person  that  handles  hazardous  waste. 
[40  CFR  265. 16] 
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UNITED  STATES  ENVIRONMENTAL  PROTECTION  AGENCY 

REGION  V 

IN  THE  MATTER  OF: 

SIPI  Metals  Corporation 

1720  Elston  Avenue 
.Chicago,    Illinois  60622-1579 

EPA  ID  No.:   ILD     005  121  439 

This  is  a  follow  up  request  by  the  United  States  Environmental 
Protection  Agency  {U.S.   EPA)   issued  pursuant  to  Section  3007  of 
the  Resource  Conservation  and  Recovery  Act    ( RCRA) ,   as  amended,  42 
U.S.C.  §6927.     The  issuance  of  this  request  requires  SIPI  Metals 
Corporation   (SIPI)   to  submit  information  relating  to  the 
hazardous  waste  generated,   stored,   or  treated  in  storage  tanks  A, 
B,   and  C  at  its  facility  located  at  1720  Elston  Avenue,  Chicago, 
Illinois . 

U.S.   EPA  has  determined  that  this  information  is  necessary  to 
ascertain  compliance  with  the  standards  for  hazardous  wastes 
generated,   treated,    stored,   or  disposed,    as  set  forth  at  40  CER 
Parts  260  through  270.     This  Information  Request  is  not  subject 
to  the  approval  requirements  of  the  Paperwork  Reduction  Act  of 
1980,   44"  U.S.C.   §3501,   et  sea. 


Information  Request 
Pursuant  to 
Section  3007  of  the 
Resource  Conservation  and 
Recovery  Act,   as  amended 
42  U.S.C.  §6927 
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I .  INSTRUCTIONS 

This  request  for  information  pertains  to  any  and  all  information 
your  company  may  have  regarding  the  applicability  of  and. 
conformance  with  the  RCRA.     If  any  information  that  we  require  is 
not  available  or  accessible  in  the  full  detail  requested,  then 
you  must  provide  the  best:  information  available.     The  request 
also  requires  'the  production,  of  all  information  called  for  in  as 
detailed  a  manner  as  possible  based  upon  such  information  as  is 
available  or  accessible,   including,  where  specific  information  is 
not  available  or  accessible,   an  estimate  and  explanation  of  the 
method  by  which  each  estimate  is  made.     The  information  must  be 
provided  even  though  it  may  be  characterized  as  confidential 
information  or  trade  secrets.     You  are  entitled  to  assert  a  claim 
of  confidentiality  pursuant  to  40  CFR  2.203(b)    for  any 
information  produced  that,   if  disclosed  to  persons  other  than 
officers,   employees,   or  duly  authorized  representatives  of  the 
United  States,   would  divulge  information  entitled  to  protection 
as  trade  secrets.     Any  information  which  the  Administrator  of 
this  Agency  determines  to  constitute  methods,   processes,   or  other 
business  information  entitled  to  protection  as  trade  secrets  will 
be  maintained  as  confidential  pursuant  to  the  procedures  set 
forth  in  40  CFR  Part  2.     You  must  request  confidential  treatment 
when  you  provide  the  information  since  any  information  that  you 
do  not  identify  as  confidential  will  not  be'  accorded  this 
protection  by  the  Agency  and  may  be  released  to  the  public 
without   further  notice. 
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Any  written  statements  submitted  pursuant  to  this  .request  must  be 
accompanied  by  a  notarized  affidavit  from  a  responsible  company 
official  or  representative  that  those  statements  are  true  and 
accurate  to  the  best  of  the  signatory's   knowledge  and  belief.  If- 
you  learn,  at.  any  time  after  submittal  of  the  requested 
information,  that  any  portion  of  this  submittal  certified  as  true 
is  false  or  misleading,   you  should  notify  U.S.   EPA.     If  any 
information  submitted  under  .this  information  request  is  found  to 
be  untrue  or  misleading,  the  signatory  can  be  prosecuted  under 
Section  1001  of  Title  18  of  the  United  States  Code.     U.S.   EPA  has 
the  authority  to  use  the  information  requested  herein  in  an 
administrative,  civil,   or  criminal  action. 

The  information  requested  herein  must  be  provided,  within 
twenty-one   (21)   days  following  receipt  of  this  request r   to  the 
United  States  Environmental  Protection  Agency,   Region  5, 
Enforcement  and  Compliance  Assurance  Branch   (DE-9J) ,   77  West 
Jackson  Boulevard,   Chicago,    Illinois   60604-3590,  Attention: 
Ivonne  Vicente . 

II.  DEFINITIONS 

1 ,       "Facility"  means  all  contiguous  land,   and  structures ,  other 
appurtenances,   and  improvements  on  the  land,   used  for  treating, 
storing,   or  disposing  of  hazardous  waste.     A  facility  may  consist 
of  several  treatment,   storage,   or     disposal  operational  units 
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(e.g.,  one  or  more  landfills,   surface  impoundments,  or 
combinations  of  them).     See  40  CFR  260.10. 

2.  "Generator"  means  on-site  as  defined  in  40  CFR  260.10. 

3.  "Hazardous  waste"  means  any  solid  waste  that  may  meet  the 
definition  of  a  hazardous  waste  as  defined  under  Section  1004(5) 
of  RCRA. 

4.  The  term. "you"  or  "Respondent"  shall  mean  the  addressee  of 
this  Information  Request,   the  addressee's  officers,  managers, 
employees,  contractors,   trustees,   predecessors,  successors, 
assigns,   subsidiaries,   and  agents. 

5.  The  term  "person"  as  used  herein  includes,   in  the  plural  as 
well  as  the  singular,   any  person,    firm,  contractor, 
unincorporated  association,   partnership,   corporation,   trust  or 
governmental  entity,   unless  the  context  indicates  otherwise. 

6.  The  term  "identify"  means,   with  respect  to  a  person,   to  set 
forth  his  full  name ,   present  or  last  known  business  address ,  the 
name  of  that  employer  and  a  description  of  the  job 
responsibilities  of  such  person.. 

7.  The  term  "identify"  means,   with  respect  to  a  corporation, 
partnership,   business  trust  or  other  association  or  business 
entity   (including  a  sole  proprietorship)   to  set  forth  its  full 
name,   address,   legal  form  (e.g.   corporation,   partnership,  etc.) 
organization,   if  any,   and  a  brief  description  of  its  business. 
8-     The  term  "identify"  means,   with  respect  to  a  document,  to 
provide  its  ctistomary.  business  description,   its  date,   its  number 
(invoice  or  purchase  order  number),    if  any,   the  identity  of  the 
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author,  addressor,   addressee  and/or  recipient,   and  the  substance 
of  the  subject  matter . 

9.     As  used  here,    "document"  and  "documents"  shall  include 
writings  of  any  kind,   formal  or  informal,   whether  or  not  wholly 
or  partially  in  handwriting,   including  by  the  way  of  illustration 
and  not  by  way  of.  limitation,   any  invoice,   receipt,  endorsement, 
check,   bank  draft,   canceled  check,   deposit  slip,   withdrawal  slip, 
order,   correspondence,   record  book,   minutes,   memorandum  of 
telephone  and  other  conversations  including  meetings,  agreements, 
and  the  like,   diary,    calendar,   desk  pad,   scrap  book,  notebook, 
bulletin,    circular,    form,   pamphlet,    statement,   journal,  postcard, 
letter,   telegram,   telex,   report,   notice,   message,  analysis, 
comparison,   graph,   chart,   inter-office  or  intra -of f ice 
communications ,   photostat  or  other  copy  of  any  documents , 
microfilm  or  other  film  record,   any  photograph,   sound  recording 
on  any  type  of  device,   any  punch  card,   disc,   or  disc  pack;  and 
any  tape  or  other  type  of  memory  generally  associated  with 
computers  and  data  processing   (together  with  the  programming 
instructions  and  other  written  material  necessary  to  use  such 
punch  card P   disc  or  disc  pack,   tape  or  other  type  of  memory  and 
together  with  printouts  of  such  punch  card,  disc  or  disc  pack, 
video  tape  or  other  type  of  memory) ;   including   (a)   every  copy  of 
each  document  which  is  not  an  "exact  duplicate  of  a  document  which 
is  produced,    (b)   every  copy  which  has  any  writing,   figure  or 
notation,   annotation  or  the  like  of  it,    (c)   drafts,  (d) 
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attachments  to  or  enclosures  with  any  documents,   and   (e)  every 
document  referred  to  in  any  other  document. 

Ill  „  REQUEST  FOR  INFORMATION 

During  the  0.5.   EPA' s  September  25,   1999,   inspection  Ivonne 
Vicente  observed  that  three  1, 000-gallon  tanks  labeled  as  tanks 
A,   Br   and  C  located  at  your'  facility,   were  used  as  hazardous 
waste  storage  tanks  in  the  Hydromet  area. 

To  determine  RCRA  compliance  for  these  tanks,   please  provide  the 
following  documentation: 

1)   Written  assessments  for  design  and  installation  of  tanks  A,  B, 
and  C  as  required  by  I.A:C.   Part  725.292  and  722.134   [40  C.F.R- 
§  265.192  and  40  C.F.R.   §  262 . 34 (a) {ii) ] . 

2}   Documentation  that  secondary  containment  has  been  installed 
for  tanks  A,   B,   and  C  as  required  by  I.A.C.   Part  725.293  and 
7  22. 134    [40  C.F.R.   §  2  65. 193  and  4  0  CFR  §  2  62 .34  (a)  (ii) ] ,  since 
no  secondary  containment  was  observed  in  the  tanks  at  the  time  of 
the  inspection . 

3 )   Document a t ion  of  the  inspections  conducted  at  the  ha zardous 
waste  storage  tanks  A,   B,   and  C  as  required  by  I.A.C.  Part 
725.295  and  722.134    [40  C.F.R.   265.195  and  40  CFR  262.34(a)  (ii) } . 


L 
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4)   Provide  the  following  notarized  certification  by  a  responsible 

company  officer: 

I  certify  under  penalty  of  law  that  I  have 
personally  examined  and  am  familiar  with  the 
information  submitted  in  responding  to  this  information 
request-     Based  on  my  review  of  all  relevant  documents 
and  inquiry  of  those  individuals  immediately 
responsible  for  providing  all  relevant  information  and 
documents,   I  believe  that  the  information  submitted  is  ' 
true,   accurate,   and  complete.     I  am  aware  that  there 
are  significant  penalties  for  submitting  false 
information,   including  the  possibility  of  fine  and 
imprisonment. 


Issued  this        2$        day  of         /ikrt*.**-^*  2000 


Yli.  ^™ 

Lorna  xL/Jereza  P       ,  <Jhief 
Compliance  SectidrvA 

Enforcement  and  Compliance  Assurance  Branch 
Waste,  Pesticides 
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STATE  OF  ILLINOIS 
ENVIRONMENTAL  PROTECTION  AGENCY  532-"357 

i3M  3  9 
054 -001 


„„.        <TPT  P1^J<S   ,  , 


Reviewed  by . 


' ,^LQ    tec-^^'  ^L^L     -^C^     Jf^<Jt        .  ^fto-^f  ^  - 


tokJL-  ;j  M^cjZ  JLrt<^&  *s  ^  ^  /*u^^ej^hy 


0 
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DATE: 


Illinois  Environmental  Protection  Agency    ■    2200  Churchill  Road,  Springfield,  IL  62706 

MEMORANDUM  43L^7/,^^" 

,  Permit  Section, 

FROM:  ^^oy  £_2^^^r  ,  Pemrit  Section,  OAPC  .  .^r'-.: 

SUBJECT:         Matice  of  Air  Project  For  Coordinated  Permit  Review 

Consideration  JUL  -  ,9  199g 


A  permit  application  has  been  received  by  this  Division  for  the  project  -~ 

identified  below.    It  is  a  significant  air  project  as  defined  by  the 
Coordinated  Permit  Review  Rules.    Please  review  the  project  description 
and  attached  documents  for  significance  with  respect  to  your  Division.,  . 
and  respond  as  soon  as  possible.    It  was  received  on    F-£c 1  trASi-  Y  J  k  Jr-fiz 
Name:   S/^>;  He-^tbfli    ^^t^Wi   Location:      ^/^^y^  "~" 


Project:    B^Si^d^fL   \f^'  %.     ^^^j^f  —  <tl^LJi 


If  you  desire  further  information  regarding  this  application,  please 
contact   VtL^krU-r  &j~ix>&?$^iLy     at  phone  #  S~-J2S~Q  


MEMORANDUM 


DATE:  ~7//6>/qC? 

TO:  ! Xui^u^&t&jLst*  >  Permit  Section,  DAPC 

FROM:  ,*>-■*>  4r hU*J&? ,  Permit  Section,  bLfC 


SUBJECT:         Determination  of  "Significant"  Project  with  Respect  to 
LPC/PWS/WPC 

This  Division  has  reviewed  the  strtfject  TpffK-cati  on  and  has  determined 
that:    ( 1 )  A  permit  Is_  Needed/Has  Been  Issued/Is  Not  Required  ^ 

 ■  '  <  /feWtf  //flp  ?-//-£>/?) 

(2)  Project  involves  hazardous  materials/hazardous  wastes,  )  -V 
/^J)  emissions,  discharges  ^—    ■   . — <  **** 

^  W    (3)  2s  Significant^Ngt^ignifi^it^ 

Please  coordinate  future  discussions  about  this  project  with: 

_  <S2ctf  /fad^   Phone  j^l££Z 

IL  532-0964 

APC  382  (R«v.  7/a*l 
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METALS 
CDHR 


PRECIOUS  METALS  DIVISION  —  REFINERS  OF  GOLD,  SILVER  AND  PLATINUM  GROUP  METALS 


Januarv  30.  1996 


.-3  0 5  1996 
_A?C-S?FLD, 


Mr.  Donald  E.  Sutton,  P.E. 
Manager,  Permit  Section 
Division  of  Air  Pollution  Control 
Permit  Section 
2200  Churchill  Road 
Springfield,  IL  62706 

Dear  Mr.  Sutton: 

This  revised  application  is  being  submitted  as  advised  by  your  office  to  add  new  feedstock  items  to 
an  existing  permitted  furnace  (Drying/Roasting  Furnace  Application  No.:  72090151,  I.D.  No.: 
03  1 600  ARH)  as  described  in  Construction  Permit  9502005 1 . 

This  furnace  is  presently  used  for  the  recovery  of  precious  metals  from  filters,  wipes,  and  pastes  and 
for  the  drying  of  shot  and  pastes. 

We  would  like  to  modify  our  permit  to  include  additional  filter,  wipe,  and  paste  feedstocks  which 
contain  precious  metals  with  zinc,  tin,  lead,  and  residual  salts,  including  small  amounts  of  cyanide. 
These  materials  are  generally  recycled  from  precious  metal  plating  baths  and  are  high  value,  low 
volume  items  as  shown  below: 


Max 

Max 

Max 

%  Precious 

%  CN 

Lbs./Year 

Hours/Y  ear 

Lbs. /Hour 

Metals 

Contained 

Fabric  Wipes 

500 

10 

50 

0.1%-  5.0% 

0.0%  -5.0% 

Filter  Media 

2,500 

250 

10 

0.1%  -5.0% 

0.0%  -3.0% 

Pastes 

2,000 

67 

30 

0.1% -5.0% 

0.0%  -5.0% 

Resin 

2,500 

250 

10 

0.1% -20.0% 

0.0%  -3.0% 

The  total  furnace  operating  time  required  to  process  these  additional  items  is  estimated  at  577  of  the 
maximum  5.400  permitted  hours  per  year. 


1720  ELSTOX  AVENUE    *    CHICAGO,  ILLrNOtS  60 lAI 9    •    TELEPKO^:  3 12/^-7 e-OOl 0    •    FAX;  312/2T6-7Q1 
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SIPI  METALS  COKP      •       1720  ELSTON  AVENUE       •       CHICAGO.  ILLINOIS  60622-1579 


Mr.  Donald  E.  Sutton.  P.E. 
January' 30,  19% 
Page  2 

We  understand  that  feedstocks  such  as  these  are  categorized  as  "recyclable  material  for  precious 
metal  recovery"  and  that  the  processing  of  these  items  is  exempt  from  the  BIF  Rule  under  KLKA 
(40  CFR  266.100  <f>). 

The  fact  that  this  furnace  is  equipped  with  an  afterburner,  which  in  conjunction  with  the  low  teed 
rates  proposed,  will  insure  that  all  organics  are  destroyed  before  reaching  the  Final  control  device 
(Fuller  Baghouse  U5,  Control  #0004,  04070015). 

It  should  be  rioted  that  the  original  permitted  feeds  will  still  be  processed  in  this  furnace  and  that  the 
new  materials  can  be  run  without  changing  the  operating  time  parameters  set  in  the  previous 
application. 

We  request  that  our  permit  (Application  No.  72090 1 51 )  be  reissued  to  include  these  new  feedstocks 
and  that  special  condition  3a  be  modified  to  permit  the  charging  of  scrap  containing  tin,  zinc  or  lead 
because  of  the  baghouse  control  unit  mentioned  above.  (See  enclosed  recent  baghouse  siac*  test 
results.) 

Please  contact  me  if  any  additional  information  is  required. 
Sincerely, 


Dennis  R.  Arakelian 
Senior  Vice  President 


DRA/sss 
Enclosure(s) 
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State  of  Illinois 

'ENVIRONMENTAL  PROTECTION  AGENCY 


Mary  A.  Gade,  Director '^ifgffl£f  {  7<33_5~'  1200  Chu«hU1  Road*  Springfield,  IL  62794-9276 

217/524-3300  ~ 

September  27,  1995 

SIPI  Metals  Corporation 
1720  Elston  Avenue 
Chicago,  Illinois  60622 

Re:  0316005887       Cook  County 
SIPI  Metals  Corporation 
ILD005121439 
Permit  No.  1987-11-OP 

Log  No.  1995-314  (1994-542,  1993-509,  1993-169,  1992-212,  1987-130) 
Permit  File 

Gentlemen: 

In  response  to  your  appl ication  dated  August  29,  1995,  the  Agency  has  modified 
your  operating  permit  to  allow  the  reclamation  of  precious  metal  waste 
contaminated  with  mercury  (D009).    Permit  is  hereby  granted  to  SIPI  Metals 
Corporation  to  operate  a  site  to  store,  transfer  and/or  treat  waste  for  the 
recovery  of  precious  metals  only  at  1720  Elston  Avenue,  Chicago,  Illinois. 

Final  plans,  specifications,  application  and  supporting  documents  as  submitted 
and  approved  shall  constitute  part  of  this  permit  and  are  Identified  on  the 
records  of  the  Illinois  Environmental  Protection  Agency,  Bureau  of  Land  by  the 
permit  number(s)  and  log  number(s)  designated  in  the  heading  above. 

The  permit  is  issued  subject  to  the  standard  conditions  attached  hereto  and 
incorporated  herein  by  reference,  and  further  subject  to  the  following  special 
conditions: 

1.  All  material  accepted  under  this  operating  permit  shall  be  stored  and/or 
treated  for  recovery  of  precious  metals  pjt.ly . 

2.  The  facility  is  authorized  to  receive  the  following  waste; 

a.  Waste  from  electropl ating  operations  including  spent  plating, 
stripping  and  cleaning  bath  solutions  and  wastewater  treatment 
sludges  (F001,  F002,  F003,  F0Q4,  FQ05,  F006,  F007,  F008,  F009,  D001, 
D002,  D003,  D004,  D006,  D007,  D008,  D009,  D010  and  D011)  that  contain 
precious  metals. 

b.  Waste  from  data  processing  and  semi-conductor  manufacturers  (D002, 
D003,  D004,  DQ06,  D007,  D008,  D009,  D010  and  D011)  that  contain 
precious  metals. 

c.  Waste  from  jewelers  and  precious  metal  processors  (F001,  F002,  F003, 
F004,  F005,  D001,  DQ06,  D007 >  DOOS,  D009,  D010,  D011)C  QrD Fj=  rp^r — 

 1 
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d.     Waste  from  film  processors  (D008,  0009,  D01I). 

3.  The  permittee  is  authorized  to  accept  the  wastes  identified  in  Condition  2 
provided  the  generator  complies  with  the  following  requirements: 

a.  The  waste  1s  delivered  by  art  Illinois  licensed  special  waste  hauler 
or  an  exempt  hauler  as  defined  in  35  111.  Adm.  Code  809.211;  and 

b.  The  waste  is  accompanied  by  a  manifest,  if  required. 

The  permittee  shall  insure  that  each  manifest  which  terminates  at  this 
facility  has  the  supplemental  permit  identification  number  87-0I1-L 
identified  on  the  manifest. 

4.  All  materials  received  at  this  site  for  recovery  shall  be  transported  to 
the  facility  using  the  Agency's  supplemental  or  generic  permit  system  and 
manifest  system. 

5.  Special  wastes  generated  at  the  facility  for  treatment,  storage  or 
disposal,  elsewhere  shall  be  transported  to  the  receiving  facility 
utilizing  the  Agency's  Supplemental  Permit  and  Manifest  System. 

6.  An  analysis  of  each  waste  stream  accepted  from  each  generator  shall  be 
maintained  on  site  as  part  of  the  facility's  operating  record.  This 
information  shall  be  made  available  to  the  Agency  upon  written  or  verbal 
request. 

7.  The  following  information  shall  be  documented  in  the  operating  record  of 
this  facility  regarding  each  load  of  waste  received  under  this 
supplemental  permit: 

a.  Date  that  the  load  is  received; 

b.  Generic  waste  stream  authorization  number  and  manifest  number 
associated  with  the  load  of  waste; 

c.  Waste  name; 

d.  Generator  name,  location  and  IEPA  identification  numbers; 

e.  Volume  of  waste  received; 

f.  A  description  of  how  the  waste  was  managed  at  the  facility  (e.g., 
stored  in  the  original  container,  bulked  in  a  transport  tanker  or 
container,  etc.); 

g.  An  identification  of  the  location  of  the  waste  with  in  the  facility, 

8.  The  following  information  shall  be  documented  in  the  operating  record  of 
this  facility  regarding  each  load  of  waste  shipped  off-site  for  disposal, 
treatment  or  reclamation: 
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STANDARD  CONDITIONS  FOR  CONSTRUCTION/DEVELOPMENT  PERMITS 
ISSUED  BY  THE  ILLINOIS  ENVIRONMENTAL  PROTECTION  AGENCY 

July  1,  1979 

The  m i noi s  Env i ronmental  Protecti on  Act  ( II 1 inoi s  Revi sed  Statutes , 
Chapter  111-1/2,  "Section  1039)  grants  the  Environmental  Protection  Agency 
authority  to  impose  conditions  on  permits  which  it  issues. 

These  standard  conditions  shall  apply  to  all  permits  whi ch  the  Agency 
issues  for  construction  or  development  projects  which  require  permits 
under  the  Di vi  sions  of  Water  Po  Hut  ion  Control ,  Ai  r  Pollution  Control , 
Public  Water  Supplies,  and  Land  and  Noise  Pollution  Control.  Special 
conditions  may  also  be  imposed  by  the  separate  divisions  in  addition 
to  these  standard  conditions. 

1.  Unless  this  permit  has  been  extended  or  it  has  been  voided  by  a 
newely  issued  permit,  this  permit  will  expire  two  years  after  date 
of  issuance  unless  construction  or  development  on  this  project  has 
started  on  or  prior  to  that  date. 

2.  The  construction  or  development  of  facilities  covered  by  this  permit 
shall  be  done  in  compliance  with  applicable  provisions  of  Federal 
laws  and  regulations,  the  Illinois  Environmental  Protection  Act, 

and  Rules  and  Regulations  adopted  by  the  lllinos  Pollution  Control 
Board. 

3.  There  shall  be  no  deviations  from  the  approved  plans  and  specifi- 
cations unless   a  written  request  for  modification  of  the  project, 
along  with  plans   and   specifications    as  required,  shall   have  been 
submitted  to  the  Agency  and  a  supplemental  written  permit  issued. 

4.  The  permittee  shall  allow  any  agent  duly  authorized  by  the  Agency 
upon  the  presentation  of  credentials: 

a.  to  enter  at  reasonable  times  the  permittee's  premises 
where  actual  or  potential  effluent,  emission  or  noise 
sources  are  located  or  where  any  activity  is  to  be  con- 
ducted pursuant  to  this  permit. 

b.  to  have  access  to  and  copy  at  reasonable  times  any 
records  required  to  be  kept  under  the  terms  and  con- 
ditions of  this  permit. 

c.  to  inspect  at  reasonable  times,  including  during 
any  hours  of  operation  of  equipment  constructed  or 
operated  under  this  permit,  such  equipment  or  monitoring 
methodology  or  equipment  required  to  be  kept,  used,  operated, 
calibrated  and  maintained  under  this  permit. 
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d.  to  obtain  and  remove  at  reasonable  times  samples  of  any 
discharge  or  emission  of  pollutants. 

e.  to  enter  at  reasonable  times  and  utilize  any  photographic, 
recording,  testing,  monitoring  or  other  equipment  for  the 
purpose  of  preserving,  testing,  monitoring,  or  recording 
any  activity,  discharge,  or  emission  authorized  by  this 
permit. 

5.  The  issuance  of  this  permit: 

a.  shall  not  be  considered  as  in  any  manner  affecting  the  title 
of  the  premises  upon  which  the  permitted  facilities  are  to 
be  located; 

b.  does  not  release  the  permittee  from  any  liability  far 
damage  to  person  or  property  caused  by  or  resulting  from 
the  construction,  maintenance,  or  operation  of  the  proposed 
facilities; 

c.  does  not  release  the  permittee  from  compliance  with  other 
applicable  statutes  and  regulations  of  the  United  States, 
of  the  State  of  Illinois,  or  with  applicable  local  laws, 
ordinances  and  regulations; 

d.  does  not  take  into  consideration  or  attest  to  the  structural 
stability  of  any  units  or  parts  of  the  project; 

e.  in  no  manner  implies  or  suggests  that  the  Agency  (or  its 
officers,  agents  or  employees}  assumes  any  liability,  directly 
or  indirectly,  for  any  loss  due  to  damage,  installation, 
maintenance,  or  operation  of  the  proposed  equipment  or 

faci 1 ity, 

6.  Unless  a  joint  construction/operation  permit  has  been  issued,  a 
permit  for  operating  shall  be  obtained  from  the  Agency  before  the 
facility    or    equipment  covered   by   this   permit   is   placed  into 
operation. 

7.  These  standard  conditions  shall  prevail  unless  modified  by  special 
conditions* 

8.  The  Agency  may  file  a  compliant  with  the  Board  for  modification, 
suspension  or  revocation  of  a  permit: 

a.  upon  discovery  that  the  permit  application  contained 
misrepresentations,  misinformation  or  false  statements 
or  that  all  relevant  facts  were  not  disclosed;  or 

b.  upon  finding  that  any  standard  or  special  conditions  have 
been  violated;  or 

c.  upon  any  violation  of  the  Environmental  Protection  Act  or 
any  Rule  or  Regulation  effective  thereunder  as  a  result 

of  the  construction  or  development  authorized  by  this  permit. 
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a.  Date  that  each  load  1s  sent  off-site; 

b.  Waste  name; 

c.  Name,  location  and  IEPA  identification  number  of  the  facility  which 
will  receive  the  waste; 

d.  Number  of  the  manifest  under  which  the  waste  is  to  be  shipped; 

e.  Volume  of  waste  to  be  shipped; 

f.  Disposition  of  the  waste  (disposal,  treatment,  reclamation). 

9.  The  information  required  to  be  placed  in  the  operating  record  by 
Conditions  7  and  8  above  shall  be  made  available  to  the  Agency  upon 
written  or  verbal  request. 

10.  The  facility  is  subject  to  the  following  annual  reporting  requirements: 

a.  For  hazardous  waste  shipped  off-site  to  a  treatment,  storage  or 
disposal  site,  the  permittee  must  submit  an  annual  report,  in 
compliance  with  35  Illinois  Administrative  Code  722.141,  to  the 
Agency  by  March  1st  for  the  previous  calendar  year.    This  report 
shall  be  submitted  on  forms  provided  by  the  Agency. 

b.  For  hazardous  waste  received  from  off-site,  the  permittee  must  submit 
an  annual  report,  in  compliance  with  35  111.  Adm.  Code  724.175,  to 
the  Agency  by  March  1st  for  the  previous  calendar  year.    This  report 
shall  be  submitted  on  forms  provided  by  the  Agency. 

c.  For  nonhazardous  special  waste  received  from  off-site,  the  permittee 
must  submit  an  annual  report,  in  compliance  with  Public  Act  87-131,- 
to  the  Agency  by  February  1st  for  the  previous  calendar  year. 

11.  During  each  calendar  year  at  least  75%  of  the  material  received  shall  be 
treated  for  recovery  or  transferred  to  a  different  site  for  recovery.  The 
following  records  shall  be  kept  to  document  that  the  materials  are  not 
accumulated  speculatively  and  a  eopy'shall  be  sent  to  this  Agency  by 
February  15th  of  each  year: 

a.  Records  showing  the  volume  of  materials  stored  at  the,  beginning  of 
each  calendar  year; 

b.  The  amount  of  the  materials  generated  or  received  during  the  Calendar 
year;  and 

c.  The  amount  of  materials  remaining  at  the  end  of  each  calendar  year. 

12.  Any  modifications  to  the  facility  shall  be  subject  of  an  application  or 
supplemental  permit  for  site  modification  submitted  to  this  Agency, 
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13.  Permittee  shall  notify  the  Agency  of  any  changes  from  the  information 
submitted  to  the  Agency  in  its  application  for  a  development  and  operati 
permit  for  this  site.    Permittee  shall  notify  the  Agency  of  any  changes 
the  names  or  addresses  of  both  the  beneficial  and  legal  titleholders  to 
the  herein  permitted  site.    Such  notification  shall  be  made  in  writing 
within  15  days  of  such  change  and  shall  include  the  name  or  names  of  any 
party  and  Interest  and  the  addresses  and  their  place  of  abode;  or,  if  a 
corporation,  the  name  and  address  of  its  registered  agent. 

All  certification,  logs,  or  reports  which  are  submitted  to  the  Agency  by  the 
permittee  should  be  mailed  to  the  following  address: 

Illinois  Environmental  Protection  Agency 

Planning  and  Reporting  Section 

Bureau  of  Land  --  #24 

2200  Churchill  Road 

Post  Office  Box  19276 

Springfield,  Illinois  62794-9276 

Within  35  days  after  the  notification  of  the  final  permit  decision  the 
applicant  may  petition  for  a  hearing  before  the  Illinois  Pollution  Control 
Board  to  contest  the  decision  of  the  Agency,  however,  the  35-day  period  for 
petitioning  for  a  hearing  may  be  extended  for  a  period  of  time  not  to  exceed 
90  days  by  written  notice  provided  to  the  Board  from  the  applicant  and  the 
Agency  within  the  35-day  initial  appeal  period. 

Sincerely,  * 


bcc:    Bureau  File 

Maywood  Region 
FOS  (Churchill) 
Ted  Dragovich 
Mary  Rentsch 


Edwin  C.  Bakowski,  P.E. 
Manager,  Permit  Section 
Bureau  of  Land 
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PRECIOUS  METALS  DIVISION  —  REFINERS  OF  GOLD,  SIJ-VEK  AND  PLATINUM  GROUP  IVIETAJjS 


August  29,  1995 

VIA  FEDERAL  EXPRESS 
State  of  Illinois 

Environmental  Protection  Agency 
Permit  Section 

Division  of  Land  Pollution  Control 
2200  Churchill  Road 
Springfield,  IL  62794-9276 

Re:      Site  3 16005887 

.     Operating  Permit  19?7-1 1-QP 

Dear  Sir  or  Madam: 

The  enclosed  application  is  submitted  in  request  to  add  D009  (mercury)  to  the  following  generic 
waste  streams  currently  listed  in  our  operating  permit: 

1 .  Waste  from  electroplating  operations. 

2.  Waste  from  data  processing  and  semi-conductor  manufacturers. 

3.  Waste  from  jewelers  and  precious  metal  processors, 

Please  note  that  on  February  9, 1 995  the  agency  approved  an  application  to  add  this  waste  stream 
to  our  operating  permit  The  correct  waste  stream  code  number  was,  however,  inadvertently  reported 
and  omitted  by  the  agency  from  the  issued  permit. 

Respectfully,  \  fyj 

^George  T.  PhUlips 
Vice  President 

Human  Resources  and  Regulatory  Affairs 

GTP/sss' 
Enclosure(s) 
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SITE  NO, 


0316005$?/? 


CITY  :  CHICAGO 

FEY I EWER  : 

OA-SECT-  : 

GAU-PEV  : 

^A£TE  TYPE  :  Y 

MA I  LHP  : 

WAIVER  ; 
YOTIPY  IHT'A- 
YC\.   A?SYT?.  SUBM'T: 

SITING  APP'D:  NA 
NOTIFY  WPC: 
NOTIFY  CMS:  Y 
NOTIFY"  DOT  : 
MOT I FY  COT2ER. : 
9RE-OP  HEHO  SENT; 


'OiOYZSTC : 


A.  LOG  IN  PROCESSSEP  0  8  I9SS5);         PERMIT  EXPIRATION: 

B.  TO  GAU  REVIEWER    :(b> 

0.  GAU  PYE'/IYY         '    '       ■  : " '■ 

P.  -GAU  ME?*u  TO  EY    ...  7 

V; .  TO  OV  PYP/BWYP  -  ' c  ■ 

£/i  REVT  :  ""' 

sw  ^oa-y-:  review        .  . 

.-' .  POrr'T  PTCJEIO"1" 

1.  00KPLFT71YE3S  OTP  YEM7 


GAU  \   £W  .  -,  (TECH 

DRAFT 
REVIEW  HOP. 
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DUE  SEPTEMBER  29,  1995 


STATE  PERMIT  LOG  NO.   :  1995-314 

NAME  :  SIPI  METALS  CORP 
OWNER  :  GEORGE  T.  PHILLIPS 


STATUS 
SITE  NO. 


0316005S87 


COUNTY 

permit  type 
facility  type 
received 
final  action 


COOK 
SUP 

STPR-GEN 
95/03/30 


CLOSURE  PLAN  SUBM'T 
REG.  POLL .  CONTROL 
NOTIFY  APC 
CROPA 

NOTIFY  LOCAL  OFFICIALS 
NOTIFY  AGRI 
NOTIFY  DELEGATED  COUNTY 


Y 
Y 


CITY  :  CHICAGO 


DUE:  95/11/28 


REVIEWER 
GA-REQ'D 
GAU-REV 
WASTE  TYPE 
MAILED 


H 


NOTIFY  FWS 
NOTIFY  ENF 
NOTIFY  FOS 
NOTIFY  ISGS 
NOTIFY  DENR 


WAIVER  : 
NOTIFY  IHPA 
FINAN.  ASSUR.  SUBM'T 
SITING  AFP'D 
NOTIFY  WPC 

Y  NOTIFY  CMS 

Y  NOTIFY- DOT 
NOTIFY  CONSER. 

PRE-OP  MEMO  SENT 


COMMENTS 


A.  LOG  IN  PROCESS$EF  0  8  13855):  PERMIT  EXPIRATION: 


E.  TO  GAU  REVIEWER  :(5) 

C.  GAU  REVIEW   :(7) 

D.  GAU  MEMO  TO  SW   :(2) 

E.  TO  SW  REVIEWER   :(5) 

■F.  SW  REVIEW   :(7) 

G.  SW  MANAGER  REVIEW   :(2) 

H.  JOINT  DECISION   :(2) 

I.  COMPLETENESS  LTR  SENT   _:(7) 

j.  GAU  &  SW   :(TECH.  MTG.) 

K.  DRAFT   ,  .: 

L.  REVIEW  MGR   ,   : 


REVIEW  NOTES 

a.  Intro  to  Project  —  Site  name,  location,  brief  description  of  submittal 

b.  Pertinent  Site  History 

c.  Summary/ Review /Evaluat ion  of  Submittal 

d.  Identification  of  Final  Action  to  be  Taken 

e.  Discussion  of  Final  Action,  Including  Discussion  of  Final  Letter 
STATUS : 


RECEIVED 
RECEIVED 
RECEIVED 
RECEIVED 


30  DAY  DUE 
30  DAY  DUE 
30  DAY  DUE 
30  DAY  DUE 


MAILED 
MAILED 
MAILED 
MAILED 


DECISION 
DECISION 
DECISION 
DECISION 
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-  COMPLIANCE  UNIT  EVALUATION 
'  THERE  ARE  NO  OUTSTANDING  RCRA  VIOLATIONS, 

SYSTEM. * 

OUTSTANDING  RCRA  VIOLATIONS . 
OUTSTANDING  SOLID  WASTE  VIOLATIONS 


VIOLATION 


EVALUATION 
DATE 


REVIEWER 


CIL 
DATE 


PECL 
DATE 


AWN 
DATE 


EDG 
DATE 


CURC'S  INITIALS 
DATE 

COMMENTS : 


♦THE  COMPLIANCE  UNIT  HAS  BEEN  TRACKING  SOLID  WASTE  ^«*™JJ§  |g55 
MARCH  1,    1991.     PLEASE  CONTACT  FOS  FOR  SOLID  WASTE  VIOUH 
THIS  DATE. 
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September  24,  1995 
Review  Notes  —  Mary  Rentsch 
Sipi  Metals  Corporation 
0316005887  --  Cook  County 
Permit  Log  No.  1995-314 
Permit  File 

The  application  is  to  add  the  D009  (Mercury)  waste  code  to  the  generic  permit. 
Review  of  LPC-PA1 

1 ,  Site  Identification  -  The  information  is  correct. 

2.  Completeness  Requirements- 


a. 

Public  Notice  Letters  -  OK 

b. 

Siting  Certification  -  NA 

c. 

Closure  Plan  -  NA 

d. 

Financial  Assurance  -  NA 

e. 

Prior  Conduct  Certification  -NA 

f. 

Land  Ownership  -  OK 

3.       Signatures  -  Document  is  signed  by  George  T.  Phillips  of  the  company. 

Modified  State  operating  permit  to  include  the  D009  (mercury)  waste  code.  This  waste 
stream  was  previously  approved  on  February  9,  1995,  however  the  waste  code  was  mislabeled 
as  lead. 


MER 


printed  01/27/201 1  8:15AM  by  Richard-Jordan  p.  271/746 


Illinois  Environmental  Protection  Agency    ■    P.O.  Box  19276,  Springfield,  IL  62794-9276 


General  Application  for  Penrit  (LPC-PAIJ 

This  form  must  be  used  for  any  application  for  permit  from  the  Division  of  Land  Pollution  Control,  except 
for  waste  stream  permits  and  permits  for  the  composting  of  landscape  waste  only.  Attach  any  necessary  plans, 
specifications,  reports,  etc.  to  fully  support  and  describe  the-  activities  or  modifications  being  proposed. 
If  necessary,  attach  sufficient  information  to  demonstrate  compliance  with  all  applicable  fiCRA  requirements. 


SITE  IDENTIFICATION 

Name;    Sipi  Metais  Corp. 


city:  Chicago 


SUe  #  (IEPA):  [LlLLILfl.ia.il 
County:       Cook  , — .  _ 


Existing  DE/OP  Permit  Nos.  {if  applicable): 

OWNER 

Kai!ie;  Sipi  Metals  Corp . 

Address: 


19B7-11-OP 


17  20  North  El st on  Avenue 
Chicago ,   Illinois  60622 


OPERATOR 


Contact  Mame:Geor9e  T.  Phillips 
Phone  #:  312-276-0070 


TYPE  SUBMISSION: 

Developmental 
Ope rati  ng 
Supplemental 
Permit  Transfer 
Name  Change 
Closure  ('Post  Closure 
Certification 


TYPE  FACILITY: 

Landfill 

Land  Treatment 

Transfer  Station 

Treatment 

Storage 

Incinerator 

Composting 

Recycling/Reel  amation 
Other 


TYPE  HASTE: 

 ^ _         General  Municipal  Refuse   

  Hazsrdous   

Special  (Non-Hazardous)   

  Demo  Debris  (ex.  putrescible)   

  Demo  Debris  (incl.  putrescible)   

  Used  Oil   

  Solvents  ,  ; 

X  Landscape/ Yard  Waste  _ 

_X   Other  {Specify  Precious  Metiajs,  .X 


DESCRIPTION  OF  PROJECT:  (Include  a  brief  narrative  description  here.) 

Application  to  acid  recyclable  materials  for  precious  metals  recovery, 
to  generic  waste  stream  permit.      


CDWLETENESS  REQUIREMENTS 

The  following  items  must  be  submitted  unless  they  are  either  not  required,  or  have  previously  been  approved. 
Any  items  marked  "N/A"  must  be  fully  explained.  For  example,  a  treatment  facility  may  indicate  "N/A"  far 
prior  -  conduct  certification  and  explain  that  certification  is  not  required  for  treatment  facilities.  Please 
refer  to  the  instructions  for  further  guidance. 


I.      Have  all  public  notice  letters  been  mailed  and  is  documentation  enclosed? 


Yes 


No 


N/A 


IL  Ml  IS" 
lcc  zsi  own 


.AUG  3  01995 


tlon  uAdar  III.  Rvv.  3»L,  1»7ft.  ChaniH  111  1/2 
SKtidfi  1(339.  OlscloturH  ot  lhl»  Infurniaiian  in 
f*)!"!'**  filler*  TO  4Q  h  m*v  Qf&i+fW  1*1  it 

form  from  t***ncj  mQiiiuid  and  could  msuii  in 
Vflu'  weMeatLan  being  a*ni«L  ThLi  term  h*i  lu^mn 
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Page  2 

Z. a.  ts  the  Siting  Certification  Form  (LPC-PA8)  completed  and  enclosed? 
b.  Is  siting  approval  currently  under  litigation? 

3.  Is  a  closure,  and  if  necessary  a  post  closure,  plan  covering  these 
activities  being  submitted,  or  has  one  already  been  approved? 
(Provide  permit  number  - ) 

4.  Are  financial  assurance  documents  being  submitted"! 

5.  Is  a  request  for  prior  conduct  certification  for  the  chief  operator 
being  submitted,  or  is  the  chief  operator  currently  certified? 

(Provide  0C  if   an<1  date  of 

certification  /  /  -) 

6.  a.  Is  land  ownership  held  In  beneficial  trust? 

b.  If  yes,  is  a  beneficial  trust  certification  form  (LPC-PA9)  completed 
and  enclosed? 

SIGNATURES 


Yes 
Ves 

Yes 
Yes 


Yes 
Yes 

Yes 


  No  N/A 

X    no  N/A 


HO 
NO 


X  N/A 


No  N/A 
Ho  N/A 


No 


fl/A 


All  applications  shall  be  signed  by  the  person  designated  belo*  or  by  a  duly  authorized  representative  of 

that  person: 

Corporation  -  By  a  principal  executive  Officer  of  at  least  the  level  of  vice-president. 
Partnership  or  Sole  Proprietorship  -  By  a  general  partner  or  the  proprietor,  respectively. 
Government  -  By  either  a  principal  executive  officer  or  a  ranking  elected  official. 

A  person  is  a  duly  authorized  representative  only  if:  - 

1.      the  authorization  is  lr.ade  in  writing  by  a  person  described  above;  and 

Z.      is  submitted  with  thls^p^licjXwrria^gyj^Sf" a  previously  submitted  authorization  can  be  used), 


Sired  in  this  Application  is  true  and  accurate  to  the  best  of  my 

08/29/95 


IDate")  * 
 (Date) 


 ' — WaZeT 

Engineer  Seal : 


I  hereby  affirm  that  af 
knowledge  and  belief. 

Owner  Signature: 
Title: 

Operator  Signature: 
Title: 

Engineer  Signature: 
Engineer  Name: 

Engineer  Address:  — —  

Engineer  Phone  No.:    ■   

All  information  submitted  as  part  of  the  Application  is  available  to  the  public  except  when  specifically 
designated  by  the  Applicant  to  be  treated  confidentially  as  a  trade  secret  or  secret  process  in  accordance 
with  Section  7(a)  of  the  Environmental  Protection  Act,  applicable  Rules  and  Regulations  of  the  Illinois 
Pollution  Control  Board  and  applicable  Agency  rules  and  guidelines. 

LWE:tk:5/lI/49-6( 10/25/35) 


n,,i[irl  an  Recycled  Paper 
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State  of  Illinois 

ENVIRONMENTAL  PROTECTION  AGENCY 


Mary  A.  Gade,  Director 


John  0' Mai  ley,  Esq 
County  Building 
118  North  ClarJcStreet 
Room  434 

Chicago,  1^60602 


'    '  2200  Churchill  Road,  Springfield,IL  62794-92^ 

NOTICE  OF  APPLICATION  FOR  PERMIT  TO  MANAGE  HASTE  (LPC-FA1S) 

Oate:  August  29,  1995 


To  Elected  Officiati  and  Concerned  Citizens: 

The  purpose  of  this  notice  is  to  inforn  you  that  a  permit  application  has  been  submitted  to  the 
IEPA,  OWiiion  of  Land  Pollution  Control,  for  a  soHd  waste  project  described  below.     Yau  are  not 
obligated  to  respond  to  this  notice,  however,   if  you  have  any  comments,  please  submit  the"  in 
writing  to  the  address  below,  or  call  the  Permit  Section  at  2I7/78Z-676Z.  within  twenty-one  (21) 
days. 

Illinois  Environmental  Protection  Agency 
Ferwit  Section,  Division  of  Land  Pollution  Control  (#33) 
2200  Churchill  Road,  Post  Office  Box  19276 
Springfield.  Illinois  62794-927S 

The  permit  application,  which  is  identified  below,   is  for  a  project  described  at  the  bottom  of 
this  page. 


SITE  IDENTIFICATION 
Sit*  H»x:     5IPI  METALS  CORP. 
Address:     1720  North  Flsfnn  AvpniiP 
City:     Chiron.   Tl  fiflfi??  


TYPE  PERMIT  SUBMISSION: 


Development 
Operating 
Suppl ementat 
Transfer 
Nawe  Change 
Waste  Stream 


TYPE  FACILITY: 

Landfill 

Land  Treatment 

Transfer  Station 

Treatment  facility 

Storage 

Incinera tor 

Composting 

Recycling/Reclamation 
Other 


Site  #  (IEPA>: 


0316005887 


County: 


SPOIL 


TYPF  WASTE: 


General  Municipal  Refuse 
Hazardous 

Special  (Non-Hazardous) 

Deno  Debris  { f** .  putresci  bl  e) 

Demo  Debris  (inci.  putrescible} 

Used  Oil 

Sol  vents 

land scape /Yard  Waste 

Other  (Specify   __) 


DESCRIPTION  OF  PROJECT:    {Tsr  multiple  waste  stream  applications,  See  reverse  side.) 

Application  to  ad<j  rffvi-lahlp  m±&r±als  to  gpnprir  wastf  stream  permit., 


AUG  3  o  1995 
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Date: 


Various 


Histe  Stream  Identification 


Waste  Class 
Hazardous/ 
Hon -Hazardous 


Precious  metal,  secondary  material  from 
electroplating  operations,  data  processing 
and  semi-conductor  fflfg. 

Precious  p^tal  nrnq?**rir*, .  „  :  


Hazardous  an* 
non-hazardau1 


5. 


7. 


9. 


10. 


11. 
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State  of  Illinois  " 

ENVIRONMENTAL  PROTECTION  AGENCY 


Mary  A.  Gade,  Director 


2200  Churchill  Road,  Springfield,  IL  62794-92: 


NOTICE  OF  AFFUCATIOM  FOR  PERMIT  TO  tVMAGZ  WASTE  (UPC -PAIS) 


Cecil  lue-Hing,  D.SC,  P.E. 
Director,  Research  &  DeveTopment 
District  of  Greater  CMcago 
100  East  ERie  Stre&t 
Chicago-,  IL  606M 


Date:      August  29,-1995 


To  Elected  Officials  and  Concerned  Citizens: 

The  purpose  of  this  notice  is  to  inform  you  that  a  permit  application  das  been  submitted  to  the 
IEPA,  Division  of  Land  Pollution  Control,   for  a  solid  waste  project  described  beiow.     You  Are  ngt 
obligated  to  respond  to  this  notice,  however,    if  you  have  any  comments,  pleas*  submit  them  in 
writing  to  the  address  below,  or  call  the  Permit  Section  at  217/782-6762,  within  twenty-one  (21) 
days. 

Illinois  Environmental   Protection  Agency 
Permit  Section,  □{vision  of  Land  Pollution  Control  (£33) 
2200  Churchill  Road,  Post  OfFice  Box  19276 
Springfield,  Illinois  GZ794-9276 

The  permit  application,  which  is  identified  below,  is  for  a  project  described  at  the  bottom  of 
this  page. 


SITE  IDENTIFICATION 
Site  Name:     SIPI  METALS  CORP. 
Address:     1720  North  El^t.nn  AvpmiP 
city:     Chicago,  IL  60622 


SUa*  (IEPA):  0316005887 
COOK 


County: 


TYPE  PTBHIT  SUBHI55IOH: 

Development   

Operating   

. Supplemental   

Transfer 

Name  Change   

Waste  Stream 


TYPE  FACILITY: 

Landfill 

Land  Treatment 

Transfer  Station 

Treatment  Facility 

Storage 

Incinerator 

Cowposting 

Hecycl i no/Reclamation 
Other 


TTPE  WASTE: 

General  Muni  ci  pal  Refuse 
Hazardous 

Special  (Non-Hazardous > 

Demo  Debris  (ex.  putrescihle) 

Demo  Debris  (inci.  putrescible) 

Used  Oil 

Solvents 

Land  scape /Yard  Waste 

Other  {Specify   J 


DESCRIPTION  Of  PttWECT:    (For  multiple  waste  stream  applications,  see  reverse  aid*-) 

Application  t.n  arid  rjecjtclahle  D^feriaXs  to  geflanLc  stream  nprrm't 


m  3  o  ms 
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Date: 


Generator  Name 


Waste  Stream  Identification 
Generic  Hamg  


Waste  Class 
Hazardous/ 
Hon-Hazardous 


Various 


Precious  metal,  secondary  material  from 
'electroplating  operations,  data  processing 
and  semi -conductor  mfg.  .  , 

Pr-ar-jnlK    mptal  nmCBSSOrS.  


Hazardous  and 
non  hazardous 


10. 
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State  of  Illinois 

ENVIRONMENTAL  PROTECTION  AGENCY 


Mary  A.  Cade,  Director 


Mr,  Dave  Qrr 

Clerk  of  the  County 

Cook  County 

118  North  CJark  Street 

Room  434 

Chicago,    II  60602 


2200  Churchill  Road,  Springfield,  It  62794-9276 
NOTICE  OF  APPLICATION  FOR  PERMIT  TO  MANAGE  WASTE  (LPC-PA16) 


Oate: 


August  29,-  -1995 


To  Elected  Officials  and  Concerned  Citizens; 

The  purpose  of  this  notice  is  to  inform  you  that  A  permit  application  has  been  submitted  to  the 
IEPA,  Division  of  .(.and  Pollution  Control,  for  a  solid  waste  project  described  below.     /ou  are  not 
obligated  to  respond  to  this  notice,  however,  if  you  have  any  comments,  please  submit  than  in 
writing  to  the  address  below,  or  call  the  Permit  Section  at  217/782-6762,  within  twenty-one  (21) 
days. 

Illinois  Environmental  Protecti on  Agency 
Permit  Section.  Division  of  Land  Pollution  Control  (#33) 
2200  Churchill  Road,  Post  Office  6qx  19276 
Springfield,  Illinois  6Z794-9Z76 

The  permit  application,  which  is  identified  below,  is  for  a  project  described  at  the  bottom  of 
this  page. 


SITE  IDENTIFICATION 
Site  Name:     STPT  MFTfll  S  CORP. 
Address:   1770  Mflcth  Flston  .Avenue 
city:    Chicago,  IL  60622 


Sit,  #  (iepa):  0316005887 
County:   COOK 


TYPE  PERMIT  SUBMISSION! 


Development 
Operating 
Supplemental 
Transfer 
Name  Change 
Waste  Strean 


TYPE  FACILITY: 

Landfill 

Land  Treatment 

Transfer  Station 

Treatment  Facility 

Storage 

Incinerator 

Compost i  ng 

Recycl  i rig/Reel  amatiort 
Other 


TYPE  WASTE: 

General  Muni cipal  Refuse 
Hazardous 

Special  (Mon— Hazardous) 

Demo  Debris  (ex.  putreseiblel 

Demo  Debris  (incl.  putrescible) 

Used  Oil 

Solvents 

Landscape/Yard  Waste 

Other  (Specify   ) 


DESCRIPTION  OF  PROJECT:    (For  multiple  waste  stream  applications,  see  reverse  side.) 

Application  tn  add  vpr.vrlahle  materials  to  generic  waste  stream  pprmit. 
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Date: 


Waste  Class 


Uuu  Stream  Identification  uHa"urd°"!/ 
fabric  Name  .Hon-Hanrdow 


.  Generator  Nan*  ,  -  ~i    TTTZ^Z  material  Hazardous  and  non 

l. 


Precious  metal,  secondary  material               Hazardous  ana  non- 
from  electroplating  operations,  data  na«ruuus 
processing  and  semi-conductor  mfg.  


Various  Prpri-n.,c Ratals  pror^"1"* 


3. 


4. 


5. 


6. 


7. 


a. 


9. 


10. 
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State  of  Illinois 

ENVIRONMENTAL  PROTECTION  AGENCY 


Mary  A.  Gade,  Director  '  2200  Churchill  Road,  Springfield,  IL  62794-9271 

NOTICE  OF  APPLICATION  FOR  PERMIT  TO  MANAGE  WASTE  (LPC-PA16) 


Honorable  Rod  R 
2810  West  Ful 
Chicago,  I 


gaievich 
Avenue 


Date: 


■August  29 ,-  1995 


To  Elected  Officials  and  Concerned  Citizens:. 

The  purpose  of  this  notice  is  to  inform  you  that  a  permit  application  has  been  submitted  to  the 
IEPA.  Oivision  of  Land  Pollution  Control,  for  a  solid  waste  project  described  below.     You  are  not 
obligated  to  respond  to  this  notice,  however,  if  you  have  any  comments,  please  submit  them  in 
writing  to  the  address  below,  or  call  the  Permit  Section  at  Z17/78Z-67S2.  within  twenty-one  (21) 
days . 

Illinois  Envi ronmentai  Protection  Agency 
Permit  Section,  Division  of  Land  Pollution  Control  (#33) 
2200  Churchill  Road,  Post  Office  Box  19Z76 
Springfield,  Illinois  6Z794-9Z76 

The  permit  application,  which  is  identified  below,  is  for  a  project  described  at  the  bottom  of 
this  page. 


SITE  IDENTIFICATION 

Site  Na-e:    SIPI  METALS  CORP.  ' 

Address:  1720  North  E]$tan  Avenue 
City:        Chicago.  IL  60622 


Site  #  ( IEPA) 


0316005887 


County; 


COOK 


TYPE  PFBHIT  SUBMISSION: 


Deve ) gpmen t 
Operati  ng 
Supp] emental 
Transfer 
Name  Change 
Waste  5tre*m 


TYPE  FACILITY: 

Landfi 1 1 

Land  Treatment 

Transfer  Station 

Treatment  Faci I > ty 

Storage 

Incinerator 

Compos ti ng 

Recycling/Reclamation 
Other 


TYPf  WASTE: 

General  Municipal  Refuse 
Hazardous 

Special  (Non-Haiardous) 

QenO  Debris  (ex.  putrescible> 

Demo  Debris  (incl.  putreseible) 

Used  Oil 

Solvents 

Landscape/Yard  Waste 

Other  (Specify  ) 


DESCRIPTION  OF  PROJECT:    (For  multiple  waste  stream  applications,  see  reverse  side.) 


Applicaiton  to  add  recyclable  materials  to  oeneri c  yfa^tp-  stream  p^nnit. 


01995 
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Date: 


Waste  CUss 
Hazardous/ 


Haste  Stream  Identification  non- Hazardous 

 generic  Hame  —  * 

Generator  name,  Precious  metal",  secondary  material  from  Hazardous  and 

electroplating  operations,  data  processing  non-hazardous 


and  semi-conductor  mfg 
Various  Precious  n^tai  groc^sjm 


2. 


6, 


10. 
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State  of  Illinois 

ENVIRONMENTAL  PROTECTION  AGENCY 

Mary  A.  Gade,  Director  >'  2200  Churchill  Road,  Springfield,  IL  62794-92', 

NOTICE  OF  APPLICATION  FOR  PERHIT  TO  MANAGE  WASTE  (IPC-PA76) 

Honorable  Miguel  DeL-Atellego 

3507  West  North  AjWruie       "  Bate:  August  29,  1395 

Chicago,  II  60547 


To  Elected  Officials  and  Concerned  Citizens; 

The-  purpose  of  this  notice  is  to  inforw  yov  that  a  permit  application  has  been  submitted  to  the 
tEPA,  Division  of  Land  Pollution  Control,  for  *  solid  waste  project  described  below.    You  are  not 
obligated  to  respond  to  this  notice,  however,  if  you  have  any  comments,  please  submit  then  in 
writing  In  the  address  below,  or  call  tf>*  Permit  Section  at  217/7SZ-676Z,  within  twenty-one  (21) 
days. 

Illinois  Environmental  Protection  Agency 
Perait  Section,  Division  of  Land  Pollution  Control  (£33) 
Z2DO  Churchill  Road.  Post  Office  6oa  19276 
Springfield,  Illinois  62791-9276 

The  pewit  application,  which  is  identified  below,  is  for  a  project  described  at  the  bottom  of 
this  page. 


SITE  IDENTIFICATION 
Site  Ha.*:    SIPI  METALS  CORP..  _ 
Address:    1720  North  Elst.on  Avenue 
City:  Chicago.  II  6pfj7? 


sit.  *  (iepa):  rmfinnsaa? 


County: 


cook 


TYPE  PERMIT  SOBKISSIOW: 

Development  ' 

Operating   

Suppl emental   

Transfer   

Name  Change   

Waste  Stream 


TYPE  FACILITY: 

Land  f i 1 1 

Land  Treatment 

Transfer  Station 

Treatoent  Faci  1 i  ty 

Storage 

Incinerator 

CoMpost  ing 

Recycl ing/fteclamati on 
Other 


TYPE  HASTE : 

General  Municipal  Refuse 
Hazardous 

5peci  al  ( Non-Hazardous  > 

Demo  Debris  (ex.  putrescible) 

0mm  Debris  (incl-  putrescible) 

Used  011 

Solvents 

Landscape/ Yard  Waste 

Other  (Specify  } 


OESCmPTIOK  OF  PROJECT:    (For  multiple  waste  stream  applications,  see  reverse  side.) 

Application  to  add  recyclable  materials  to  generic  waste  stream  ppn"U 


AUG  ^  o  1995 
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Date: 

_ 

Mute  Stream  I ientifl cation 

Generic  Name   „  

Waste  Class 
Hazardous/  S 
Hon- Hazardous  ^ 

Generator  Name 

1. 

Various 

Precious  metal,  secondary  material  from 
electroplating  operations,  data  processing 
and  semi -conductor  info. 

Precious  metal  processfljcS  .  — 

Hazardous  and 
non-hazardous  S 

2. 

3. 

.  a. 

6. 

7. 

S. 

ID. 

irr 
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State  of  Illinois 

ENVIRONMENTAL  PROTECTION  AGENCY 


Mary  A.  Gade,  Director  2200  Churchill  Road,  Springfield,  IL  62794-92' 

NOTICE  OF  APPLICATION  FOR  PERMIT  TO  KAHAGE  WASTE  { LPC— PAIS) 

Mr.  Richard  Phelan  n        t  „     .  n^c 

County  Building  Date:    August  29,  1995 
118  North  Clark  Street 
Chicago,  IL  60602 


To  Elected  Officials  and  Concerned  Citizens: 

The  purpose  of  this  notice  is  to  inform  you  that  a  permit  application  has  been  submitted  to  the 
IEPA,  Division  of  Land  Pollution  Control,   for  a  solid  waste  project  described  below.     Yau  are  not 
obligated)  to  respond  to  this  notic*.  however,  if  you  have  any  comments,  please  submit  them  in 
writing  to  the  address  below,  or  call  the  Permit  Section  at  217/782-6762,  within  twenty-one  (21) 
days. 

Illinois  Environmental  Protection  Agency 
Pemit  Section,  Division  of  Land  Pollution  Control  (    33  } 
2200  Churchill  Road,  Post  Office  Bon  I9Z76 
Springfield,  Illinois  62794-9276 

The  permit  application,  which  is  identified  below,  is  for  a  project  described  at  the  bottom  of 
this  page. 


SITE  IDENTIFICATION 

Site  Name:     SIPI  METALS  CORP. 

Address:  1720  North  Elston  Avenue 
cu,:    Chicago.  IL  60622  


site  #>  (iepa):  mifinnc;aa7 


County: 


COOK 


TYPE  PEM1IT  SUBMISSION: 


Devel  opnMnt 
Operating 
Suppl omental 
Transfer 
Heme  Change 
Waste  Stream 


TYPf  FACILITY: 

Landfill 

Land  Treatment 

Transfer  Station 

Treatment  Facility 

Storage 

[nci  iterator 

Composting 

Reeyel ing/Recl amati on 
Other 


TTTE  WATTE: 

General  Municipal  Refuse 
Hazardous 

Special  { Non-Hazardous ) 

Oemo  Debris  (ex.  putrescible) 

Oemq  Debris  (inel.  putrwcible) 

Used  Oil 

Solvents 

Landscape/Yard  Waste 

Oth«r  (Specify  .  ) 


— 


OeSCRIrTIOH  OF  PtOJECT:    (For  lailtipl*  waste  stream  applications,  see  revers*  side.) 

Application  to  add  recyclable  materials  to  generic  waste  stream  pprmit. 


MS  3  0  199$ 
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Date: 


Generator  Haroe 


Waste  Stream  Identification 
Generic. Name  


Various 


Precious  metal,  secondary  material  from 
electroplating  operations,  data  processing 
and  semi-conductor  mfg. 

Prpr.ious  metal  prnf'p';'::rtT's •  


Waste  Class 
Hazardous/ 
Hen-Hazardous 

Hazardous  and 
non-hazardous. 


3. 


5. 


3. 


10. 


ITT 
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State  of  Illinois 


ENVIRONMENTAL  PROTECTION  AGENCY 


February  9,  1995 


SIPI  Metals  Corporation 
1720  Elston  Avenue 
Chicago,  Illinois  60622 

Re:  0316005887  --  Cook  County 
SIPI  Metals  Corporation 
ILD00512H39 

Permit  File  ^ 
Gentlemen: 

The  Agency  has  recently  changed  the  procedures  for  authorizing  the  acceptance 
of  waste  streams.    In  response  to  your  application,  the  Agency  has  modified 
your  operating  permit  to  allow  acceptance  of  waste  streams  on  a  generic 
basis.    As  a  result,  the  renewal  of  existing  waste  stream  permits  or  the 
submittal  of  an  application  for  a  new  waste  stream  will  no  longer  be 
necessary.    Your  permit  now  authorizes  you  to  accept  all  wastes  you  are 
currently  permitted  to  receive,  without  further  Agency  approval.    Wastes  may 
only  be  accepted  on  a  tnultistop  basis  if  specifically  authorized  in  your 
permit. 

Please  read  the  revised  permit  carefully.    New  conditions  have  been'  added 
which  require  you  to  conduct  analysis  for  the  same  parameters  and  at  the  same 
frequency  previously  required  to  obtain  a  waste  stream  permit.    If  you  have 
any  questions,  please  contact  Ron  Harmon  at  217/524-3300. 


Mary  A,  Gade,  Director 


2200  Churchill  Road,  Springfield,  IL  62794-9276 


217/524-3300 


Sincerely, 


HarTy^A.  Chappel ,  P.E. 
Hazardous  Waste  Branch  Manager 
Permit  Section,  Bureau  of  Land 


HAC:RAH/mls/sp55X/l 


AUG  3  o  1995 
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State  of  Illinois 

ENVIRONMENTAL  PROTECTION  AGENCY 


Mary  A,  Gade,  Director 
217/524-3300 


February  9,  199$ 


SIPI  Metals  Corporation 
1720  Elston  Avenue 
Chicago,  Illinois  60622 

Re:  0316005887  —  Cook  County 
SIPI  Metals  Corporation 
ILDQ05121439 
Permit  No.  1987-11-OP 

Log  No.  1994-542  (1993-509,  1993-169,  1992-212,  1987-130) 
Permit  File 

Gentlemen: 

Permit  is  hereby  granted  to  SIPI  Metals  Corporation  to  operate  a  site  ta 
store,  transfer  and/or  treat  waste  for  the  recovery  of  precious  metals  only  at 
1720  Elston  Avenue,  Chicago,.  Illinois.  "**"*" 

Final  plans,  specifications,  application  and  supporting  documents  as  submitted 
and  approved  shall  constitute  part-of  this  permit  and  are  identified  on  the 
records  of  the  Illinois  Environmental  Protection  Agency,  Bureau  of  Land  by  the 
permit  number(s)  and  log  number(s)  designated  in  the  heading  above. 

The  permit  is  issued  subject  to  the  standard  conditions  attached  hereto  and 
incorporated  herein  by  reference,  and  further  subject  to  the  following  special 
conditions: 

1.  All  material  accepted  under  this  operating  permit  shall  be  stored  and/or 
treated  for  recovery  of  precious  metals  only. 

2.  The  facility  is  authorised  to  receive  the  following  waste: 

a.  Waste  from  electroplating  operations  including  spent  plating, 
stripping  and  cleaning  bath  solutions  and  wastewater  treatment 
sludges  (F001,  F002,  F003,  F004,  F0O5,  F0Q6 ,  F007 ,  F008,  F009,  D001, 
D002,  0003,  D004,  D006,  D007,  D00S,  0010  and  DQ11)  that  contain 
precious  metals. 

b.  Waste  from  data  processing  and  semi-conductor  manufacturers  (DQQ2, 
D003,  D004,  D006,  D007,  0008,  0010  and  D011)  that  contain  precious 
metals. 

c.  Waste  from  jewelers  and  precious  metal  processors  (F001,  F002,  F003, 
F004,  F005,  0001,  DQ06,  D007,  D008,  D01Q,  D011). 


>    "I,. 

2200  Churchill  Road,  Springfield,,  IL  61794-9276 
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d.     Waste  from  film  processors  (D008,  D011). 

3.  The  permittee  is  authorized  to  accept  the  wastes  identified  in  Condition  2 
provided  the  generator  complies  with  the  following  requirements: 

a.  The  waste  is  delivered  by  an  Illinois  licensed  special  waste  hauler 
or  an  exempt  hauler  as  defined  in  35  111.  Adm.  Code  809.211;  and 

b.  The  waste  is  accompanied  by  a  manifest,  if  required. 

The  permittee  shall  insure  that  each  manifest  which  terminates  at  this 
facility  has  the  supplemental  permit  identification  number  87-011 -L 
identified  on  the  manifest. 

4.  All  materials  received  at  this  site  for  recovery  shall  be  transported  to 
the  facility  using  the  Agency's  supplemental  or  generic  permit  system  and 
manifest  system. 

5.  Special  wastes  generated  at  the  facility  for  treatment,  storage  or 
disposal,  elsewhere  shall  be  transported  to  the  receiving  facility 
utilizing  the  Agency's  Supplemental  Permit  and  Manifest  System. 

6.  An  analysis  of  each  waste  stream  accepted  from  each  generator  shall  be 
maintained  on  site  as  part  of  the  facility's  operating  record.  This 
information  shall  be  made  available  to  the  Agency  upon  written  or  verbal 
request . 

7.  The  following  information  shall  be  documented  in  the  operating  record  of 
this  facility  regarding  each  load  of  waste  received  under  this 
supplemental  permit: 

a.  Date  that  the  load  is  received; 

b.  Generic  waste  stream  authorization  number  and  manifest  number 
associated  with  the  load  of  waste; 

c.  Waste  name; 

d.  Generator  name,  location  and  IEPA  identification  numbers; 


e.  Volume  of  waste  received; 

f.  A  description  of  how  the  waste  was  managed  at  the  facility  (e.g., 
stored  in  the  original  container,  bulked  in  a  transport  tanker  or 
container,  etc.); 

g.  An  identification  of  the  location  of  the  waste  with  in  the  facility. 

The  following  information  shall  be  documented  in  the  operating  record- of 
this  facility  regarding  each  load  of  waste  shipped  off-site  for  disposal, 
treatment  or  reclamation: 
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a.  Date  that  each  load  is  sent  off-site; 

b.  Waste  name; 

c.  Name,  location  and  IEPA  identification  number  of  the  facility  which 
will  receive  the  waste; 

d.  Number  of  the  manifest  under  which  the  waste  i s  to  be  shipped; 

e.  Volume  of  waste  to  be  shipped; 

f.  Disposition  of  the  waste  (disposal,  treatment,  reclamation). 

9.  The  information  required  to  be  placed  in  the  operating  record  by 
Conditions  7  and  8  above  shall  be  made  available  to  the  Agency  upon 
written  or  verbal  request. 

10.  The  facility  is  subject  to  the  following  annual  reporting  requirements: 

a.  For  hazardous  waste  shipped  off-site  to  a  treatment,  storage  or 
disposal  site,  the  permittee  must  submit  an  annual  report,  in 
compliance  with  35  Illinois  Administrative  Code  722.141,  to  the 
Agency  by  March  1st  for  the  previous  calendar  year.    This  report 
shall  be  submitted  on  forms  provided  by  the  Agency. 

b.  For  hazardous  waste  received  from  off-site,  the  permittee  must  submit 
an  annual  report,  in  compliance  with  35  111.  Adm.  Code  724.175,  to 
the  Agency  by  March  1st  for  the  previous  calendar  year.    This  report 
shall  be  submitted  on  forms  provided  by  the  Agency. 

c.  For  nonhazardous  special  waste  received  from  off-site,  the  permittee 
must  submit  an  annual  report,  in  compl iance . with  Public  Act  87-131, 
to  the  Agency  by  February' 1st  for  the  previous  calendar  year. 

11.  During  each  calendar  year  at  least  75%  of  the  material  received  shall  be 
treated  for  recovery  or  transferred  to  a  different  site  for  recovery.  The 
following  records  shall  be  kept  to  document  that  the  materials  are  not 
accumulated  specul ati vely  and  a  copy  shall  be  sent  to  this  Agency  by 
February  15th  of  each  year; 

a.  Records  showing  the  volume  of  materials  stored  at  the  beginning  of 
each  calendar  year; 

b.  The  amount  of  the  materials  generated  or  received  during  the  calendar 
year;  and 

c.  The  amount  of  materials  remaining  at  the  end  of  each  calendar  year. 

12.  Any  modifications  to  the  facility  shall  be  subject  of  an  application  or 
supplemental  permit  for  site  modification  submitted  to  this  Agency, 
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13.  Permittee  shall  notify  the  Agency  of  any  changes  from  the  information 

submitted  to  the  Agency  in  its  application  for  a  development  and  operating 
permit  for  this  site.    Permittee  shall  notify  the  Agency  of  any  changes  in 
the  .names  or  addresses  of  both  the  beneficial  and  legal  titleholders  to 
the  herein  permitted  site.    Such  notification  shall  be  made  in  writing 
within  15  days  of  such  change  and  shall  include  the  name  or  names  of  any 
party  and  interest  and  the  addresses  and  their  place  of  abode;  or,  if  a 
corporation,  the  name  and  address  of  its  registered  agent. 

All  certification,  logs,  or  reports  which  are  submitted  to  the  Agency  by  the 
permittee  should  be  mailed  to  the  following  address: 


Illinois  Environmental  Protection  Agency 

Planning  and  Reporting  Section 

Bureau  of  Land  --  #24 

2200  Churchill  Road 

Post  Office  Box  19276 

Springfield,  Illinois  62794-9276 


Sincerely 


tWry  A.  Chappel ,  P.E. 
Hazardous  Waste  Branch  Manager 
Permit  Section,  Bureau  of  Land 
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MATERIAL  DESCRIPTION 
RCRA  CODES: 

D006 
D007 
DOO^ 

DOIO 


Cadmium 
Chromium 
Mercury 
Selenium 


GENERIC  MATERIALS: 


* 

* 

* 


battariea  containing  precious  metals  - 

electronic  components  containing  precious  metals. 

sludges  containing  precious  metals. 

printed  circuit  boards  containing  precious  metals, 
rags  and  wipes  containing  precious  metals . 
slags  containing  precious  metals. 


CHEMICAL  COMPOSITION:     f  estimated  ) 


Gold 

varies, 

trace 

to  10% 

Silver 

varies  T 

trace 

to  60% 

Palladium 

varies , 

trace 

to  30% 

Platinum 

varies , 

trace 

to  75% 

Cadmium 

varies  7 

0%  to 

15% 

Chromium 

varies , 

0%  to 

15% 

Mercury 

varies , 

0%  to 

99.9% 

Selenium 

varie3 

0%  to 

15% 

AUG  3  0 1995 

PERMITS  EC  VfO; 
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State  of  Illinois  \ 

ENVIRONMENTAL  PROTECTION  AGENCY 

i. 

Mary  A.  Gade,  Director  ^^ST^CS^  (o\  S  2200  01111011111  Road'  sPrinSfield' IL  62794-9276 

217/524-3300 


February  9,  1995 


SIPI  Metals  Corporation 
1720  Elston  Avenue 
Chicago,  Illinois  60622 

Re:  0316005887  --  Cook  County 
SIPI  Metals  Corporation 
ILD005121439 
Permit  File 

Gentlemen: 


The  Agency  has  recently  changed  the  procedures  for  authorizing  the  acceptance 
of  waste  streams.    In  response  to  your  application,  the  Agency  has  modified 
your  operating  permit  to  allow  acceptance  of  waste  streams  on  a  generic 
basis.    As  a  result,  the  renewal  of  existing  waste  stream  permits  or  the 
submittal  of  an  application  for  a  new  waste  stream  will  no  longer  be 
necessary.    Your  permit  now  authorizes  you  to  accept  all  wastes  you  are 
currently  permitted  to  receive,  without  further  Agency  approval.    Wastes  may 
only  be  accepted  on  a  multistop  basis  if  specifically  authorized  in  your 
permit . 

Please  read  the  revised  permit  carefully.    New  conditions  have  been  added 
which  require  you  to  conduct  analysis  for  the  same  parameters  and  at  the  same 
frequency  previously  required  to  obtain  a  waste  stream  permit.    If  you  have  " 
any  questions,  please  contact  Ron  Harmon  at  217/524-3300. 

Sincerely, 

^HarTy^A.  Chappel,  P.E. 

Hazardous  Waste  Branch  Manager 
Permit  Section,  Bureau  of  Land 

HAC:RAH/mls/sp55X/l 

bcc:    Bureau  File 

Maywood  Region 
FOS  (Churchill) 
Ted  Dragovich 
Ron  Harmon 


Friattd  ee  Recycled  Hper 
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State  of  Illinois 

ENVIRONMENTAL  PROTECTION  AGENCY* 


Mary  A.  Gade,  Director  2200  Churchill  Road,  Springfield,  IL  61794-9276 

217/524-3300 


February  9,  1995 


SIPI  Metals  Corporation 
1720  El ston  Avenue 
Chicago,  Illinois  60622 

Re:  0316005887       Cook  County 
SIPI  Metals  Corporation 
ILDO05121439 
Permit  No.  1987-11-0P 

Log  No.  1994-542  (1993-509,  1993-169,  1992-212,  1987-130) 
Permit  File 

Gentlemen: 

Permit  is  hereby  granted  to  SIPI  Metals  Corporation  to  operate  a  site  to 
store,  transfer  and/or  treat  waste  for  the  recovery  of  precious  metals  onl y  at 
1720  Elston  Avenue,  Chicago,  Illinois. 

Final  plans,  specifications,  application  and  supporting  documents  as  submitted 
and  approved  shall  constitute  part  of  this  permit  and  are  identified  on  the 
records  of  the  Illinois  Environmental  Protection  Agency,  Bureau  of  Land  by  the 
permit  number(s)  and  log  number{s)  designated  in  the  heading  above. 

The  permit  is  issued  subject  to  the  standard  conditions  attached  hereto  and 
incorporated  herein  by  reference,  and  further  subject  to  the  following  special 
conditions: 

1,  All  material  accepted  under  this  operating  permit  shall  be  stored  and/or 
treated  for  recovery  of  precious  metals  onl v. 

2.  The  facility  is  authorized  to  receive  the  following  waste: 

a.  Waste  from  electroplating  operations  including  spent  plating, 
stripping  and  cleaning  bath  solutions  and  wastewater  treatment 
sludges  (F0D1,  F002,  F003,  F004,  F005,  FO06,  F007 ,  F008,  F009,  D001, 
0002,  D003,  D0041  D006,  D007,  D008,  0010  and  0011)  that  contain 
precious  metals. 

b.  Waste  from  data  processing  and  semi-conductor  manufacturers  (D002, 
D003,  0004,  D006,  D007,  D008,  D010  and  DQJ1)  that  contain  precious 
metals. 

c.  Waste  from  jewelers  and  precious  metal  processors  (F001,  FQQ2,  F003, 
F004,  F005,  D001,  D006,  D007,  D008,  D010,  D0I1). 


fritted  on  tecyzlti  tiper 
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d.     Waste  from  film  processors  (D008,  D011). 

3.  The  permittee  is  authorized  to  accept  the  wastes  identified  in  Condition  2 
provided  the  generator  complies  with  the  following  requirements: 

a.  The  waste  is  delivered  by  an  Illinois  licensed  special  waste  hauler 
or  an  exempt  hauler  as  defined  in  35  111.  Adm.  Code  809.211;  and 

b.  The  waste  is.  accompanied  by  a  manifest,  if  required. 

The  permittee  shall  insure  that  each  manifest  which  terminates  at  this 
facility  has  the  supplemental  permit  identification  number  87-011  - L 
identified,  on  the  manifest. 

4.  All  materials  received  at  this  site  for  recovery  shall  be  transported  to 
the  facility  using  the  Agency's  supplemental  or  generic  permit  system 'and 
manifest  system,  ~- ■■ . . 

5.  Special  wastes  generated  at  the  facility  for  treatment,  storage  or 
disposal,  elsewhere  shall  be  transported  .to  the  receiving  facility 
utilizing  the  Agency' s  Suppl emental  Permit  and  Manifest  System. 

6.  An  analysis  of  each  waste  stream  accepted  from  each  generator  shall  be 
maintained  on  site  as  part  of  the  facility's  operating  record.  This 
information  shall  be  made  available  to  the  Agency  upon  written  or  verbal 
request. 

7.  The  following  information  shall  be  documented  in  the  operating  record  of 
this  facility  regarding  each  load  of  waste  received  under  this 
supplemental  permit: 

a.  *  Date  that  the  load  is  received; 

b.  Generic  waste  stream  authorization  number  and  manifest  number 
associated  with  the  load  of  waste; 

c .  Waste  name; 

d.  Generator  name,  location  and  IEPA  identification  numbers; 

e.  Volume1  of  waste  received; 

f.  A  description  of  how  the  waste  was  managed  at  the  facility  (e.g., 
stored  in  the  original  container,  bulked  in  a  transport  tanker  or 
container,  etc.); 

g.  An  identification  of  the  location  of  the  waste  with  in  the  facility. 

8.  The  following  information  shall  be  documented  in  the  operating  record  of 
this  facility  regarding  each  load  of  waste  shipped  off-site  for  disposal, 
treatment  or  reclamation: 
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a.  Date  that  each  load  is  sent  off-site; 

b.  Waste  name; 

c.  Name,  location  and  IEPA  identification  number  of  the  facility  which 
will  receive  the  waste; 

d.  Number  of  the  manifest  under  which  the  waste  is  ta  be  shipped; 

e.  Volume  of  waste  to  be  shipped; 

f.  Disposition  of  the  waste  (disposal,  treatment,  reclamation). 

9.  The  information  required  to  be  placed  in  the  operating. record  by 
Conditions  7  and  8  above  shall  be  made  available  to  the  Agency  upon 
written  or  verbal  request. 

10.  The  facility  is  subject  to  the  following  annual  reporting  requirements: 

a.  For  hazardous  waste  shipped  off-site  to  a  treatment,  storage  or 
disposal  site,  the  permittee  must  submit  an  annual  report,  in 
compliance  with  35  Illinois  Administrative  Code  722.141,  to  the 
Agency  by  March  1st  for  the  previous  calendar  year.    This  report 
shall  be  submitted  on  forms  provided  by  the  Agency. 

b.  For  hazardous  waste  received  from  off-site,  the  permittee  must  submit 
an  annual  report,  in  compliance  with  35  111.  Adm.  Code  724.175,- to 
the  Agency  by  March  1st  for  the  previous  calendar  year.    This  report 
shall  be  submitted  on  forms  provided  by  the  Agency. 

c.  ^  For  nonhazardous  special  waste  received  from  off-site,  the  permittee 

must  submit  an  annual  report,  in  compliance  with  Public  Act  87-131, 
to  the  Agency  by  February  1st  for  the  previous  calendar  year. 

11.  During  each  calendar  year  at  least  75%  of  the  material  received  shall  be 
treated  for  recovery  or  transferred  to  a  different  site  for  recovery.  The 
following  records  shall  be  kept  to  document  that  the  materials  are  not 
accumulated  speculatively  and  a  copy  shall  be  sent  to  this  Agency  by 
February  15th  of  each  year: 

a.  Records  showing  the  volume  of  materials  stored  at  the  beginning  of 
each  cal endar  year; 

b.  The  amount  of  the  materials  generated  or  received  during  the  calendar 
year;  and 

c.  Tne  amount  of  materials  remaining  at  the  end  of  each  calendar  year. 

12.  Any  modifications  to  the  facility  shall  be  subject  of  an  application  or 
supplemental  permit  for  site  modification  submitted  to  this  Agency. 
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13.  Permittee  shall  notify  the  Agency  of  any  changes  from  the  information 

submitted  to  the  Agency  in  its  application  for  a  development  and  operating 
permit  for  this  site.    Permittee  shall  notify  the  Agency  of  any  changes  in 
the  names  or  addresses  of  both  the  beneficial  and  legal  titleholders  to 
the  herein  permitted  site.    Such  notification  shall  be  made  in  writing 
within  15  days  of  such  change  and  shall  include  the  name  or  names  of  any 
party  and  interest  and  the  addresses  and  their  place  of  abode;  or,  if  a 
corporation,  the  name  and  address  of  its  registered  agent. 

All  certification,  logs,  or  reports  which  are  submitted  to  the  Agency  by  the 
permittee  should  be  mailed  to  the  following  address: 


Illinois  Environmental  Protection' Agency 

Planning  and  Reporting  Section 

Bureau  of  Land  --  #24 

2200  Churchill  Road 

Post  Office  Box  1927S 

Springfield,  .Illinois  62794-9276 


f&prf  A.  Chappel ,  P.E. 
Hazardous  Waste  Branch  Manager 
Permit  Section,  Bureau  of  Land 
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STANDARD  CONDITIONS  FOR  CONSTRUCT  ION/ DEVELOPMENT  PERMITS 
ISSUED  BY  THE  ILLINOIS  ENVIRONMENTAL  PROTECTION  AGENCY 

July  1,  1979 

The  1 11 i nois  Envi ronmental  Protection  Act  ( 111 inois  Revi sed  Statutes , 
Chapter  111-1/2,  "Section  1039)  grants  the  Environmental.  Protection  Agency 
authority  to  impose  conditions  on  permits  which  it  issues. 

These  standard  conditions  shall  apply  to  all  permits  which  the. Agency 
issues  for  construction  or  development  projects  which  require  permits 
under  the  Divisions  of  Water  Pollution  Control ,  Air  Pollution  Control , 
Pub! i  c  Water  Suppl ies ,  and  Land  and  Noise  Pol lution  Control .  Special 
conditions  may  also  be  imposed  by  the  separate  divisions  in  addition 
to  these  standard  conditions. 

1.  Unless  this  permit  has  been  extended  or  it  has  been  voided  by  a 
newely  issued  permit,  this  permit  will  expire  two  years  after  date 
of  issuance  unless  construction  or  development  on  this  project-  has 
started  on  or  prior  to  that  date. 

2.  The  construction  or  development  of  facilities  covered  by  this  permit 
shall  be  done  in  compliance  with  applicable  provisions  of  Federal 
laws  and  regulations,  the  Illinois  Environmental  Protection  Act, 

and  Rules  and  Regulations  adopted  by  the  lllinos  Pollution  Control 
Board . 

3.  There  shall  be  no  deviations  from  the  approved  plans  and  specifi- 
cations unless   a  written  request  for  modification  of  the  project, 
along  with  plans    and   specifications   as  required,  shall   have  been 
submitted  to  the  Agency  and  a  supplemental  written  permit  issued. 

4.  The  permittee  shall  allow  any  agent  duly  authorized  by  the  Agency 
upon  the  presentation  of  credentials: 

> 

a.  to  enter  at  reasonable  times  the  permittee's  premises 
where  actual  or  potential  effluent,  emission  or  noise 
sources  are  located  or  where  any  activity  is  to  be  con- 
ducted pursuant  to  this  permit. 

b.  to  have  access  to  and  copy  at  reasonable  times  any 
records  required  to  be  kept  under  the  terms  and  con- 
ditions of  this  permit. 

c.  to  inspect  at  reasonable  times,  including  during 
any  hours  of  operation  of  equipment  constructed  or 
operated  under  this  permit,  such  equipment  or  monitoring 
methodology  or  equipment  required  to  be  kept,  used*  operated, 
calibrated  and  maintained  under  this  permit. 
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d.  to  obtain  and  remove  at  reasonable  times  samples  of  any 
  discharge  or  emission  of  pollutants. 

e.  to  enter  at  reasonable  times  and  utilize  any  photographic, 
recording,  testing,  monitoring,  or  other  equipment  for  the 
purpose  of  preserving,  testing,  monitoring,  or  recording 
any  activity,  discharge,  or  emission  authorized  by  this 
permit. 

5.  The  issuance  of  this  permit: 

a.  shall  not  be  considered  as  in  any  manner  affecting  the  title 
of  the  premises  upon  which  the  permitted  facilities  are  to 
be  located; 

b.  does  not  release  the  permittee  from  any  liability  for 
damage  to  person  or  property  caused  by  or  resulting  from 
the  construction,  maintenance,  or  operation  of  the  proposed 
facilities; 

c.  does  not  release  the  permittee  from  compliance  with  other 
applicable  statutes  and  regulations  of  the  United  States, 
of  the  State  of  Illinois,  or  with  applicable  local  laws, 
ordinances  and  regulations; 

d.  does  not  take  into  consideration  or  attest  to  the  structural 
stability  of  any  units  or  parts  of  the  project; 

e.  in  no  manner  implies  or  suggests  that  the  Agency  (or  its 
officers,  agents  or  employees)  assumes  any  liability,  directly 
or  indirectly,  for  any  loss  due  to  damage,  installation, 
maintenance,  or  operation  of' the  proposed  equipment  or 
facility. 

6.  ^Unless  a  joint  construction/operation  permit  has  been  issued,  a 

permit  for  operating  shall  be  obtained  from  the  Agency  before  the 
facility    or    equipment   covered   by   this   permit   is   placed  into 
operation. 

7.  These  standard  conditions  shall  prevail  unless  modified  by  special 
conditions. 

8.  The  Agency  may  file  a  compliant  with  the  Board  for  modification, 
suspension  or  revocation  of  a  permit: 

a.  upon  discovery  that  the  permit  application  contained 
misrepresentations,  misinformation  or  false  statements 
or  that  all  relevant  facts  were  not  disclosed;  or 

b.  upon  finding  that  any  standard  or  special  conditions  have 
been  violated;  or 

c.  upon  any  violation  of  the  Environmental  Protection  Act  or 
any  Rule  or  Regulation  effective  thereunder  as  a  result 

of  the  construction  or  development  authorized  by  this  permit. 

MLK:dh/17 
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■STATE  PERMIT  LOG  NO.    :  1994-542 

NAME  :  SIPI  METALS  CORP 

OWNER  :  SIPI  METALS  CORP 

'  COUNTY  :  COOK 

PERMIT  TYPE  :  SUP 

FACILITY  TYPE  :  STPR 

RECEIVED  :  94/11/16      DUE:  95/02/14 

FINAL  ACTION  :  ISSUED 


STATUS 
SITE  NO. 


I 


0316005887 
CITY  :  CHICAGO 


REVIEWER 
GA-REQ'D 
GAU-REV 
WASTE  TYPE 
MAILED 


RAH 


NH 

95/02/09 


CLOSURE  PLAN  SUBM'T: 
REG.  POLL.  CONTROL: 
NOTIFY  APC: 
CROPA: 

NOTIFY  LOCAL  OFFICIALS: 
NOTIFY  AGRI: 
NOTIFY  DELEGATED  COUNTY: 


NOTIFY  PWS: 
NOTIFY  ENF: 
NOTIFY  FOS: 
NOTIFY  ISGS: 
NOTIFY  DENR: 


WAIVER  : 
NOTIFY  IHPA: 
FINAN.  ASSUR.  SUBM'T: 
SITING  APP'D: 
NOTIFY  WPC: 

Y  .   NOTIFY  CMS: 

Y  NOTIFY  DOT  : 
NOTIFY  CONSER- : 

PRE -OP  MEMO  SENT: 


NA 


COMMENTS : ' 


A.  LOG  IN  PROCESS 

B.  TO  GAU  REVIEWER 

C.  GAU  REVIEW 

D.  GAU  MEMO  TO  SW 

E.  TO  SW  REVIEWER 

F.  SW  REVIEW 

G.  SW  MANAGER  REVIEW 

H.  JOINT  DECISION 

I.  COMPLETENESS  LTR  SENT 
J.  GAU  &  SW 
K.  DRAFT 
L.  REVIEW  MGR 


(5) 
(5) 
(V 
(2) 
(5) 
(7) 
(2) 
(2) 

m 

(TECH. 


PERMIT  EXPIRATION: 


MTG.  ) 


REVIEW  NOTES 

a.  Intro  to  Project  —  Site  name,   location,  brief  description  of  submittal 

b.  Pertinent  Site  History 

c.  Summary/Review/Evaluation  of  Submittal 

d.  Identification  of  Final  Action  to  be  Taken 

e.  Discussion  of  Final  Action,  Including  Discussion  of  Final  Letter 
STATUS: 


RECEIVED 
RECEIVED 
RECEIVED 
RECEIVED 


30  DAY  DUE 
30  DAY  DUE 
30  DAY  DUE 
30  DAY  DUE 


MAILED 
MAILED 
MAILED 
MAILED 


DECISION 
DECISION 
DECISION 
DECISION 
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STATE  PERMIT  LOG  NO.   :  1994-542 

NAME  :   SIPI  METALS  CORP 

OWNER  :  SIPI  METALS  CORP 

COUNTY  :  COOK 

PERMIT  TYPE  :  SUP 

FACILITY  TYPE  :  STPR 

RECEIVED  :  94/11/16      DUE:  95/02/14 

FINAL  ACTION  : 


STATUS 
SITE  NO. 


REVIEWER 
GA-REQ'D 
GAU-REV 
WASTE  TYPE 
MAILED 


03160O5S87 


CITY  :  CHICAGO 


m 


CLOSURE  PLAN  SUBM'T: 
REG.  POLL.  CONTROL: 
NOTIFY  APC: 
CROPA: 

■  NOTIFY  LOCAL  OFFICIALS: 
NOTIFY  AGRI : 
NOTIFY  DELEGATED  COUNTY: 


NOTIFY  PWS: 
NOTIFY  ENF:  Y 


NOTIFY  FOS: 
NOTIFY  ISGS: 
NOTIFY  DENR: 


Y 


WAIVER  : 
NOTIFY  IHPA: 
FINAN.  ASSUR.  SUBM'T: 
SITING  APP'D: 
.   NOTIFY  WPC:. 

NOTIFY  CMS; 
NOTIFY  DOT  : 
NOTIFY  CONSER. : 
PRE-OP  MEMO  SENT: 


NA 


COMMENTS : 


A,  LOG  IN  PROCES^^  jj  ^  1^1(5?  PERMIT  EXPIRATION: 


B.  TO  GAU  REVIEWER   :  (5) 

C\  GAU  REVIEW   :(7) 

D .  GAU  MEMO  TO  SW  _____ :  ( 2 ) 

E.  TO  SW  REVIEWER  ; (5) 

F.  SW  REVIEW   :{7) 

G.  SW  MANAGER  REVIEW   :  (2) 

FI.  JOINT  DECISION                    ; (2) 

I.     COMPLETENESS  LTR  SENT   :(7) 

J.  GAU  &  SW                     : (TECH.  MTG.) 

K.  DRAFT   .   : 

L .  REVIEW  MGR  ,   : 


REVIEW  NOTES 

a.  Intro  to  Project  —  Site  name,   location,  brief  description  of  submittal 

b.  Pertinent  Site  History 

c.  Suramary/Review/Evaluation  of  Submittal 

d.  Identification  of  Final  Action  to  be  Taken 

e.  Discussion  of  Final  Action.  Including  Discussion  of  Final  Letter 
STATUS: 


RECEIVED: 
RECEIVED: 
RECEIVED.: 
RECEIVED: 


.10  DAY  DUE: 
30  DAY  DUE: 
30  DAY  DUE: 
30  DAY  DUE: 


MAILED 
MAILED 
MAILED 
MAT LED 


DECISION: 
DECISION: 
DECISION: 
DECISION: 
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STATE  PERMIT  LOG  NO.   :  1994-542 

NAME  :  SIPI  METALS  CORP 
OWNER  :  SIPI  METALS  CORP 


COUNTY  :  COOK 

PERMIT  TYPE  :  SUP 

FACILITY  TYPE  :  STPR 

RECEIVED  :  94/11/16 


."Due  \d-br<\H 


DUE:  95/02/14 


FINAL  ACTION  : 

CLOSURE  PLAN  SUBM'T: 
REG-  POLL.  CONTROL: 
NOTIFY  APC: 
CROP A: 

NOTIFY  LOCAL  OFFICIALS; 

NOTIFY  AGRIi 
NOTIFY  DELEGATED  COUNTY: 

COMMENTS 


NOTIFY  PWS: 
NOTIFY  ENF: 
NOTIFY  FOS: 
NOTIFY  ISGS: 
NOTIFY  DENR: 


STATUS 
SITE  NO. 


0316005887 


CITY  :  CHICAGO 


REVIEWER 
GA-REQ'D 
GAU-REV 
WASTE  TYPE 
MAILED 


NH 


WAIVER  : 
NOTIFY  IKPA: 
FINAN.  ASSUR.  SUBM'T: 
SITING  APP'D: 
NOTIFY  WPC: 
NOTIFY  CMS: 
NOTIFY  DOT  : 
-NOTIFY  CONSER. : 
PRE-OP  MEMO  SENT: 


NA 


A.  LOG  IN  PRQCES^QV  \  \  ^^(51  PERMIT  EXPIRATION: 


B.  TO  GAU  REVIEWER  : (5) 

C.  GAU  REVIEW   :(7) 

D-  GAU  MEMO  TO  SW   :{2) 

E.  TO  SW  REVIEWER   :(S) 

F.  SW  REVIEW   _=(7) 

G.  SW  MANAGER  REVIEW   :  (2) 

H.  JOINT  DECISION  : (2) 

I.  COMPLETENESS  LTR  SENT   :(7) 

J.  GAU  &  SW   ;:  (TECH.  MTG. ) 

K.  DRAFT   ,   : 

L.  REVIEW  MGR   ,   : 


REVIEW  NOTES 

a.  Intro  to  Project  —  Site  name,  location,  brief  description  of  submittal 

b.  Pertinent  Site  History 

c.  Summary/Review/Evaluation  of  Submittal 

d.  Identification  of  Final  Action  to  be  Taken 

e.  Discussion  of  Final  Action,  Including  Discussion  of  Final  Letter 
STATUS: 


RECEIVED 
RECEIVED 
RECEIVED 
RECEIVED 


30  DAY  DUE 
30  DAY  DUE 
30  DAY  DUE 
30  DAY  DUE 


MAILED: 
MAILED: 
MAILED: 
MAILED: 


DECISION 
DECISION 
DECISION 
DECISION 
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J«HE3 

the: 

r 

•outstanding  rcra  VIOLATIONS. 
OUTSTANDING  SOLID  WASTE  VIOLATIONS.* 


COK?LIANC£  UNIT  EVALUATION 
■HERE  ARE  NO  OUTSTANDING  RCRA  VIOLATIONS. 
TOP  in*  KO  OUTSTANDING  SOLID  WASTE  VI O - 

S^fo* the^oSfliance  unit's  tracking 

iYSTEM.  * 


VIOLATION 


EVALUATION 
DATE 


REVIEWER 


"CIL  ] 
DATE 


PECL 
DATE 


AWN 
DATE 


CURC'S  INITIALS 
DATE 

COMMENTS : 


EDG 
DATE 


THIS  DATE. 
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STATE  PERMIT  LOG  NO.    :  1994-542 

NAME  :  SIP!  METALS  CORP 
OWNER  :  SIPI  METALS  CORP 


STATUS 
SITE  NO. 


0316005887 


COUNTY 
PERMIT  TYPE 
FACILITY  TYPE 
RECEIVED 
FINAL  ACTION 


COOK 
SUP 
STPR 
94/11/16 


DUE:  95/02/14 


CLOSURE  PLAN  SUBM'T: 
REG.  POLL.  CONTROL: 
NOTIFY  APC: 
CROP A: 

NOTIFY  LOCAL  OFFICIALS: 
NOTIFY  AGRI: 
NOTIFY  DELEGATED  COUNTY: 


NOTIFY  PWS: 
NOTIFY  ENF: 
NOTIFY  FOS; 
NOTIFY  ISGS: 
NOTIFY  DENR; 


CITY  :  CHICAGO 

REVIEWER  :  ^ 

GA-REQ'D  : 

GAU-REV  : 

WASTE  TYPE  :  NH 

MAILED  : 


WAIVER  ; 
NOTIFY  IHPA 
FINAN.  ASSUR.  SUBM'T 
SITING  APP'D 
NOTIFY  WPC 
NOTIFY  CMS 
NOTIFY  DOT 
NOTIFY  CONSER. 
PRE-OP  MEMO  SENT 


NA 


COMMENTS : 


Y 


A.  LOG  IN  PRQCEs^OV  %  1 

B.  TO  GAU  REVIEWER   

C.  GAU  REVIEW   

D.  GAU  MEMO  TO  SW   _ 

E.  TO  SW  REVIEWER   

F.  SW  REVIEW   

G.  SW  MANAGER  REVIEW   

H-  JOINT  DECISION   

I .     COMPLETENESS  LTR  SENT   

J-  GAU  &  SW   

K..  DRAFT  „  

L.  REVIEW  MGR   


RECEIVED 
BEQ  0  5  1994 
IEPA-DLPC 


(5) 
(5) 
(7) 
(2) 
(5) 
(7) 
(2) 
(2) 
(7) 

(TECH, 


PERMIT  EXPIRATION: 


MTG.  ) 


REVIEW  NOTES 

a-    Intro  to  Project  —  site  name,  location,  brief  description  of  submittal 

b.  Pertinent  Site  History 

c.  Summary /Review/Evaluation  of  Submittal 

d.  Identification  of  Final  Action  to  be  Taken 

e.  Discussion  of  Final  Action,  Including  Discussion  of  Final  Letter 
STATUS; 


RECEIVED 
RECEIVED 
RECEIVED 
RECEIVED 


30  DAY  DUE 
30  DAY  DUE 
30  DAY  DUE 
30  DAY  DUE 


MAILED 
MAILED 
MAILED 
MAILED 


DECISION 
DECISION 
DECISION 
DECISION 
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SUBJECT:     03 1 60058  87-Cook 
SIPI  Metals  Corp. 
PermitXdg  No.  1994-542 
Permit  File 

Reviewer:       Ron  Harmon 


Application  to  add  the  following  waste  codes  to  the  generic  permit  (Waste  stream  permit 
numbers  000188,  000189,  000190): 

D006,  D007,  D008,  and  DO  10 

Financial  Assurance  not  required  -  John  Taylor 
FOS  -  No  comments 

LPC-PA1  and  L  PC-PA  16  included  in  application 
Forms  have  all  original  signatures 


Modified  state  operating  permit  to  include  generic  permit. 

-Supplemental  permit  is  not  necessary  since  generic  is  included  in  operating  permit. 
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Illinois  Environmental  Protection  Agency    •'  P.O.  Box  19276,  Springfield,  IL  62794-9276 


general  Application  for  Pewit  (LPC-M1) 


This  form  mist  be  used  for  any  application  for  permit  from  the  Division  of  Land  Pollution  Control,  except 
for  waste  stream  permits  and  permits  for  the  composting  of  landscape  waste  only.  Attach  any  necessary  plans, 
specifications,  reports,  etc.  to  fully  support  and  describe  the-  activities  or  modifications  being  proposed. 
If  necessary,  attach  sufficient  Information  to  demonstrate  compliance  with  all  applicable  RCRA  requirements. 


SITE  IDENTIFICATION 

Name:    Sjjp-j   MPtal  C.nrp 


City:  Chiraoo 


Site  *  (IEPA): 
County:       _,  C.OQ_k_ 


o_3_  5_a_a_  J- 


Existlng  D.E/CP  Permit  Nos.  (if  applicable); 

OWNER 

Sipi  Metals  Corp.  


1987-11-OP 


OPERATOR 


Name: 
Address 


1720  Worth  Flsr.nn  Avenue 
Chicago,  Illinois  60622 


Contact  Name: 


Phone  #: 


TYPE  SUCTISSIW: 

Developmental 
Operating 
Supplemental 
Permit-Transfer 
Name  Change 
Closure/Post  Closure 
Certification 


TYPE  FACILITY.: 

Landfill 

Land  Treatment 

Transfer  Station 

Treatment 

Storage 

Incinerator 

Composting 

Recycling/Reclamation 
Other 


TYPE  MKSTE  : 

General  Municipal  Refuse   

Hazardous  j£  

Sped  al  ( Non-Hazardous )   

Demo  Debris  (ex.  putresdble)   

Oemo  Debris  (incl.  putresdble)   

Used  Oil   

Sol  vents  .   

Lands cape/ Yard  Waste 

Other  (Specify  Precious  MetaD  %  


DESCRIPTIOK  OF  PROJECT:  (Include  a  brief  narrative  description  here,) 
flppHraHrtn  tn  arH   rpryrlahl*  ^t.rhU    fnr  prPCinilS  mPTfllS    r?S,QY?.rY  tfl  flrTlfTif;  WftSte 

stream  permit.    ,   .  — 


COKPLETEHESS  REQUIREMENTS 


The  following  Items  wst  be  submitted  unless  they  ara  either  not  reaulred,  or  hav*  previously  been  approved. 

Anv  it-SSI's  iwirVMi  "ii/A"  n»i>t  \j~  lull;/  tx.il »?.. -..J.     fi:r  c:;?i,:;)V; .  6  treats-'-'    r-::;ty  tnjy  indicate  "K/f,"  f&; 

1  '.1  I    i.imtr..       «,«>  •  '  '  I   '  -  1  . .  - .    ■     ,  ^- 
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2. a.  Is  the  Siting  Certification  Form  (IPC-PA8)  completed  and  enclosed? 
b.  Is  siting  approval  currently  under  litigation? 

3. 


Yes 
Yes 

Yes 
Yes 


NO 
No 

.  "o 

No 


res 
Yes 

Yes 


  No 

X  No 

Ho 


X_  N/A 
  N/A 

}_  H/A 
X  N/A 

X  N/A 
  N/A 

(t/A 


is  a  closure,  and  If  necessary  a  post  closure,  plan  covering  these 
activities  being  submitted,  or  has  one  already  been  approved? 
(provide  permit  number 

4.  Are  financial  assurance  documents  being  submitted? 

5.  Is  a  request  for  prior  conduct  certification  for  the  chief  operator 
being  submitted,  or  1s  the  chief  operator  currently  certified? 

(Provide  OC  t  „  ___  and  d*te  of 

certification  /  /  ■> 

6.  a.  Is  land  ownership  held  in  beneficial  trust7 

h.  If  yes,  is  a  beneficial  trust  certification  form  (LPC-PA9)  completed 
and  enclosed? 

SIGNATURES 

AH  applications  shall  be  signed  by  the  per.cn  designated  belo*  or  by  a  duly  authorized  representative  of 
that  person: 

Corporation  -  By  a  principal  executive  officer  of  at  least  the  level  of  vice-president. 
Partnership  or  Sole  Proprietorship  -  By  a  general  partner  or  the  proprietor,  respectively. 
Government  -  By  either  a  principal  executive  officer  or  a  ranking  elected  official, 

A  person  is  a  duly  authorized  representative  only  if: 

1       the  authorization  is  made  In  writing  by  a  person  described  above;  and 

2.     is  submitted  with  this  application  {a  copy  of  a. previously  submitted  authorization  can  be  used). 

I  hereby  affirm  that  all  information  contained 
knowledge  and  bel ief. 

Owner  Signature: 
Title; 


Operator  Signature: 

Title: 
Engineer  Signature: 
Engineer  Name: 
Engineer  Address: 


S  Application  is  true  and  accurate  to  the  best  of  my 
t 


[Date) 


//-  t^-?4 

— L  [Bltef  


 TVS&T 

Engineer  Seal; 
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Illinois  Environmental  Protection  Agency   ■    P.O.  Box  19276,  Springfield,  IL  62794.9276 


General  Application  for  Permit  (LPC-PA1) 

This  form  must  be  used  for  any  application  for  permit  from  the  Division  of  Land  Pollution  Control,  except 
for  waste  stream  permits  and  permits  for  the  composting  of  landscape  waste  only.  Attach  any  necessary  plans, 
specifications,  reports,  etc,  to  fully  support  and  describe  the  activities  or  modifications  being  proposed. 
If  necessary,  attach  Sufficient  Information  to  demonstrate  compliance  with  all  applicable  RCRA  requirements. 


SITE  IDENTIFICATION 

Name:    Sipi   Mptal  rrvrji 


«ty:  Chicago 


Site  *  (lEPA)i 
County:  Cook 


[L3-.lLJlIia.Ll 


Existing  0E/0P  Permit  Hos.  (if  applicable):  1987-11-OP 

OWNER 


OPERATOR 


Name: 
Address: 


Si  pi*  Metals  Corp. 


1720  North  Elsf.nn  Avpwijp 


Chicago,  Illinois  60622 
(317)?7fi-0070  I  


Contact  Name: 


Phone  f: 


TYPE  SUBHISSIDH: 

Developmental 
Operating 
Supplemental 
Permit  Transfer 
Name  Change 
Closure/Post  Closure 
Certification 


TTPE  FACILITY: 

Landfill 

Land  Treatment 

Transfer  Station 

Treatment 

Storage 

Incinerator 

Composting 

Recycl ing/Reclamation 
Other 


TTPE  WASTE: 

General  Municipal  Refuse   

Hazardous  JC_ 
Special  (Non- Hazardous) 

Demo  Debris  (ex,  putrescible)   

Demo  Debris  (fncl.  putrescible)   

Used  Oil  _ 

Solvents   

Landscape/yard  Waste   

other  (Specify  Precious  Metal)  X 


DESCRIPTION  OF  PROJECT:  (Include  a  brief  narrative  description  here.) 
flnpliraf.ion  tQ  *HH  rpryrlahlp  ma±.eyia1=;  fnr  prpflinns  mPt.aK...reCQVer 
stream  permit.  


COMPLETENESS  REQUIREMENTS 


section 


The  following  items  must  be  submitted  unless  ttay  are  either  not  required,  or  have  previously  been  approved. 
Any  items  marked  "N/A"  must  be  fully  explained.  For  example,  a  treatment  facility  may  indicate  "N/A"  for 
prior  conduct  certification  and  explain  that  Certification  is  not  required  for  treatment  facilities.  Please 
refer  to  the  instructions  for  further  guidance. 


1.     Have  all  public  notice  letters  been  mailed  and  is  documentation  enclosed? 


Tes 


No 


N/A 


IPC  350  0W9O 


Tttta  Abhmv  i*  •wthorli^J  (g  rtquff*  [hn  Inform*, 
ilas  uihu>  III.  n«,  Sttl.  1S7B,  Chuw  in  1/1 
S*ct»n  103ft.  0(«>wu*»  of  (tit,  Intjtm.uo*  1, 
r*4uif40         laMur*  to  do  la  may  pr*vanr  cnii 
fo**n  tram  being  procMiad  «/kj  could  'a*u*t  In 
yw>  aC^l^Mtlan  Ming  dani«o,  fnii  icrti  h*,  b**n 
  fay  Ttw  Form,  ManatfvrTttrii  C  »' :  L4f , 
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2.  a.  Is  the  Siting  Certification  form  (LPC-PA8)  completed  and  enclosed? 
b.  Is  siting  approval  currently  under  litigation? 

3.  Is  a  closure,  and  if  necessary  a  post  closure,  plan  covering  these 
activities  being  submitted,  or  has  one  already  been  approved? 
(Provide  permit  number   . ) 

4.  Are  financial  assurance  documents  being  submitted? 

5.  [s  a  request  for  prior  conduct  certification  for  the  chief  operator 
being  submitted,  or  is  the  chief  operator  currently  certified? 

(Provide  OC  S   i  and  date  of 

certification  /  _  /    . ) 

6.  a.  Is  land  ownership  held  in  beneficial  trust7 

b.  If  yes,  is  a  beneficial  trust  certification  form  (LPC-PA9)  completed 
and  enclosed? 

5IGKATURES 


Yes 
Yes 

Yes 
Yes 


lfes 
Yes 

Yes 


No 
Mo 

No 
No 


No 
No 

NO 


X 


H/A 
N/A 

N/A 


H/A 
H/A 

H/A 


All  applications  shall  be  signed  by  the  person  designated  below  Or  by  a  duly  authorized  representative  of 
that  person: 

Corporation  -  By  a  principal  executive  officer  of  at  least  the  level  of  vice-president. 
Partnership  or  Sole  Proprietorship  -  By  a  general  partner  or  the  proprietor,  respectively. 
Government  -  By  either  a  principal  executive  officer  or  a  ranking  elected  official. 

A  person  is  a  duly  authored  representative  only  if: 

I.      the  authorization  is  made  in  writing  by  a  person  described  above;  and 

2*      is  submitted  with  this  application  (a  copy  of  a  previously  submitted  authorization  can  be  used). 


1  hereby  affirm  that  all  information  contained 
knowledge  and  belief. 

JVner  Signature: 
Title: 


S  Application  is  true  and  accurate  to  the  best  of  my 


 1  Date) 


Operator  Signature: 
Title: 

Engineer  Signature: 
Engineer  Name: 
Engineer  Address: 


(Date)" 


 rTJaTiT 

Engineer  Seal : 


Engineer  Phone  Ho.:  ■ 

All  information  submitted  as  part  of  the  Application  is  available  to  the  public  except  when  specifically 
designated  by  the  Applicant  to  be  treated  confidentially  as  a  trade  secret  or  secret  process  in  accordance 
with  Section  7(a)  of  the  Environmental  Protection  Act,  applicable  Rules  and  Regulations  of  the  Illinois 
Pollution  Control  Board  and  applicable  Agency  rules  and  guidelines. 

LHE:tk:5/l 1/49-6(10/25/89) 


Piinted  an  R«tycl«d 
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PRECIOUS  METALS  DIVISION  -  REFINERS  OF  GOLD,  SILVER  AND  PLATINUM  GROUP  METALS 


November  15,  1994 


VTA  FEDERAL  EXPRESS 


State  of  Illinois 

Environmental  Protection  Agency 
Permit  Section 

Division  of  Land  Pollution  Control 
2200  Churchill  Road 
Springfield,  Illinois  62794-9276 

Re:      SITE -3 16005887 


The  enclosed  application  is  submitted  in  request  to  add  certain  waste  codes  to  our  existing 
supplemental  and  generic  waste  stream  permit.  The  waste  codes  which  we  seek  authorization  to 
receive,  store,  and  recycle  are  secondary  materials  for  precious  metal  recovery  as  follows: 

USEPA  CODES:  D006,  Cadmium;  D007,  Chromium;  D008  Mercury;  and  D010  Selenium. 

We  request  that  these  codes  be  added  to  our  existing  Generic  Waste  Stream  Authorization  Numbers 
000188,  000189,  and  000190. 

Please  call  or  write  me  should  you  have  any  questions  or  require  additional  information  regarding  this 
request. 


Respectfully 


George  T.  Phillips 
Vice  President 
Regulatory  Affairs 


GTP/sss 
Enclosure(s) 


inn*** 


I7?0  EI.STON  AVENUE    *  CHICAGO,  ILLINOIS  60Q22-1579     •  TELEPHONE:  313/370-0070     •  FAX:  312/376-7014 
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SIPI  METALS  CORP      •      1730  ELSTON  AVENUE      «      CHICAGO,  ILLINOIS  60632-1579 


RCRA  CODES: 


D006 
D007 
D008 
D010 


MATERIAL  DESCRIPTION 

Cadmium 
Chromium 
Mercury 
Selenium 


GENERIC  MATERIALS: 


batteries  containing  precious  metals. 

electronic  components  containing  precious  metals. 

sludges  containing  precious  metals. 

printed  circuit  boards  containing  precious  metals. 

rags  and  wipes  containing  precious  metals 

slags  containing  precious  metals. 


CHEMICAL  COMPOSITION:  (estimated) 

Gold  varies,  trace  to  10% 

Silver  varies,  trace  to  60% 


Palladium 

Platinum 

Cadmium 

Chromium 

Mercury 

Selenium 


varies,  trace  to  30% 
varies,  trace  to  75% 
varies,  0%  to  15% 
varies,  0%  to  15% 
varies,  0%  to  99.9% 
varies,  0%  to  15% 
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State  of  Illinois 


ENVIRONMENTAL  PROTECTION  AGENCY 


217/524-3300 


August  27,  1987 

Revised:  December  10,  1993 


Sipi  Metals  Corporation 
1720  FJston  Avenue 
Chicago,  Illinois  60622 

Re:  0316005887       Cook  County 
Sipi  Metals  Corporation 
ILD005121439 

Permit  Number  1 987 - 1 1 -OP 

Supplemental  Permit  Number  1987-1 3 1 - SP 

Log  Number  1993-509  (1993-169,  1992-212,  1987-131) 

Expiration  Date:    August  18,  1997 

State  Permit  File 

. Gentlemen: 

Supplemental  Permit  Number  1987-13 1 -SP  is  hereby  issued  to  the 
above- referenced  facility  to  accept  the  following  precious  metal  bearing  USEPA 
hazardous  wastes  for  precious  metal  recovery/reclamation  on  a  generic  basis 
from  any  I  EPA  registered  generator: 

1.  Waste  from  electroplating  operations  including  spent  plating,  stripping 
and  cleaning  bath  solutions  and  wastewater  treatment  sludges  (F001,  F002, 
F003,  F004,  F0Q5,  F006,  F007,  F008,  F009/D001,  0002,  D003,  D004  and  D011J 
that  contain  precious  metals  under  Generi c  Waste  Stream  Authorization 
Number  000188. 

2.  Waste  from  data  processing  and  semi-conductor  manufacturers  (0002,  0003, 
0004,  DQ08  and  DO  1 1 )  that  contain  precious  metals  under  Generic  Waste 
Stream  Authorization  Number  000189. 

3.  Waste  from  jewelers  and  precious  metal  processors  (F001,  F002,  F003t  F004, 
F005,  D001,  D008,  0011)  under  Generic  Waste  Stream  Authorization  Number 


4.    Waste  from  film  processors  (D008,  D011)  under  Generic  Waste  Stream 
Authorization  Number  000191. 

Final  plans,  specifications,  application  and  supporting  documents  as  submitted 
and  approved  shall  constitute  part  of  this  permit  and  are  identified  on  the 
records  of  the  Illinois  Environmental  Protection  Agency,  Bureau  of  Land  by  the 
permit  number  and  log  numbers  designated  in  the  heading  above  and  referred  to 
hereafter  as  "the  approved  permit  application". 


Mary  A.  Gade,  Director 


2200  Churchill  Road,  Springfield,  It  62794-9276 


000190. 
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This  supplemental  permit  is  issued  subject  to  the  standard  conditions  attached 
hereto  and  incorporated  herein  by  reference,  and  further  subject  to  the 
following  special  conditions: 

1.  All  waste  accepted  under  this  generic  waste  stream  permit  shall  be  stored 
and/or  treated  for  precious  metal  recovery  only. 

2.  Special  wastes  received  at  the  facility  for  recovery  shall  be  transported 
to  the  facility  utilizing  the  Agency's  Supplemental  Permit  and  Manifest 
System. 

3.  Special  wastes  generated  at  the  facility  for  treatment,  storage  or 
disposal,  elsewhere  shall  be  transported  to  the  receiving  facility 
utilizing  the  Agency's  Supplemental  Permit  and  Manifest  System. 

4.  An  analysis  of  each  waste  stream  accepted  from  each  generator  shall  be 
mai  ntai  ned  on  site  as  part  of  the  facility's  operati  ng  record .    Thi  s 
information  shall  be  made  available  to  the  Agency  upon  written  or  verbal 
request. 

5.  The  following  information  shall  be  documented  in  the  operating  record  of 
this  facility  regarding  each  load  of  waste  received  under  this 

suppl emental  permit : 

a.  Date  that  the  load  is  received; 

b.  Generic  waste  stream  authorization  number  and  manifest  number 
associated  with  the  load  of  waste; 

c.  Waste  name; 

d.  Generator  name,  location  and  IEPA  identification  numbers; 

e.  Volume  of  waste  received; 

f.  A  description  of  how  the  waste  was  managed  at  the  facility  (e.g., 
stored  in  the  original  container,  bulked  in  a  transport  tanker  or 
container,  etc. ) ; 

g.  An  identification  of  the  location  of  the  waste  within  the  facility. 

6.  The  following  information  shall  be  documented  in  the  operating  record  of 
this  facility  regarding  each  load  of  waste  shipped  off-site  for  disposal, 
treatment  or  reclamation: 

a.  Date  that  each  load  is  sent  off-site; 

b.  Waste  name; 

c.  Name,  location  and  IEPA  identification  number  of  the  facility  which 
will  receive  the  waste; 
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8. 


d.  Waste  stream  authorization  number  under  which  the  waste  is  to  be 
received  at  the  off-site  facility  (if  the  waste  is  being  sent  to  a 
facil ity  in  111 inoi  s) ; 

e.  Number  of  the  manifest  under  which  the  waste  is  to  be  shipped; 

f.  Volume  of  waste  to  be  shipped; 

g.  Disposition  of  the  waste  (disposal,  treatment,  reclamation). 

The  information  required  to  be  placed  in  the  operating  record  by 

Conditions  5  and  6  above  shall  be  made  available  to  the  Agency  upon 
written  or  verbal  request. 

The  facility  is  subject  to  the  following  annual  reporting  requirements: 

a.  .  For  hazardous  waste  shipped  off-site  to  a  treatment,  storage  or 

disposal  site,  the  permittee  must  submit  an  annual  report,  in 
compliance  with  35  Illinois  Administrative  Code  (35  IAC)  722.141,  to 
the  Agency  by  March  1st  for  the  previous  calendar  year.    This  report 
shall  be  submitted  on  forms  provided  by  the  Agency. 

b.  For  hazardous  waste  received  from  off-site,  the  permittee  must  submit 
an  annual  report,  in  compliance  with  35  IAC  724.175,  to  the  Agency  by 
March  1st  for  the  previous  calendar  year.    This  report  shall  be 
submitted  on  forms  provided  by  the  Agency. 

c.  For  nonhazardous  special  waste  received  from  off-siteT  the  permittee 
must  submit  an  annual  report,  in  compliance  with  Public  Act  87-131, 
to  the  Agency  by  February  1st  for  the  previous  calendar  year. 

Any  request  for  renewal  of  this  permit  must  be  submitted  at  least  180  days 
prior  to  the  expiration  date  specified  in  the  heading  above  of  this 
supplemental  permit.    This  request  must  contain  sufficient  documentation 
to  demonstrate  compliance  with  the  terms  and  conditions  of  this 
supplemental  permit. 

pt  as  modified  above,  this  site  shall  be  operated  in  accordance  with  the 
s  and  conditions  of  Permit -Number  1987 -01 -OP . 

truly  yours, 


Lawrence  W.  Eastep,  P.E.,  Manager 
Permit  Section 

Division  of  Land  Pollution  Control 
8ureau  of  Land 


LWE:CLS:sf/sp/1018Y,2-4 
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State  of  Illinois 


ENVIRONMENTAL  PROTECTION  AGENCY 


December  10,  1993 


Sipi  Metals  Corporation 
1720  Elston  Avenue 
Chicago,  Illinois  60622 

Re:  0316005887  --  Cook  County 
Sipi  Metals  Corporation 
ILD005121439 

State  Permit  File  Log  1993-509 
Gentlemen: 

This  letter  is  to  inform  you  that  the  Agency  has  revised  your  supplemental 
permit  ( 1987- 131 -SP)  to  allow: 

1.    The  acceptance  of  additional  precious  metal  bearing  hazardous  wastes  for 
reclamation  on  a  generic  basis. 

It  is  important  to  note  that  all  of  the  compounds  that  may  be  accepted  under  a 
generic  permit  may  not  appear  on  the  permit  letter.    This  is  due  to  system 
constraints  that  are  currently  in  place.    The  listings  that  are  identified  in 
the  permit  (1987-131-SP)  are  the  comprehensive  listings  and  are  the  ones  used 
by  the  Agency. 

If  you  require  additional  information  in  this  matter,  please  contact  Clarence 
L.  Smith  of  my  staff  at  217/524-3300. 

Very  truly  yours, 


Lawrence  W.  Eastep,  P.E.,  Manager 
Permit  Section 

Division  of  Land  Pollution  Control 
Bureau  of  Land 

LWE:CLS:sf/sp/10l8Y,l 


Mary  A.  Gade,  Director 
217/524-3300 


2200  Churchill  Road,  Springfield,  IL  62794-9276 
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State  of  Illinois 

ENVIRONMENTAL  PROTECTION  I  AGENCY 


Mary  A.  Gade,  Director  2200  Churchill  Road,  Springfield,  IL  62794-' 

NOTICE  OF  APPLICATION  FOR  PERMIT  TO  MANAGE  WASTE  (LPC-PA16) 


Honorable  Rod  R.  Blagaievich  04te:    Novemeber  15,  1994 

2810  West  Fullerton  Avenue 
Chicago,  IL  60547 


To  Elected  Officials  and  Concerned  Citizens: 


day  i. 


Illinois  Envi  ronmental  Protection  Agency  x 
Permit  Section,  Division  of  Land  Pollution  Control  {^33} 
2ZQ0  Churchill  Road,  Post  Office  Box  19276 
Springfield,  Illinois  6Z794-9Z76 

The  permit  application,  which  is  identified  below,  is  for  a  project  described  at  the  bottom  of 
this  page. 


SITE  IDENTIFICATION 

Site  SIP]  METALS  CORP. 

Address:  1720  North  Elston  Avenue 
City:        Chicago.  1}  60622 


Site  #  (IEPA): 


County: 


0316005887 


COOK 


TYPE  PfBMT  SWHlSStOH: 


Development 
Operating 
Supplemental 
Transfer 
Name  Change 
Waste  Stream 


TYPE  FACILITY: 

Landfil  1 

Land  Treatment 

Transfer  Station 

Treatment  Facility 

Storage 

Incinerator 

Composting 

Recycl * ng/Rec 1 ama t  i on 
Other 


TYPE  HASTE: 

General  Hunicipal  Refuse 
Hazardous 

Spec  i  a  1  ( Non-Hazardous ) 

Demo  Oebris  (ex.  putreseible) 

Demo  Debris  (incl.  putresciole) 

Used  Oil 

Sol  vents 

Land scape/ Yard  Waste 

Other  (Specify   ) 


DESCRIPTION  Of  PROJECT:    (For  multiple  waste  stream  applications.  s«  reverse  side,) 


Applicaiton  to  add  recyclable  materials  to  generic  jtfa^e_.sirjeam...pficmix. 


PERMIT  SECTION 
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Date: 


Waste  Class 
Hazardous/ 


,.„.  mi  M«t1fl«t1«.  £Z£Zm 
flaneHc  Name  - 


— i>nf rator  Name  Precious  metal,  secondary  material  from  Hazardous  and 

electroplating  operations,  data  processing  non-hazardous 

l-  and  semi-conductor  mfg.   

Various  Precious  metal  pmrp^ors .  »  ■  - 


3. 


5. 


10. 


pri nted  01/27/201 1  8:15AM  by  Richard-Jordan  p.  316/746. 


State  of  Illinois 

ENVIRONMENTAL  PROTECTION  AGENCY 


Mary  A.  Cade,  Director 


Mr.  Dave  Orr 

Clerk  of  the  County 

Cook  County 

118  North  qiark  Street 

Room  434 

Chicago,    1L  60602 


2200  Churchill  Road,  Springfield,.  JX  62794-9276 
NOTICE  OF  APPLICATION  FOR  PERMIT  TO  MANAGE  WASTE  (LPC-PA16) 


□ate: 


November,  15,  1994 


To  Elected  Officials  and  Concerned  Citizens: 

The  purpose  of  this  notice  is  to  inform  you  that  a  permit  application  has  been  submitted  to  the 
IEPA,  Division  of  Land  Pollution  Control,  far  a  solid  waste  project  described  below.    You  are  not 
obligated  to  respond  to  this  notice,  however,  if  you  have  any  comments,  please  submit  them  in 
writing  to  the  address  below,  or  call  the  Permit  Section  at  217/782-6762.  within  twenty-one  (21) 
days. 

Illinois  Environmental  Protection  Agency 
Permit  Section,  Division  of  Land  Polfution  Control  (#33) 
2200  Churchill  Road.  Post  Office  8ox  19276 
Springfield,  Illinois  62794-9Z76 

The  permit  application,  which  is  identified  below,  is  for  a  project  described  at  the  bottom  of 
this  page. 


SITE  IDENTIFICATION 
Sit*  Name:     STPI  MFTAlS  CORP. 
Address:    17?Q  Nnrt.h  £_l_stnj  Avenue 
City:    Chicago,  IL  60622 


Site  #  (IEPA): 


0316005887 


County: 


COOK 


typf  mam  submission: 

Development   

Operating   

Supplemental   

Transfer  

Name  Change   

Haste  Stream   


TYPE  FACILITY: 

Landfill 

Land  Treatment 

Transfer  Station 

Treatment  Facility 

Storage 

Incinerator 

Composting 

Recyt 1 i  ng/Recl amati on 
Other 


TYPE  WASTE: 

General  Municipal  Refuse 
Hazardous 

Special  (Non-Haiardous) 
Oemo  Debris  (en-  putrescible) 
Oemo  Debris  (incl.  putrescible) 
Used  Oil 
Solvents 

Landscape/Yard  Waste 

Other  (Specify  _  ) 


DESCRIPTION  Of  PROJECT:    (For  multiple  waste  stream  applications,  see  reverse  side.) 
Application  tn  add  rprvclahle  materials  to  generic  Wfl5tP  Slr&im  Mrfflit. 


PEHW>^SEC 


printed  01/27/2011  8:15AM  by  Richard.Jordan  p.  317/746, 


Date: 


Haste  Class 


Haste  Strew  Identification  ^"l^lL, 
p      ,tar  Name  tenertc  Hame  Hon-K«»rdOUS  

 .  precious  metal,  secondary  material  Hazardous  and  non- 

lt  from  electroplating  operations,  data  hazardous 

processing  and  semi-conductor  mfg. 
Various    Ec&cirms  Mrt^16  pxoc&SSflES  ■  — 


2. 


4. 


5. 


6. 


7. 


9. 


10. 


11. 


printed  01/27/201 1  8:15AM  by  Richard-Jordan  p.  318/746 


f'!' 


State  of  Illinois 

ENVIRONMENTAL  PROTECTION  AGENCY 


Mary  A.  Cade,  Director  23D0  Churchill  Road,  Springfield,  IL  62794-9: 

NOTICE  OF  APPLICATION  FOR  PERMIT  TO  MANAGE  WASTE  ( LPC-PA1 6) 

Chicago,  IL  60647 


To  Elected  Officials  and  Concerned  Citizens: 

Th*  purpose  of  this  notice  is  to  infer*  you  that  a  permit  application  has  been  submitted  to  the 
IEPA,  Diviiion  of  Land  Pollution  Control,  for  a  solid  waste  project  described  below.    You  are  not 
obligated  to  respond  to  this  notice,  however,  if  you  have  any  counts,  please  submit  then  in 
writing  to  the  address  below,  or  call  the  Permit  Section  at  217/782-6762,  within  twenty-one  {ZD 
days. 


Illinois  Environmental  Protection  Agency  f 
Pennit  Section,  Division  of  Land  Pollution  Control  (r33j 
ZZOO  Churchill  Road,  Post  Office  Box  I9Z76 
Springfield,  Illinois  62794-9Z76 

The  permit  application,  which  is  identified  be) aw,  is  for  a  project  described  at  the  bottom  of 
this  page. 


SITE  IDENTIFICATION 
sue  m™.:    SIPI  METALS  CORP. 
Address:     1720  North  Hstnn  Avenue 
City:   CMragn.   Tl    fiflfi??  -  


Site  #  flEPA):  Q?1fifinfiRn7 


County: 


COOK 


TTff  EEBBII  SUBMISSION: 


Oeye )op**nt 
Operating 
Supplemental 
Transfer 
Ham*  Change 
Waste  Strean 


TYPE  FACILITY: 

Land  Fill 

Land  T  reatirent 

Transfer  Station 

Treatment  Facility 

Storage 

Incine rator 

Composting 

Recycl ing/Reclamation 
Other 


HFT  W5TE: 

General  Municipal  Refuse 
Hazardous 

Special   ( Non-Hazardous ) 

□emo  Oehris  (ex-  pvtreseible) 

Qemo  Debris  (incl.  putrescible) 

Used  Oil 

Solvents 

Landscape/Yard  Waste 

Other  (Specify   > 


DESCRIPTION  DF  PTOJECT:    (For  Multiple  waste  stream  applications,  s«  reverse  side.) 

Application  to  add  recyclable  materials  to  generic  waste  stream  permit. 


RFCE1VF.P 
NOV  1 6  1994 

PERMIT  SECTION 


printed  01/27/201 1  8:15AM  by  Richard-Jordan  p.  319/746, 


Date:   .  \  ■ 


Waste  Stream  Identification 

Generic  Name  

Waste  Class 
Hazardous/ 
Non-Hazardous 

1. 

Generator  Name 

Various 

Precious  metal ,  secondary  material  from 
electroplating  operations,  data  processing 
and  semi-conductor  mfg. 

P^cr-lnin:  motal   nrnrp<;^nrs  _  — 

Hazardous  and 
non-hazardous 

2. 

3. 


4. 


5. 


6. 


7. 


8. 


9. 


VI. 
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State  of  Illinois  _  „ 

ENVIRONMENTAL  PROTECTION  AGENCY 

Mary  A.  Cade,  Director  2200  Churchill  Road,  Springfield,  IL  62794-92 

NOTICE  OF  APPLICATION  FOR  PERMIT  TO  MANAGE  WASTE  (LTC-FAie) 

Mr.  Richard  Phelan  .  „       .      1C  inQ, 

County  Building  °»te:  Nnvemh°r  Ti.  1994 

118  North  Clark  Street 
Chicago,  IL  60602 


To  Elected  Officials  and  Concerned  Citizens: 


Illinois  Environmental  Protection  Agency 
Perwit  Section,  Division  of  Land  Pollution  Control  (roJ) 
ZZ0O  Churchill  Road,  Post  Office  Box  19Z76 
Springfield.  Illinois  6Z794-9Z76 

The  pennit  application,  which  is  identified  below,  is  for  a  project  described  at  the  bottom  of 
this  page. 


SITE  IDOfriFICATlON 
Site  N*«e:    SIPI  METALS  CORP. 
Address:     172Q  North  Piston  Avenue 
City:     f-hiragfi.  TL  60622  


TTPF  PEWIIT  SUEHISSIOH: 

Development   

Operating   

Supplemental  

Transfer   

Kane  Change   

W**t«  Strea"         ,r  — 


TYPF  FACILITY: 

Landfl  1 1 

Land  Treatment 

Transfer  Station 

Treatment  faci 1 ity 

Storage 

Incinerator 

Composting 

Recycling/Reclamation 
Other 


Site  K  (IEPA): 


County; 


COOK 


TTPt  WASTE: 


General  Municipal  Refuse 
Hazardous 

Special  (Non-Hazardous  I 

Oemo  Oebris  (ex.  putrescible) 

Oemo  Oebris  (incl.  putrescible) 

Used  Oil 

Solvents 

Landscape/Yard  Waste 

Other  (Specify  _  _) 


DESCRIPTIO*  Of  PROJECT:    (For  multiple  waste  stream  applications,  see  reverse  side.) 

Application  to  add  recyclable  materials  to  generic  waste  stream  permit. 


NOV  1 6  1994 


PERMIT  SECTION 


printed  01/27/201 1  8:15AM  by  Richard.Jordan  p.  321/746 


Date: 


WMte  Stream  Identification 

Generic  Name  

Waste  Class 
Hazardous/ 
Non-Hazardous 

1. 

beneraxor  name 
Various 

Precious  metal,  secondary  material  from 
electroplating  operations,  data  processing 
and  semi-conductor  mfg, 

PreciOUS  metal  prnrPssnrS.  

Hazardous  and 
non-hazardous. 

2. 

2. 

4. 

5. 

6. 


7. 


3. 


9. 


10. 
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State  of  Illinois  ■>  _  \  r  , 

ENVIRONMENTAL  PROTECTION  AGENCY 


Mary  A.  Gade,  Director 


2200  Churchill  Road,  Springfield,  IL  62794-92: 


NOTICE  OF  APPLICATION  FOR  PQUUT  TO  MANAGE  WASTE  ( LPC-PA1 6) 

Cecil  Lue-Hi'ng,  D.SC,  P.E. 

Director,  Research  &  Development  Datt 
District  of  Greater  Chicago 
100  East  ERie  Street 
Chicago-,  IL  60611 


N  ov  ember  15,  1994 


To  Elected  Officials  ind  Concerned  Citizens: 
days . 


Pern 


Illinois  environmental  Protection  Agency 
it  Section,  Division  of  Land  Pollution  Control  (  -  J  J  J 
2200  Churchill  Road,  Post  Offite  Box  19276 
Springfield,  Illinois  6Z794-9276 


The  permit  application,  which  is  identified  below,  is 
this  page. 


for  a  project  described  at  the  bottom  of 


SITE  IDENTIFICATION 
su.Name:    SIPI  METALS  CQRP- 
Address:     1720  North  Flstnn  Avenue 
city:     Chicago,  IL    60622  _ 


Typp  PttWIT  subhissioh: 

□ev?lop<nent   

Operating   

Supplemental   

Transfer   

Name  Change   

Waste  Stream   


TYPE  FACILITY: 

Landfill 

Land  Treatment 

Transfer  Station 

Treatment  Facility 

Storage 

Ircci  n«ratOr 

CoMposting 

Recycling/Reclamation 
Other 


Site  ft  (IEPA); 


County: 


0316005887 


COOK 


TYPF  WASTE: 

General  Municipal  Refuse 
Hazardous 

Special  (Non-Hazardous) 

Demo  Debris  (ex.  putresctblej 

Dewo  Oebris  (inel.  putrescible) 

Used  Oil 

Solvents 

Lands cape /Yard  Waste 

Other  (Specify  .  — 


DESCRIPTION  OF  PROJECT:    (For  ewltiple  waste  stream  applications,  see  reverse  side.  J 

Application  fca  *Hri  rar.rbhi.  ma  1-pri  bI  s  tin  fienprir.  wa^te-^trpam  permit. 


MOV  1 6 1994 

PERMIT  SECTION 


printed  01/27/201 1  8:15AM  by  Richard.Jordan  p.  3P3/74R  ,  .     .  _ 

_         ...  ,  »..»■« 

Date :  — —  


Waste  Stream  Identification 

Generic  fame  , — —  ■  

Waste  Class 
Hazardcus/ 
Non-Hazardous 

1. 

Generator  Name 

Various 

Precious  metal,  secondary  material  from 
electroplating  operations,  data  processing 
and  semi-conductor  mfg. 

o™n'niK  nstfll    rtrnr.PSSOrS  .   -  — 

Hazardous  and 
non  hazardous 

z. 

3. 

A. 

5. 

6. 

7. 

8. 

I 
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State  of  Illinois  ,  T« , 

ENVIRONMENTAL  PROTECTION  AGENCY 


Mary  A.  Gade,  Director 


John  O'Malley,  Esq. 
County  Building 
118  North  Clark  Street 
Room  434 

Chicago,  IL  60602 


2200  Churchill  Road,  Springfield,  IL  62794-92: 
NOTICE  OF  APPLICATION  FOR  PERHIT  TO  MANAGE  WASTE  (LPC-PA16) 

Bate:    Novemeber  15,  19.94 


To  Elected  Officials  and  Concerned  Citizen*: 


The  pu 
IEPA 
obi 

wri  ting 
days- 


Illinois  Environmental  Protection  Agency     ,  ,,.,.,1 
Peneit  Section,  Division  of  Land  Pollution  Control 
2200  Churchill  Road,  Post  Office  Box  19276 
Springfield,  Illinois  62794-9276 


The  permit  application,  which  is  identified  below,  is  for  a 
this  page- 


project  described  at  the  bottom  of 


SITE  IDEMTIFICATIOH 
Sit.  Na«:     SIPI  METALS  CORP.. 
Mtfress:    1720  North  Flstnn  flvpnue 
Ctty:    Chicago.  XI  finfi?? 


typp  mmiT  smmssiow: 

Development   

Operating   

Supp '  wenta )   

Transfer   

Name  Change   . 

Haste  Stream   


Undfil  1 

Land  Treatment 

Transfer  Station 

Treatment  Facility 

Storage 

Incinerator 

Composting 

flecycl  i  ng/'Reclamatiart 
Other 


Site  .#  (IEPA): 


0316005887 


County: 


xonn 


TVPf  HASTE: 


General  Municipal  Refuse 
Hatardous 

Special  (Non-H«aroousi 

Demo  Oetiris  (ex-  putrescible) 

Deem  Debris  (inc?.  putreseiblef 

Used  Oil 

Solvents 

Lam) scape/ Yard  Waste 

Other  {Specify  _  J 


DESCRIPTION  OF  PROJECT:    (For  Multiple  waste  stream  applications,  see  reverse  sid«.> 

Application  to  add  rorydwhiP  materials  to  npyprir  mzte  <itrp™  pftrmtL 


WED 

NOV  1 6 1994 


IE  PA- 


PERMIT  SECTION 


printed  01/27/201 1  8:15AM  by  Richard.Jordan  p.  325/746 


Date;                          .                ■  .  , 

—  .,.„    ,        i                                            -  —       —  ■             ■                                                                                                           M*fLH  i.iaii 

GmipHt  Name  —  ■ 

1. 

 —                      Precious  metal,  secondary  material  from           Hazardous  an 

electroplating  operations,  data  processing  non-hazardoij| 
and  semi-conductor  mfg.  | 
Various                              Precious  mptal  nrocf ^ors .   —  ■  

m 

3- 

4. 

S. 

1 

7,  * 

8, 

9.                -  £ 

10. 

u. 

printed  01/27/201 1  8:15AM  by  Richard-Jordan  p.  326/746 


Stete  of  nilntis 


ENVIRONMENTAL  PROTECTION  AGENCY  ^ 


217/524-3300 


July  29,  1993 


Sipi  Metals  Corporation 
1720  Elston  Avenue 
Chicago,  Illinois  60622 

Re:  03160058B7       Cook  County 
Sipi  Metals  Corporation 
ILD005121439 

State  Permit  File  Log  1993-169 
Gentlemen: 

This  letter  is  to  inform  you  that  the  Agency  has  revised  your  supplemental 
permit  (1987-131-SP)  to  allow: 

1.    The  acceptance  of  additional  precious  metal  bearing. hazardous  wastes  for 
reclamation  on  a  generic  basis. 

It  is  important  to  note  that  all  of  the  compounds  that  may  be  accepted  under  a 
generic  permit  may  not  appear  on  the  permit  letter.    This/is^due  to  system 
constraints  that  are  currently  in  place.    The  listings  that  are  identified  in 
the  permit  (1987-131-SP)  are  the  comprehensive  listings  and  are  the  ones  used 
by  the  Agency. 

If  you  require. additional  information  in  this  matter,  please  contact  Clarence 
L.  Smith  of  my  staff  at  217/524-3300. 


Mary  A.  Gade,  Director 


22D0  Churchill  Road,  Springfield,  IL  62794-9276 


LWE^f^sf/615Y,l. 


bcc:    Bureau  File 


Maywood  Region 
Doug  Clay,  DAU 
Clarence  Smith 


Frixtttf  oo  Recycled  Ptper 
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State  of  Illinois 

ENVIRONMENTAL  PROTECTION  AGENCY 


Mary  A.  Gade,  Director  2200  Churchill  Road,  Springfield,  IL  62794-9276 

217/524-3300 


August  27,  1987 
Revised:  July  29,  1993 


Sipi  Metals  Corporation 
1720  Elston  Avenue 
Chicago,  Illinois  60622 

Re:  0316005887  :-  Cook  County 
Sipi  Metal s  Corporation 
ILD005121439 

Permit  Number  1987-11 -OP 
Supplemental  Permit  Number  1987-131-SP 
Log  Number  1993-169  (1992-212,  1987-131) 
Expiration  Date:    August  18,  1997 
State  Permit  File 

Gentlemen: 

Supplemental  Permit  Number  1987-131-SP  is  hereby  issued  to  the 
above-referenced  facility  to  accept  the  following  precious  metal  bearing  USEPA 
hazardous  wastes  for  precious  metal  recovery/reclamation  on  a  generic  basis 
from  any  IEPA  registered  generator: 

1.  Waste  from  electroplating  operations  including  spent  plating,  stripping 
and  clearing  bath  solutions  and  wastewater  treatment  sludges  .  (F006,  F007, 
F008,  F009,  D0O2,  0003,  D004  and  D011)  that  contain  precious  metals  under 
Generic  Waste  Stream  Authorization  Number  000188. 

2.  Waste  from  data  processing  and  semi-conductor  manufacturers  (D002,  D003, 
D004,  D008  and  0011)  that  contain  precious  metals  under  Generic  Waste 
Stream  Authorization  Number  000189. 

3.  Waste  from  jewelers  and  precious  metal  processors  (D008,  DO  11)  under 
Generic  Waste  Stream  Authorization  Number  000190. 

4.  Waste  from  film  processors  (D008,  D011)  under  Generic  Waste  Stream 
Authorization  Number  000191. 

Final  plans,  specifications,  application  and  supporting  documents  as  submitted 
and  approved  shall  constitute  part  of  this  permit  and  are  identified  on  the 
records  of  the  Illinois  Environmental  Protection  Agency,  Bureau  of  Land  by  the 
permit  number  and  log  numbers  designated  in  the  heading  above  and  referred  to 
hereafter  as  "the  approved  pertnit  application". 

This  supplemental  permit  is  issued  subject  to  the  standard  conditions  attached 
hereto  and  incorporated  herein  by  reference,  and  further  subject  to  the 
following  special  conditions: 


Printed  on  Recycled  Piper 
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Page  2 


1.  All  waste  accepted  under  this  generic  waste  stream  permit  shall  be  stored 
and/or  treated  for  precious  metal  recovery  only. 

2.  Special  wastes  received  at  the  facility  for  recovery  shall  be  transported 
to  the  facility  Utilizing  the  Agency's  Supplemental  Permit  and  Manifest 
System. 

3.  Special  wastes  generated  at  the  facility  for  treatment,  storage  or 
disposal,  elsewhere  shall  be  transported  to  the  receiving  facility 
utilizing  the  Agency's  Supplemental  Permit  and  Manifest  System. 

4.  An  analysis  of  each  waste  stream  accepted  from  each  generator  shall  be 
maintained  on  site  as  part  of  the  facility's  operating  record.  This 
information  shall  be  made  available  to  the  Agency  upon  written  or  verbal 
request . 

5.  The  following  information  shall  be  documented  in  the  operating  record. of 
this  facility  regarding  each  load  of  waste  received  under  this 
supplemental  permit: 

a.  Date  that  the  load  is  received; 

b.  Generic  waste  stream  authorization  number  and  manifest  number 
associated  with  the  load  of  waste; 

c.  Waste  name; 

d.  Generator  name,  location  and  IEPA  identification  numbers; 

e.  Volume  of  waste  received; 

f.  A  description  of  how  the  waste  was  managed  at  the  facility  [e.g., 
stored  in  the  original  container,  bulked  in  a  transport  tanker  or 
container,  etc); 

g.  An  identification  of  the  location  of  the  waste  within  the  facility. 

6.  The  following  information  sha^l  be  documented  in  the  operating  record  of 
this  facility  regarding  each  load  of  waste  shipped  off-site  for  disposal, 
treatment  or  reclamation': 

a.  Date  that  each  load  is  sent  off-site; 

b.  ,  Waste  name; 

c.  Nanae,  location  and  IEPA  identification  number  of  the  facility  which 
will  receive  the  waste; 

d.  Waste  stream  authorization  number  under  which  the  waste  is  to  be 
received  at  the  off-site  facility  (if  the  waste  is  being  sent  to  a 
facil i ty  in  II 1 inois) ; 
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e.  Number  of  the  manifest  under  which  the  waste  is  to  be  shipped; 

f.  Volume  of  waste  to  be  shipped; 

g.  Disposition  of  the  waste  (disposal,  treatment,  reclamation), 

7.  The  information  required  to  be  placed  in  the  operating  record  by 
Conditions  5  and  6  above  shall  be  made  available  to  the  Agency  upon 
written  or  verbal  request. 

8.  The  facility  is  subject  to  the  following  annual  reporting  requirements: 

a.     For  hazardous  waste  shipped  off-site  to  a  treatment,  storage  or 
disposal  site,  the  permittee  must  submit  an  annual  report,  in 
compliance  with  35  Illinois  Administrative  Code  (35  IAC)  722.141,  to 
the  Agency  by  March  1st  for  the  previous  calendar  year.    This  report 
shall  be  submitted  on  forms  provided  by  the  Agency. 

b-     For  hazardous  waste  received  from  off-site,  the  permittee  must  submit 
an  annual  report,  in  compliance  with  35  IAC  724.175,  to  the  Agency  by 
March  1st  for  the  previous  calendar  year.    This  report  shall  be 
submitted- on  forms  provided  by  the  Agency. 

c.     For  nonhazardous  special  waste  received  from  off-site,  the  permittee 
must  submit  an  annual  report,  in  compliance  with  Public  Act  87-131, 
to  the  Agency  by  February  1st  for  the  previous  calendar  year. 

9.  Any  request  for  renewal  of  this  permit  must  be  submitted  at  least  180  days 
prior  to  the  expiration  date  specified  in  the  heading  above  of  this 
supplemental  permit.    This  request  must  contain  sufficient  documentation 
to  demonstrate  compliance  with  the  terms  and  conditions  of  this 
supplemental  permit. 

Except  as  modified  above,  this  site  shall  be  operated  in  accordance  with  the 
terms  and  conditions  of  Permit  Number  1987-01-OP. 

Very  truly  yours, 


Lawrence  If.  taste p/  PVET,  /MaTiager 
rewmit  Section  /  / 

Division  of  Land  PollutioVtontrol 
Bureau  of  Land 

LUE:ftefsf/sp/616Y,l-3 
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STANDARD  CONDITIONS  FOR- CONSTRUCTION/DEVELOPMENT  PERMITS 
ISSUED  BY  THE  ILLINOIS  ENVIRONMENTAL  PROTECTION  AGENCY 

July  1,  1979 

The  Illinois  '  Environmental  Protection  Act  (Illinois  Revised  Statutes, 
Chapter  111-1/2,  "Section  1039}  grants  the  Environmental  Protection  Agency 
authority  to  impose  conditions  on  permits  which  it  issues. 

These  standard  conditions  shall  apply  to  all  permits  which  the  Agency 
issues  for  construction  or  development  projects  which  require  permits 
under  the  Divisions  of  Water  Pollution  Control,  Air  Pollution  Control, 
Public  Water  Suppl ies ,  and  Land  and  Noise  Pol lution  Control ,  Special 
conditions  may  also  be  imposed  by  the  separate  divisions  in  addition 
to  these  standard  conditions. 

1.  Unless  this  permit  has  been  extended  or  it  has  been  voided  by  a 
newely  issued  permit,  this  permit  will  expire  two  years  after  date 
of  issuance  unless  construction  or  development  on  this  project  has 
started  on  or  prior  to  that  date. 

2.  The  construction  or  development  of  facilities  covered  by  this  permit 
shall  be  done  in  compliance  with  applicable  provisions  of  Federal 
laws  and  regulations,  the  Illinois  Environmental  Protection  Act, 
and  Rules  and  Regulations  adopted  by  the  Illinos  Pollution  Control 
Board. 

3.  There  shall  be  no  deviations  from  the  approved  plans  and  specifi- 
cations unless   a  written  request  for  modification  of  the  project, 
along  with  plans    and   specifications   as  required,  shall   have  been 
submitted  to  the  Agency  and  a  supplemental  written  permit  issued. 

4.  The  permittee  shall  allow  any  agent  duly  authorized  by  the  Agency 
upon  the  presentation  of  credentials: 

a.  to  enter  at  reasonable  times  the  permittee's  premises 
where  actual  or  potential  effluent,  emission  or  noise 
sources  are  located  or  where  any  activity  is  to  be  con- 
ducted pursuant  to  this  permit. 

b.  to  have  access  to  and  copy  at  reasonable  times  any 
records  required  to  be  kept  under  the  terms  and  con- 
ditions of  this  permit, 

c.  to  inspect  at  reasonable  times,  including  during 
any  hours  of  operation  of  equipment  constructed  or 
operated  under  this  permit,  such  equipment  or  monitoring 
methodology  or  equipment  required  to  be  kept,  used,  operated, 
calibrated  and  maintained  under  this  permit. 
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d.  to  obtain  arid  remove  at  reasonable  times  samples  of  any 
discharge  or  emission  of  pollutants. 

e.  to  enter  at  reasonable  times  and  utilize  any  photographic, 
recording,  testing,  monitoring  or  other  equipment  for  the. 
purpose  of  preserving,  testing,  monitoring,  or  recording 
any  activity,  discharge,  or  emission  authorized  by  this 
permit. 

5.  The  issuance  of  this  permit: 

a.  shall  not  be  considered  as  in  any  manner  affecting  the  title 
of  the  premises  upon  which  the  permitted  facilities  are  to 
be  located; 

b.  does  not  release  the  permittee  from  any  liability  for 
damage  to  person  or  property  caused  by  or  resulting  from 
the  construction,  maintenance,  or  operation  of  the  proposed 
facilities; 

c.  does  not  release  the  permittee  from  compliance  with  other 
applicable  statutes  and  regulations  of  the  United  States, 
of  the  State  of  Illinois,  or  with  applicable  local  laws, 
ordinances  and  regulations; 

d.  does  not  take  into  consideration  or  attest  to  the  structural 
stability  of  any  units  or  parts  of  the  project; 

e.  in  no  manner  implies  or  suggests  that  the  Agency  (or  its 
officers,  agents  or  employees)  assumes  any  liability,  directly 
or*  indirectly,  for  any  loss  due  to  damage,  installation, 
maintenance,  or  operation  of  the  proposed  equipment  or 

faci 1 ity. 

6.  Unless  a  joint  construction/operation  permit  has  been  issued,  a 
permit  for  operating  shall  be  obtained  from  the  Agency  before  the 

f ac i  1  i ty  or  equ i ptnent  covered  by  thi s  penni t  is  pi »ced  i nto 
operation. 

7.  These  standard  conditions  shall  prevail  unless  modified  by  special 
condi  tions . 

8.  The  Agency  may  file  a  compliant  with  the  Board  for  modification, 
suspension  or  revocation  of  a  permit: 

a.  upon  discovery  that  the  permit  application  contained 
misrepresentations,  misinformation  or  false  statements 
or  that  all  relevant  facts  were  not  disclosed;  or 

b.  upon  finding  that  any  standard  or. special  conditions  have 
been  violated;  or 

c.  upon  any  violation  of  the  Environmental  Protection  Act  or 
any  Rule  or  Regulation  effective  thereunder  as  a  result 

of  the  construction  or  development  authorized  by  this  permit. 


MLK: dh/17 
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.State  of  Illinois 

ENVIRONMENTAL  PROTECTION  AGENCY 

Mary  A.  Gade,  Director  2200  Churchill  Road,  Springfield,  IL  62794-9276 

GENERIC   WASTE  STREAM  PERMIT  ATTACHMENT 

SITE  CDDE:   0316Q05S67  GENERIC  W/S   PERMIT  NUH&SR:  000188 

SITE   NAMES   SIPI  KETAL5  CORP  SUP/OP  PERMIT  NUMBER  *  1987131SP 

DATE  RECEIVED:   06/G1/87  APPROVAL  DATE:  08/18/87 

EXPIRATION   DATES  08/18/97 

GENERIC   WASTE   CODE:  0007 

GENERIC   HASTE   NAME:    WASTES   FftOK  ELECTROPLATING  OPERATIONS 

WASTE   CLASSIFICATION:   HAZARDOUS  NOT   SUBJECT  TO  FEE 

OSEPA   HAZARDOUS   WftSTE   NUM3ER  CS  5 1  FC06iFG07,FQQS,F0C9»DCll 

HArfDLIXG   C2DECS>S  T23,T54 


  criteria  for  waste  properties   

FLASH  point  ckin>:    m/a  f  ph  <min>:    n/a  ph  crax):  n/a 

  CRITERIA  FOR   WfiSTE  CONSTITUENTS   

CZSr.  NfcHE  MAX  LIMITS 

0001       WATER  C099   2  VOL 

0131       TOTAL  SOLIDS  Z  VOL 

DISPOSAL  METHOD!   RECYCLE*    REUSE,   OR  RECLAMATION 

TREATMENT  HETHQO!   METALS  RECOVERY 

SAh 
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State  of  Illinois  \      ■  ■      ■  • 

ENVIRONMENTAL  PROTECTION  AGENCY 


Mary  A.  Gade,  Director  2200  Churchill  Road,  Springfield,  1L  62794-9276 

GEMEEIC  HASTE  STREAK  PERHIT  ATTACHMENT 

SITF  CODE:   0316O058e7  GENERIC  V/S  PERMIT  NUMBER:  0DO189 

SITE  NAMES   S1PI  METALS   CORP  SUP/DP  PERMIT  NUMBER:  19S713ISP 

DATE  RECEIVED:    06/31/37  APPROVAL  DATES  08/1S/ST 

EXPIRATION  DATES  £8/18/97 

GENERIC  WA5TE  CODES  GC75 

GENERIC  WASTE  NAMES   WASTE  FROM  DATA   PROCESSORS  AND  SEHl-CGNQ'JCTORS 

HASTE   CLASSIFICATION:   HAZARDOUS   NOT  SUBJECT  TO  FEE 
USEPA   HAZARDOUS  W  AST  r  NUHBERCS>J  D20£»O011 
HANDLING  CODECS):  T23»T54 


 CRITERIA  F DP.  WASTE  PROPERTIES  

FLASH    POINT   CHIN} •      N/A   F  PH   C*IN>=      N/A  PH   C*AX>=      N/ A 

  CRITERIA  FOR  HASTE  CONSTITUENTS   

CLiDS                         NAME  HAX  LIMITS 

OQC1        WATER  0^99  X  VOL 

0131        TOTAL  SOLIDS  0099  %  VOL 

DISPOSAL  METHOD:   RECTCLE,    REUS?,   OP  5 E CLAM ATI ON 

TREATMENT  METHOD:   HETALS  RECOVER* 

SAH 


i 
I 
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STATE  PERMIT  LOG  NO.  :  1993-169 

'NAME  '■;  SIPI  METALS  CORP 

OWNER  :  LESLIE  S.  PINSOF 

COUNTY  :  COOK 

PERMIT  TYPE  :  SUP  ' 

FACILITY  TYPE  :  STPR-GEN 

RECEIVED  :  93/05/03      DUE:  93/08/01 


FINAL  ACTION  :  ISSUED 

CLOSURE  PLAN  SUBM'T: 
REG-  POLL.  CONTROL: 
NOTIFY  APC: 
CROPA: 

NOTIFY  LOCAL  OFFICIALS: 
NOTIFY  AGRI: 
NOTIFY  DELEGATED  COUNTY: 


STATUS  :  I 
SITE  NO.   :  0316005887 

CITY  :  CHICAGO 


REVIEWER 
GA-REQ 1 D 
GAU-REV 
WASTE  TYPE 
MAILED 


CLS 


H 

93/07/29 


NOTIFY  PWS 
NOTIFY  ENF 
NOTIFY  FOS 
NOTIFY  ISGS 
NOTIFY  DENR 


WAIVER  : 
NOTIFY  IHPA: 
FINAN.  ASSUR.  SUBM'T: 
SITING  APP'D: 
NOTIFY  WPC: 

Y  NOTIFY  CMS: 

Y  NOTIFY  DOT  : 
NOTIFY  CONSER. : 

PRE-OF  MEMO  SENT : 


NA 


COMMENTS: 


A.  LOG  IN  PROCESS 

B.  TO  GAU  REVIEWER 

C.  GAU  REVIEW 

D.  GAU  MEMO  TO  SW 

E.  TO  SW  REVIEWER 

F.  SW  REVIEW 

G.  SW  MANAGER  REVIEW 

H.  JOINT  DECISION 

I.  COMPLETENESS  LTR  SENT 
J.  GAU  &  SW 
K.  DRAFT 
L.  REVIEW  MGR 


(5) 
(5) 
(7) 
(2) 
(5) 
(7} 
(2) 
(2) 
(7) 

{TECH. 


PERMIT  EXPIRATION: 


MTG.  ) 


REVIEW  NOTES 

a.  Intro  to  Project  —  Site  name,  location,  brief  description  of  submittal 

b.  Pertinent  Site  History 

c.  SummarY/Review/Evaluation  of  Submittal 

d.  Identification  of  Final  Action  to  be  Taken 

e.  Discussion  of  Final  Action,  including  Discussion  of  Final  Letter 
STATUS: 
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State  of  Illinois  I  °\  §6  "  \  ^ 

ENVIRONMENTAL  PROTECTION  AGENCY 


Mary  A.  Gade,  Director 


2200  Churchill  Road,  Springfield,  IL  62794-9276 
General  Application  for  Peniit  (LPC-PA1) 


This  form  must  be  used  for  any  application  for  permit  from  the  Division  of  Land  Pollution  Control,  except 
far  waste  stream  permits  and  permits  for  the  composting  of  landscape  waste  Only.  Attach  any  necessary  plans, 
specifications,  reports,  etc.  to  fully  support  and  describe  the  activities  or  modifications  being  proposed. 
If  necessary,  attach  sufficient  information  to  demonstrate  compliance  with  all  applicable  RCRA  requirements. 


SITE  IDENTIFICATION 

NanK:   Sipj  ffef.als  Corp. 

City: 


Chicago 


Site  #  (IEPA): 
County:   


Cook 


fiECEEVEP 


Existing  OE/OP  Permit  Nos.  (if  applicable): 

OWNER 

Name:         Sipi  Metals  Corp.  

Address:     1-720  H.  Elston  Avenue  


19S7-11-QP 


OPERATOR 


MAY  0  3  .993 


RECEIVED 


Chicago,  II  60622 


APR  0  1"  1993 


Contact  Name:  Leslie  S.  Pinsdf 
Phone  #:  (312)  276-0070 


fEPA  -  SOL 

Dennis  R.  ArAkfllian    PERMIT  SECTION 


(312)  276-0070 


TYPE  SUBHISSIOH: 

Developmental 
Operating 
Supplemental 
Permit  Transfer 
Name  Change 
Closure/Post  Closure 
Certification 


TYPE  FACILITY: 

Landfill 

Land  Treatment 

Transfer  Station 

Treatment 

Storage 

Incinerator 

Composting 

Recycling/Reclamation 
Other 


DESCRIPTIOH  OF  PROJECT:  (Include  a  brief  narrative  description  here.) 


TYPE  HASTE: 

General  Municipal  Refuse 
Hazardous 

Special  (Non-Hazardous  J 

Demo  Debris  (ex.  putrescible) 

Demo  Debris  (incl.  putrescible) 

Used  Oil 

Solvents 

Landscape/Yard  Waste 
Other  [Specify  Precious 
Metals 


Application  to  add  recyclable  materials  for  precious  metals  recovery  to 


generic  waste  stream  permit. 


COMPLETENESS  REQUIREMENTS 

The  following  Items  must  be  submitted  unless  they  are  either  not  required,  or  have  previously  been  approved. 
Any  items  marked  "M7A"  must  be  fully  explained.  For  example,  a  treatment  facility  may  indicate  HH/AH  for 
prior  conduct  certification  and  explain  that  certification  is  not  required  for  treatment  facilities.  Please 
refer  to  the  instructions  for  further  guidance. 

I.     Have  all  public  notice  Tetters  been  mafled  and  fs  documentation  enclosed?       X    Yes  No   ___  N/A 


u  $12  US' 

t  tr   icn     ft 1 M  ft 
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2.  a.  ts  the  Siting  Certification  Form  (LPC-PA3)  completed  and  enclosed? 
b.  Is  siting  approval  currently  under  litigation? 

3.  Is  a  closure,  and  if  necessary  a  post  closure,  plan  covering  these 
activities  being  submitted,  or  has  one  already  been  approved? 
(Provide  permit  number  .  .) 

4.  Are  financial  assurance  documents  being  submitted? 

5.  Is  a  request  for  prior  conduct  certification  for  the  chief  operator 
being  submitted,  or  1s  the  chief  operator  currently  certified? 

(Provide  OC  #  \   and  date  of 

certification  /  /  . ) 

6.  a.  Is  land  ownership  held  In  beneficial  trust? 

b.  If  yes,  is  a  beneficial  trust  certification  form  (LPC-PA9)  completed 
and  enclosed1? 

SIGNATURES 


Ves 
Yes 

Yes 
res 


Yes 
Yes 

Yes 


No 
NO 

No 
No 


No 
No 


L.  N'A 
  N/A 

JL  N/A 
X  N/A 


N/A 
X_  N/A 

X  N/A 


All  applications  shall  be  signed  by  the  person  designated  below  or  by  a  duly  authorized  representative  of 
that  person: 

Corporation  -  By  a  principal  executive  officer  of  at  least  the  level  of  vice-president. 
Partnership  or  Sole  Proprietorship  -  By  a  general  partner  or  the  proprietor,  respectively. 
Government  -  By  either  a  principal  executive  officer  or  a  ranking  elected  official, 

A  person  Is  a  duly  authorized  representative  only  if: 

1.  the  authorization  is  made  in  writing  by  a  person  described  above;  and 

2,  is  submitted  with  this  application  (a  copy  of  a  previously  submitted  authorization  can  be  used). 


I  hereby  affirm  that  ,all 
knowledge  and  belief 

Owner  Signature: 
Title: 

Operator  Signature: 
Title: 

Engineer  Signature: 
Engineer  Name: 

Engineer  Address: 


'ed  In  this  Application  is  true  and  accurate  to  the  best  of  my 


Senior  Vice  President 


[□ate'; 
TTiaW 


 rUaTeT" 

Engineer  Seal : 


Engineer  Phone  No.:   

All  information  submitted  as  part  of  the  Application  is  available  to  the  public  except  when  specifically 
designated  by  the  Applicant  to  be  treated  confidentially  as  a  trade  secret  or  secret  process  In  accordance 
with  Section  7(a)  of  the  Environmental  Protection  Act,  applicable  Rules  and  Regulations  of  the  Illinois 
Pollution  Control  Board  and  applicable  Agency  rules  and  guidelines. 

LWE:tk:5/H/49-6(  10/25/89) 
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PRECIOUS  METALS  DIVISION  -  KEFINERS  OF  GOLD,  SILVER  AND  PLATINUM  GROUP  METALS 


April  30,  1993 


State  of  Illinois 
Environmental  Protection  Agency 
Division  of  Land  Pollution  Control 
2200  Churchill  Road 
Springfield,   IL  62794-9276 

RE:      SITE  0316005887 

Dear  Sir  or  Madam: 


RECEIVED 
WAV  0  3  1993 

'EPA  ■  BOs- 
PJERMfT  SECTION 


Enclosed  please  find  our  application  submitted  to  your  office  March 
31,  1993,  as  well  as  all  additional  requested  information. 

Thank  you  for  your  immediate  attention  to  this  matter. 

Respej 


?e  T.  Phillips 
jer,   Environmental  Affairs 


GTP:tlw 
Enclosures 


TELEPHONE:  312/276-0070  •  TWX:  910/221-6057  •  FAX  312/270-7014 
1720  ELSTON  AVENUE  •  CHICAGO,  ILLINOIS  60622-1579 
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PRECIOUS  METALS  DIVISION  -  REFINERS  OF  GOLD,  SILVER  AND  PLATINUM  GROUP  METALS 


March  31,  1593 

State  of  Illinois 
Environmental  Protection  Agency 
Division  of  Land  Pollution  Control 
2200  Churchill  Road 
Springfield,   IL  62794-9276 

RE:     SITE  0316005887 

Dear  Sir  or  Madam: 

The  enclosed  application  is  submitted  as  a  request  to  add  certain 
waste  codes  to  our  generic  waste  stream  and  supplemental  permit. 
The  waste  codes  for  which  we  seek  authorization  to  receive,  store 
and  recycle  are  secondary  materials  for  precious  metal  recovery. 

The  waste  streams  we  are  requesting  to  be  added  to  our  existing 
permit  are  the  following: 

USEPA  Codes  D002 ,  D003  and  D004 ;  waste  from  electroplating 
operations  that  contain  precious  metal  (add  to  waste  stream 
permit  000188) . 

USEPA  Codes  D002 ,  D003  and  D0Q4 ;  waste- from  data  processing 
and  semi-conductor  manufacturers  that  contain  precious  metal 
(add  to  waste  stream  permit  000189) . 

As  required,  we  are  also  enclosing  copies  of  our  current  permit 
authorizations,  copies  of  the  notifications  regarding  public 
hearings  and  a  copy  of  lab  analysis  for  each  of  the  waste  streams 
requested  to  be  added  to  our  existing  permits. 

We  trust  that  you  will  find  all  in  order  and  we  thank  you  in 
advance  for  your  immediate  attention  to  this  matter.  Should  you 
have  any  questions  regarding  this  request,  please  contact  me  at 
your  convenience. 


Manager,  Environmental  Affairs 

TELEPHONE:  313/276-007O  •  TWX:  910/221-6057  •  FAX:  312/276-7014 
1730  ELSTON  AVENUE  •  CHICAGO,  ILLINOIS  60622-I57i> 


RECEIVED 

APR  01 1993 

P!£RIW!T  SECTION 
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State  of  Illinois 

ENVIRONMENTAL  PROTECTION  AGENCY 


Mary  A.  Gade,  Director  2200  Churchill  Road,  Springfield,  IL  62794-9276 

INSTRUCTIONS  FOR  PUBLIC  NOTICE  FOR  PERMIT  APPLICATIONS 
SUBMITTED  TO  THE  ILLINOIS  EPA,  DIVISION  OF  LAND  POLLUTION  CONTROL, 
FOR  HASTE  DISPOSAL,  STORAGE  OR  TREATMENT 


1 .  The  form  "Notice  of  Application  For  Permit  To  Manage  Haste  (LPC-PAIB)" 
must  be  completed  b_y_  ih£  applicant  and  forwarded  to  the  appropriate 
officials  Identified  below.    FAILURE  TO  DO  THIS  HILL  RESULT  IN  THE 
REJECTION  OF  THE  APPLICATION. 

The  following  persons  must  be  sent  notices: 

a.  State's  Attorney; 

b.  Chairman  of  the  County  Board  1n  which  the  subject  facility  Is  located; 

c.  AH  members  of  the  General  Assembly  from  the  legislative  district  In 
which  the  site  Is  located;  and 

d.  Clerk  of  each  municipality,  any  portion  of  which  is  within  3  miles  of 
the  boundary  of  the  facility. 

All  blanks  must  be  filled  out.    the  description  shall  be  In  sufficient 
detail  to  identify  the  activities  being  proposed. 

The  forms  shall  be  mailed  on  or  before  (within  three  days)  the  date  the 
application  Is  filed  with  the  Agency.    As  part  of  the  application  include 
a  copy  of  the  form  which  was  sent  and  a  list  of  those  persons  to  whom  U 
was  sent,  or  copies  of  the  completed  forms. 

2.  Under  "Site  Identification",  use  the  site  name  shown  on  existing 
permits.    For  new  sites,  use  the  proposed  site  name.    The  site  number  is 
the  ten  digit  number  which  is  on  the  operating  permit.    Call  IEPA  if  you 
don't  know  it.    For  new  sites,  emit  the  number- 

3.  Hhen  Identifying  the  type  of  submission,  the  facility  and  the  waste,  check 
as  many  spaces  In  each  column  as  1s  appropriate.    Check  at  least  one  item 
in  each  column. 

4.  Please  note  that  waste  stream  permits  are  covered  by  this  form.    For  a 
single  application  for  a  waste  stream  permit,  include  a  waste  stream 
description  or  the  generic  waste  name  under  "Description  of  Project". 
For  multiple  applications,  put  the  Identification  on  the  reverse  side  of 
the  form. 

5.  The  project  description  should  be  clear  and  concise  so  the  general  public 
can  understand.    Avoid  overly  general  statements  (such  as  "landfill 
modification'*)  as  well  as  overly  technical  ones. 
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State  of  Illinois 

ENVIRONMENTAL  PROTECTION  AGENCY 


Mary  A.  Gade,  Director 


2200  Churchill  Road,  Springfield,  IL  62794-9276 


NOTICE  Of  APPLICATION  FOR  PERMIT  TO  MMA6E  HASTE  { LPC-PAT6J 


Honorable  Miguel  delValle 
Senator,  State  of  Illinois 
3507  W.  North  Avenue 
Chicago,  IL  60647 


Date:      March  30,  1993 


To  Elected  Officials  and  Concerned  Citizens: 

The  purpose  of  this  notice  is  to  inform  you  that  a  permit  application  has  been  submitted  to  the 
IEPA,  Division  of  Land  Pollution  Control,  for  a  solid  wait*  project  described  below.    You  are  not 
obligated  to  respond  to  this  notice,  however,  if  you  have  any  cmnttiti,  pleas*  submit  them  in 
writing  to  the  address  below,  or  call  tlie  Permit  Section  at  Z17/78Z-676Z,  within  twenty-one  (21) 
days. 

Illinois  Environmental  Protection  Agency 
Permit  Section,  Division  of  Land  Pollution  Control  (#33) 
ZZOO  Churchill  Road,  Post  Office  Box  19Z76 
Springfield.  Illinois  6Z794-9276 

The  permit  application,  which  is  identified  below,  is  for  a  project  d  escribed  at  the  bottom  of 
this  page. 


SITE  IDENTIFICATION 
Site  Name 
Address: 

City:  _ 


Si  pi    Mpt-M.g  rnT-p. 
1720  N.  Elston  Ave. 

Chicago,  IL  60622 


Site  #  (IEPA) ;      031  600SRR7 


County: 


Cook 


TYPE  PERHIT  SUBHISSIOH: 


Development 
Operating 
Supplemental 
Transfer 
Name  Change 
Waste  Stream 


TYPE  FACIIITY: 

Landfill 

Land  Treatment 

Transfer  Station 

Treatment  Facility 

Storage 

Incinerator 

Composting 

Recyel ing/Reclamation 
Other 


General  Hunicipal  Refuse 
Hazardous 

Speci  al  ( Han-Hazardous } 

Demo  debris  (ex.  putrescible) 

Demo  Debris  (incl.  putrescibte) 

Used  Oil 

Solvents 

Land scape/ Yard  Haste 

Other  (Specify  Precious  i 

Metals 


DESCRIPTION  OF  PROJECT:    (For  multiple  waste  stream  applications,  see  reverse  side.) 
Application  to  add  recyclable  materials  to  generic    waste  stream  permit. 


r;iA  ■  0  3  1993 


IL  532-0334 

IPC  40     (Rev,  5/98) 


printed  01/27/201 1  8:15AM  by  Richard-Jordan  p.  343/746. 


State  of  Illinois 

ENVIRONMENTAL  PROTECTION.'  AGENCY 


Mary  A.  Gade,  Director  2200  Churchill  Road,  Springfield,  IL  62794-9276 

NOTICE  OF  APPLICATION  FOR  PERMIT  TO  MANAGE  WASTE  (LPC-PA16) 


Honorable  Rodney  Blagojevich 
Representative,  State  of  Illinois 
2810  W.  Fullerton  Ave. 
Chicago,  I  60647 


Date:     March  30,  1993 


To  Elected  Officials  and  Concerned  Citizens: 

The  purpose  of  this  notice  is  to  inform  you  that  a  permit  application  has  been  submitted  to  the 
IEPA,  Division  of  Land  Pollution  Control,  for  a. solid  waste  project  described  below.    Yau  are  not 
obligated  to  respond  to  this  notice,  however,  if  you  have  any  commits,  please  submit  them  in 
writing  to  the  address  below,  or  call  the  Permit  Section  at  Z17/76Z-676Z.  within  twenty-one  (Zl) 
days. 

Illinois  Environmental  Protection  Agency 
Permit  Section,  Division  of  Land  Pollution  Control  (#33) 
Z200  ChurchiU  Road,  Post  Office  Box  19276 
Springfield,  Illinois  6Z794-9Z76 

The  permit  application,  which  is  identified  below,  is  far  a  project  described  at  the  bottom  of 
this  page. 


SITE  IDENTIFICATION 
Site  Hame: 
Address: 
City:   


Sipi    Mtet-a1.-=i  Corp- 

1720  N-  Elston  Ave. 
Chicago ,  IL  60622 


SUe  #  (IEPA):  -031600^887 


County: 


Cook 


TYPE  PERMIT  SUBHISSTflH- 


Development 
Operating 
Supplemental 
Transfer 
Name  Change 
Waste  Stream 


TYPE  FACILITY: 

Landfill 

Land  Treatment 

Transfer  Station 

Treatment  Faci  1  i  ty 

Storage 

Incinerator 

Conpostiflg 

Reeycli  ng/Reel amation 
Other 


TYPE  WA.STE: 

General  Municipal  Refuse 
Hazardous 

Special  (Non-Hazardous) 
Deeto  Debris  (ex.  pvtrcscible) 
Deera  Debris  (incl,  putrescible) 
Used  Oi  1 
Solvents 

Lands cape/ Yard  Waste 

Other  (Specify  Precious  > 

Metals 


DESCRIPTION  OF  PROJECT:    (For  multiple  waste  stream  applications,  see  reverse  side.) 
Application  to  add  recyclable  materials  to  generic    waste  stream  permit. 


mi  0  %  1993 


t^L  R fiS i'T  SJfc-C'l  iOK 


IL  532-0334 

LPC  40      (Rev.  5/92) 


printed  01/27/201 1  8:15AM  by  Richard.Jordan  p.  344/746 


State  of  Illinois 

ENVIRONMENTAL  PROTECTK.  I A  G  L* :  CY 


Mary  A.  Gade,  Director  2200  Churchill  Road,  Springfield,  IL  62794-9276 

NOTICE  OF  APPLICATION  FOR  PERMIT  TO  HANAGE  WASTE  { LPC— PA16) 


Date:      March  30/  1993 

Honorable  Richard  J.  Fhelan 
Chairman  of  the  County  Board 
Cook  County 

118  N.  Clark  Street,  Room  567 

Chicago,  IL  60602 
To  Elected  Officials  a/id  Concerned  Citizens: 

The  purpose  of  this  notice  Is  to  inform  you  that  a  permit  application  has  been  submitted  to  the 
IEPA,  Division  of  Land  Pollution  Control,  for  a  -solid  -waste  project  described  below.    You  are  not 
obligated  to  respond  to  this  notice,  however,  if  you  have  any  cements,  please  submit  the™  in 
writing  to  the  address  below,  or  call  the  Permit  Section  at  217/782-6762,  within  twenty-one  (Zl) 
days . 


Illinois  Environmental  Protection  Agency 
Permit  Section,  Division  of  Land  Pollution  Control  (#33) 
2200  Churchill  (load,  Post  Office  Box  19Z76 
Springfield.  Illinois  62794-9Z76 

The  permit  application,  which  is  identified  below,  is  for  a  project  described  at  the  bottom  of 
this  page. 


SITE  IDENTIFICATION 
Site  Mum: 
Address: 
City:   


Sipi   Mgt-al.g  Orrp. 
1720  N-  Elston  Ave. 

Chicago,  IL  60622 


Site  U  (IEPAf:  0316005887 


County: 


Cook 


TYPE  PERMIT  SUBMISSION 


Development 
Operating 
Supplemental 
Transfer 
Heme  Change 
Waste  Strtan 


TYPE  fACILITY: 

landfill 

Land  Treatment 

Transfer  Station 

Treatment  Facility 

5  to  rage 

Incinerator 

Composting 

fieeycl ing/Reclamatio 

Other 


TYPE  WASTE : 

General  Muni  ci  pal  Refuse 
Hazardous 

Special  (Non-Hasardous ) 

Demo  Debris  (ex.  putrescible) 

Demo  Debris  ( incl  -  putrescible) 

Used  Oi 1 

Solvents 

Lands cape/ Yard  Waste 

Other  (Specify   Precious  \ 

Metals 


DESCRIPTION  OF  PROJECT:    (For  multiple  waste  stream  applications,  see  reverse  side. ) 

Application  to  add  recyclable  materials  to  generic    waste  stream  permit. 


my  g  3  1993 


1 


IL  532-0334 

LPC  40      (Rev.  5/92) 


printed  01/27/201 1  8:15AM  by  Richard.Jordan  p.  345/746 


State  of  Illinois 

ENVIRONMEKITAL  PROTECTION  AGL1  rCY 


Maiy  A.  Gade,  Director 


2200  Churchill  Road,  Springfield,  IL  62794-9276 
NOTICE  OF  APPLICATION  FOR  PERMIT  TO  rttNAGE  WASTE  (LPC-PA1G) 


Mr.  Jack  O'Malley 
State  Attorney 
118  N-  Clark  Street 
Room  551 

Chicago,  II  60602 


Date:      March  30,  1993 


To  Elected  Officials  and  Concerned  Citizens: 

The  purpose  of  thi»  notice  is  to  inform  you  thst  a  penni t  application  has  been  submitted  to  the 
[EPA,  Division  of  Land  Pollution  Control,  for  a  solid  waste  project  described  below.    You  are  not 
obligated  to  respond  to  this  notice,  however,  if  you  have  any  comments,  please  submit  them  In 
writing  to  the  address  below,  or  call  the  Permit  Section  at  Z17/78Z-676Z,  within  twenty-one  (21) 
days . 

Illinois  Environmental  Protection  Agency 
Permit  Section,  Division  of  Land  Pollution  Control  (#33) 
2200  Churchill  Road.  Post  Office  Box  19Z76 
Springfield,  Illinois    6Z7 94-9276 

The  permit  application,  which  is  identified  below,  is  for  a  project  described  at  the  bottom  of 
this  page. 


SITE  IDEMTT.  FTCATTDN 
Site  Name 
Address: 
City:   


1720  N-  Elston  Ave. 
Chicago,  IL  60622 


Site  #  ( I  EPA) :     0316005 S87 


County: 


Cook 


TYPE  PERMIT  SUBMSSIQH: 


Development 
Operating 
Supplemental 
Transfer 
Name  Change 
Waste  Stream 


TYPE  FACILITY: 

Landfill 

Land  Treatment 

Transfer  Station 

Treatment  Facility 

Storage 

Incinerator 

Campos ti  ng 

Recycl  i  ng/ReO  amati  on 
Other 


TYPE  WASTE: 

General  Municipal  Refuse 
Hazardous 

Special  'Mon-Msi£.rdou5 ) 
Demo  Debris  (ex.  putrescible) 
Demo  Debris  (incl.  putresciblet 
Used  Oil 
Solvents 

Landscape/Yard  Waste 

Other  (Specify  Precioua  1 

Metals 


DESCRIPTION  Of  PROJECT:    (for  multiple  waste  stream  applications,  see  reverse  side.) 

Application  to  add  recyclable  materials  to  generic    waste  stream  permit. 


IS:!"  ft  .'JUJi. 


IL  532-0334 

LPC  40      (Rev.  S/9Z ) 


printed  01/27/201 1  8:15AM  by  Richard-Jordan  p.  346/746_ 


State  of  Illinois 

ENVIRONMENTAL  PROTECTION  AGENCY 


Mary  A.  Gade,  Director 


2200  Churchill  Road,  Springfield,  IL  62794-9276 


NOTICE  OF  APPLICATION  FOR  PERMIT  TO  MANAGE  WASTE  IL.PC-PA16} 


Mr.  Cecil  Lue-Hing 

Director  Research  &  Development 


Date:      kprjj   3th  T»» 


Metropolitan  Water  Reclamation  District  of  Greater  Chicago 
100  East  Erie  Street 
Chicago,  Illinois  60611 


To  Elected  Officials  md  Concerned  Citizens: 

The  purpose  of  this  notice  1$  to  infom  you  that  a  permit  application  has  been  submitted  to  the 
IEPA,  Division  of  Land  Pollution  Control,  for  a  solid  waste  project  described  below.    You  are  not 
obligated  to  respond  to  this  notice,  however,  if  you  have  any  comments,  please  sobmit  them  in 
writing  to  the  address  below,  or  call  the  Permit  Section  at  217/7S2-676Z,  within  twenty-one  (21) 
days. 

Illinois  Environmental  Protection  Agency 
Permit  Section,  Division  of  Land  Pollution  Control  (#33) 
ZZOQ  Churchill  Road,  Post  Office  Box  19276 
Springfield,  Illinois  6Z794-9Z76 

The  permit  application,  which  is  identified  del  aw,  is  for  «  project  described  at  the  bottom  of 
this  page. 


SITE  I DENT I F I CAT  ION 

Site  Name:      Sipi  Metals  Corp 
Address:         1720  M.  Els  ton  Ave. 
City: 


Chicago,  IL  60622 


Site  #  (IWW:  0316005687. 


County:  Cook 


TYPF  PEBMT  SUBMISSION: 

Development 
Operating 

Supplemental   

Transfer   

Name  Change   

Waste  Stream   


TYPE  FACILITY: 

Landfill 

Land  Treatment 

Transfer  Station 

Treatment  Facility 

Storage 

Incinerator 

Composting 

Recycl i  ng/Recl amation 
Other 


TYPE  HA5TT£: 

General  Municipal  Refuse 
Hazardous 

Speci al  < Non-Hazardous ) 

Demo  Debris  (ex-  putreselble) 

Demo  Debris  (incl.  putrescible) 

Used  Oil 

Solvents 

Land scape /Yard  Waste 
Other  fSp^cify  Prpr:inna 


DESCRIPTION  OF  PROJECT:    (For  multiple  waste  stream  applications,  see  reverse  side.) 
Application  to  add  recyclable  materials  to  generic  wsat.s_prrMm  ppi-mir-. 


IL  S32-0334 

LPC  40      (Rev.  5/92) 


Frittad  m  teyelerf  fwr 


printed  01/27/2011  8:15AM  by  Richard.Jordan  p.  347/746. 


State  of  Illinois 

ENVIRONMENTAL  PROTECTIC: .  AGE! ICY 


Mary  A.  Gade,  Director 


2200  Churchill  Road,  Springfield,  IL  62794-9276 


NOTICE  OF  APPLICATION  FOR  PERMIT  TO  MANAGE  HA5TE  (LPC-PA16) 


Mr.  David  Orr  °»te:      March  30,  1993 

Clerk  of  Che  County 
Cook  County 

118  N.  Clark  Street/  Room  434 
Chicago,  IL  60602 

To  Elected  Officials  and  Concerned  Citizens: 

The  purpose  of  this  notice  is  to  inform  you  that  a  permit  application  has  been  submitted  to  the 
{CPA,  Division  of  Land  Pollution  Control,  for  a  solid  waste  project  described  below.    You  are  not 
obligated  to  respond  to  this  notice,  however,  if  you  have  any  comments,  please  submit  the*  in 
writing  to  the  address  below,  or  call  the  Permit  Section  at  2 1 7/78Z-676Z ,  within  twenty-one  (21) 
days. 

Illinois  Environmental  Protection  Agency 
Permit  Section,  Division  of  Land  Pollution  Control  (#33) 
2200  Churchill  Road,  Post  Office  Box  19276 
Springfield,  Illinois  62791-9276 

The  permit  application,  which  is  identified  below,  is  for  a  project  described  at  the  bottom  of 
th1  s  page . 


SITE  IDENTIFICATION 
Site  Name. 
Address: 
City:   


Sipi  JMgtals-CgEp~ 
1720  H.  Elston  Ave. 

Chicago ,  It  60622 


Site  #  (IEPA):      031 600^887 


County: 


Cook 


TYPE  PERMIT  SUttHT.«IpH: 

[level  opnent  .  

Operating   

Supplemental  

Transfer   

Name  Change   

Waste  Stream   


TYPE  facility-. 

Landfill 

Land  Treatment 

Transfer  Station 

Treatment  Facility 

Storage 

Incinerator 

Composting 

Recycl ing/Recl  amati  on 
Other 


QEEJJ&SJ1-. 


General  Muni ci pal  Refuse 
Hazardous 

Special  {Hon-Hazardous j 

Demo  Debris  (ex-  putresciblej 

Demo  Debris  (incl.  putresci bl e) 

Used  Oi 1 

Sol  vents 

Landscape/Yard  Waste 

Other  I  Specify   Precious  ) 

Metals 


DESCRIPTION  OF  PROJECT:    (For  multiple  waste  stream  applications,  see  reverse  side.) 
Application  to  add  recyclable  materials  to  generic    waste  stream  permit. 


rv 


s  i 


MAY  0  3  199 


■  r,ir»- 


IL  532-0334 

LPC  40      (.Rev.  5/92) 


printed  01/27/201 1  8:15AM  by  Richard-Jordan  p.  348/746 


ENVIRONMENTAL  PROTECTION  AGENCY 


State  of  Illinois 


Facility  Mane:  Q\ £j   rAF^ALS  CfSgP 

Log  #:  

Permit  File 

Dear  Applicant: 

The  application  for  permit  which  you  recently  submitted  is  being  rejected  for  the  following 
reasons: 

  The  application  was  not  submitted  on  the  proper  form(s).     Please  resubmit  on  the 

enclosed  forra(s). 


One  original  and  two  copies  must  be  submitted,  (of  ©A+*fe  ^ubmi"ftal  \ 

  The  site  number  was  missing. 

 The  site  name  was  missing. 

  The  signature  of  the  site  owner  and  operator,  or  their  authorized  agent  was  not 

provided.  Me  must  have  both  signatures.    (NOTE:  Signature  staitps  are  not  acceptable. ) 
  An  applicant  or  submission  type  must  be  provided. 

,X _     The  proof  of  mailing  of  notification  letters  was  not  provided  or  sufficient. 

  The  site  has  not  provided  adequate  financial  assurance  for  closure;  pursuant  to 

Subpart  F  of  Part  807  (35  I.A.C.  Subtitle  <3). 

  An  authorization  number  for  renewals  is  required. 

  The  generator  information  was  incomplete. 

  The  site  does  not  have  an  operator  with  prior  conduct  certification. 

  Other :  


Accordingly,'  your  application  is  deemed  not  to  have  been  filed,  pursuant  to  35  I.A.C. 
Subtitle  G  of  the  Illinois  Pollution  Control  Board  Rules  and  Regulations. 

For  your  convenience  we  are  returning  the  entire  application  to  you.  You  may  resubmit  the 
application  when  the  above  deficiencies  have  been  corrected.  We  will  reconsider  your 
application  upon  receipt.    If  you  have  any  questions,  or  if  we  can  be  of  any  assistance  to 

you  in  the  preparation  of  this  application,  please  contact  Psfu        CJcu  i  

of  the  Permit  Section.  *        O  "/ 


Permit  Section 
Bureau  of  Land 


Enclosure 


IL  532-0952 

LPC  102    Rev.  Oct-92 


friattd  en  Racfcloti  Paptr 


printed  01/27/201 1  8:15AM  by  Richard.Jordan  p.  349/746 


SITE  #: 
FACILITY: 
OLD  FACILITY  NAME: 

SENATOR: 
ADDRESS: 
CITY, STATE, ZIP: 

REPRESENTATIVE: 
ADDRESS : 
CITY, STATE, ZIP: 

CQ. BOARD  CHAIRMAN: 
ADDRESS : 
CITY, STATE, ZIP: 

STATES  ATTORNEY: 
ADDRESS: 
CITY, STATE, ZIP: 


0316005887  COUNTY:  COOK 

SIPI  METALS  CORP  CITY:  CHICAGO 

SEND  UPDATES? :  Y 

HONORABLE  MIGUEL  DEL  VALLEGO 
3507  WEST  NORTH  AVENUE 
CHICAGO,  IL  60647 

HONORABLE  ROD  R.  BLAGOJEVICH 
2810  WEST  FULLERTON 
CHICAGO,  IL  60647 

RICHARD  PHELAN 

COUNTY  BUILDING,   118  NORTH  CLARK  STREET,  ROOM  434 
CHICAGO,  IL  60602 

JOHN  M.  O'MALLEY 

COUNTY  BUILDING,   118  NORTH  CLARK  STREET,  ROOM  434 
CHICAGO,  IL  60602 


OTHERS: 
ADDRESS: 
CITY,STATE,ZIP: 


CECIL  LUE-HING,  D.SO,  P.E.  ,  DIRECTOR,  RESEARCH  &  DEVELOPMENT 
METROPOLITAN  WATER  RECLAMATION  DISTRICT  OF  GREATER  CHICAGO 
100  EAST  ERIE  STREET,  CHICAGO,   IL  60611 


OTHERS: 


OTHERS:  CLERK  OF  EACH  MUNICIPALITY,  ANY  PORTION  OF  WHICH  IS  WITHIN  3 
MILES  OF  THE  BOUNDARY  OF  THE  FACILITY.    REFER  TO  ITEM  1,  PART 
d,  OF  THE  INSTRUCTION  SHEET. 

COMMENTS: 


printed  01/27/201 1  8:15AM  by  Richard.Jordan  p.  350/746 


printed  01/27/201 1  8:15AM  by  Richard.Jordan  p.  351/746 


STATE  PERMIT  LOG  NO.    :    1993-159  [X^'  [n"  0U'  H'C 
NAME  :   SIP  I  METALS  CORP 
OWNER  ;  LESLIE  S.  PINSOF 


STATUS 
SITE  NO. 


0316005SS7 


COUNTY  : 
PERMIT  TYPE  : 
FACILITY  TYPE  : 
RECEIVED  : 
FINAL  ACTION  : 


COOK 
SUP 

STPR-GEN 
93/05/03 


CLOSURE  PLAN  SUBM'T: 
REG.  POLL.  CONTROL: 
NOTIFY  APC: 
CROPA: 

NOTIFY  LOCAL  OFFICIALS: 
NOTIFY  AGRI : 
NOTIFY  DELEGATED  COUNTY: 


CITY  :  CHICAGO 


DUE:  93/0S/01 


CLS 


NOTIFY  PWS 
NOTIFY  ENF 
NOTIFY  FOS 
NOTIFY  ISGS 
NOTIFY  DENR 


REVIEWER 
GA-REQ ' D 
GAU-REV 
WASTE  TYPE 
MAILED 


WAIVER  : 
NOTIFY  IHPA 
FINAN.  ASSUR.  SUBM'T 
SITING  APP'D 
NOTIFY  WPC 

Y  NOTIFY  CMS 

Y  NOTIFY  DOT 
NOTIFY  CONSER. 

PRE-OP  MEMO  SENT 


NA 


COMMENTS : 


A.  LOG  IN  PROCES^AY  0  7  199gm  PERMIT  EXPIRATION: 


8.  TO  GAU  REVIEWER   :(5) 

C.  GAU  REVIEW   ;(7) 

D.  GAU  MEMO  TO  SW  _:(2) 

E.  TO  SW  REVIEWER   ;(5) 

F.  SW  REVIEW   :  (7) 

G.  SW  MANAGER  REVIEW   :  (2) 

H.  JOINT  DECISION   :(2) 

I.  COMPLETENESS  LTR  SENT    ;  f  7  ) 

J-  GAU  &■  SW                    :  (TECH.  MTC.) 

DRAFT   ,  _  _  : 

L.  REVIEW  MGR    ,  : 


REVIEW  NOTES 

a.  Intro  to  Project  —  Site  name,   location,  brief  description  of  submittal 

b.  Pertinent  Site  History 

c.  Summary/Review/Evaluation  of  Submittal 

d.  Identification  of  Final  Action  to  be  Taken 

e.  Discussion  of  Final  Action.  Including  Discussion  of  FinaJ  Letter 


printed  01/27/201 1  8:15AM  by  Richard.Jordan  p.  352/746 


STATE  PERMIT  LOG  NO.   :   1993-169  „ 
NAME  :  SIPI  METALS  CORP 


OWNER 


LESLIE  S.  PINSOF 


~    COUNTY  :  COOK 

PERMIT  TYPE  :  SUP 

FACILITY  TYPE  :  STPR-GEN 

RECEIVED  :  93/05/03 

FINAL  ACTION  : 

CLOSURE  PLAN  SUBM'T 
REG.  POLL.  CONTROL 
NOTIFY  APC 
CROPA 

NOTIFY  LOCAL  OFFICIALS 
NOTIFY  AGRI 
NOTIFY  DELEGATED  COUNTY 


DUE:  93/08/01 


NOTIFY  PWS: 
NOTIFY  ENF: 
NOT  IH'  FOS: 
NOTIFY  ISGS: 
NOTIFY  DENR: 


STATUS 
SITE  NO. 

CITi' 


A 

0316005387 
CHICAGO 


REVIEWER  r^L^S 

GA-REQ'D  : 
v  "'>GAU£REV  : 
■  WASTE  -  TYPE  :  H 
MAILED  : 


WAIVER  : 
NOTIFY  IHPA 
FINAN.  ASSUR.  SUBM'T 

■     SITIxNG  APP!D:  NA 
NOTIFY  WPC 

Y  NOTIFY  CMS 

Y  NOTIFY'  DOT 
NOTIFY'  CONSER. 

PRE-OP  MEMO  SENT 


COMMENTS: 


A. 
B. 
C. 
D. 
E. 
F. 
G. 
H. 
I . 
J. 
K. 
L. 


0>^A  . 


LOG  IN  PROCESS  MAY 

TO  GAU  REVIEWER   

GAU  REVIEW   

GAU  MEMO  TO  SW   

TO  SW  REVIEWER   

SW  REVIEW  

SW  MANAGER  REVIEW   

JOINT  DECISION   

COMPLETENESS  LTR  SENT   

GAU  &  SW   

DRAFT   

REVIEW  MGR   


0.7 


J59S5) 

(5) 


(7) 
(2) 
(5) 
(7) 
(2) 
(2) 
(7) 

(TECH, 


PERMIT  EXPIRATION: 


may  7 


"Hut,? 


MTG.  ) 


RECEIVED 

;  t  ;-'.;v  I9S3 
IEPA/OLPC 


REVIEW  NOTES 

a.  Intro  to  Project  —  Site  name,  location,  brief  description  of  submittal 

b.  Pertinent  Site  History 

c.  Summary/Review/Evaluat ion  of  Submittal 

d.  Identification  of  Final  Action  to  be  Taken 

e.  Discussion  of  Final  Action,  Including  Discussion  of  Final  Letter 
STATUS : 
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STATE  PERMIT  LOG  NO.    :    1993-169  '[^  \Jf-  ^X^'r)"1  l. 
NAME  :   SIP I  METALS  CORP 
OWNER  :  LESLIE  S.  PlNSOF 

COUNTY 

PERMIT  TYPE 

FACILITY  TYPE 

RECEIVED 


COOK 
SUP 

STPR-GEN 
93/05/03 


DUE:  93/08/01 


STATUS 
SITE  NO. 

CITY 

REVIEWER 
GA-REQ'D 
GAU-REV 
WASTE  TYPE 
MAILED 


03160058S7  5$^U 


CHICAGO 


V  - 


FINAL  ACTION 


CLOSURE  PLAN  SUBM'T 
REG.  POLL.  CONTROL 
NOTIFY  APC 
CROPA 

NOTIFY  LOCAL  OFFICIALS 
NOTIFY  AGRI 
NOTIFY  DELEGATED  COUNTY 

COMMENTS : 


A.  LOG  IN  PROCESS! 

B.  TO  GAU  REVIEWER 

C.  GAU  REVIEW 

D.  GAU  MEMO  TO  SW 

E.  TO  SW  REVIEWER 

F.  SW  REVIEW 

G.  SW  MANAGER  REVIEW 

H.  JOINT  DECISION 
I  .  COMPLETENESS  LTR  SENT 
J.  GAU  &  SW 
K.  DRAFT 
L.  REVIEW  MGR 


NOTIFY  PWS: 
NOTIFY  ENF: 
NOTIFY  FOS: 
NOTIFY  ISGS: 
NOTIFY"  DENR: 


WAIVER  : 
NOTIFY  IHPA 
FINAN.    ASSUR.  SUBM'T 
SITING  APP'D 
NOTIFY  WPC 
NOTIFY  CMS 
NOTIFY  DOT 
NOTIFY  CONSER. 
PRE-OP  Wm  SENT 


NA 


JUN  0  3  1993 


3?) 

(5) 
(7) 

(2) 
(5) 
{7} 
(2) 
(2) 
(7) 

(TECH. 


'EPA  -  SOL 
PERMiT  SECTION 

PERMIT  EXPIRATION: 


MTG.  ) 


REVIEW  NOTES 

a.  Intro  to  Project  —  Site  name,   location,  brief  description  of  submittal 

b.  Pertinent  Site  History 

c.  Summary/Review/Evaluation  of  Submittal 

d.  Identification  of  Final  Action  to  be  Taken 

e.  Discussion  of  Final  Action,  Including  Discussion  of  Final  Letter 
STATUS : 
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COMPLIANCE  UNIT  EVALUATION 
THERE  ARE  NO  OUTSTANDING  RCRA  VIOLATIONS. 


THERE  ARE  NO  OUTSTANDING  SOLID  WASTE  VIO- 
LATIONS ON  THE  COMPLIANCE  UNIT'S  TRACKING 
SYSTEM. * 


OUTSTANDING  RCRA  VIOLATIONS. 
OUTSTANDING  SOLID  WASTE  VIOLATIONS.* 


VIOLATION 


EVALUATION 
DATE 


CURC'S   INITIALS/^ . 
DATE  ip'\-Ci  j 

COMMENTS : 


REVIEWER 


CIL 
DATE 


PECL 
DATE 


AWN 
DATE 


EDG 
DATE 


*THE  COMPLIANCE  UNIT  HAS  BEEN  TRACKING  SOLID  WASTE  VIOLATIONS  SINCE 
MARCH  1,   1991.     PLEASE  CONTACT  FOS  FOR  SOLID  WASTE  VIOLATIONS  PRIOR  TO 
THIS  DATE. 
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STATE  OF  ILLINOIS 
ENVIRONMENTAL  PROTECTION  AGENCY  1  s3i.oas7 

ADM  33 


Subject , 


i  054-D02 


Reviewed  by  __<=i=^2   Date  OuiH'S  


■    •{.     Pn&oC-  i4e>n&r  tene^S-   
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Illinois  Environmental  Protection  Agency 


P.  O.  Box  1^270  iprh-ijjtfdd.  62794-9276 


RECEIVED 
MAY  0  3  1993 


!EPA  -  BOl. 
PERMtT  SECT  ION 


RECEIVED 
APR  0 1 1993 

1EPA  •  BOL 
PERMIT  SECTION 


21 7/524-3300 


September  2,  1992 


SIPI  Metals  Corporation 
1720  Elston  Avenue 
Chicago,  Illinois  60622 

Re:  0316005887  —  Cook  County 
SIPI  Metals  Corporation 
ILD0051  21439 
Permit  No.  1 987-1 1  -OP 
Supplemental  Permit  No.  1 987-1 31 -SP 
Log  No.  1992-212 

Expiration  Date:    August  18,  1997 
Gentl  emen : 

Supplemental  Permit  1 992-21 2-SP  is  hereby  issued  to  the  above-referenced 
facility  to  allow  acceptance  for  precious  metal  recovery,  the  following  spent 
waste  from  any  Illinois  registered  generator  on  a  generic  basis: 

Waste  from  electroplating  operations  including  spent  plating,  stripping 
and  cleaning  bath  solutions  and  wastewater  treatment  sludges  (F006,  F0O7, 
FO08,  F009,  D011)  that  contain  precious  metals  (see  attached  waste  stream 
permit  000188). 

Waste  from  data  processing  and  semi-conductor  manufacturers  (D008,  0011) 
that  contain  precious  metals  (see  attached  waste  stream  permit  000189). 

Waste  from  jewelers  and  precious  metal  processors  (D008,  D011)  (see 
attached  waste  stream  permit  000190). 

nom^r*0""  fllm  Processors  <D008>  0011 )  <see  attached  waste  stream  permit 

\J\J\I  1-71/* 


1. 


3. 
4. 


Final  plans,  specifications,  application  and  supporting  documents  as  submitted 
and  approved  shall  constitute  part  of  this  permit  and  are  identified  on  the 
records  of  the  Illinois  Environmental  Protection  Agency,  Oivision  of  Land 
Pollution  Control  by  the  permit  number(s)  and  log  number(s)  designated  in  the 
heading  above.    This  supplemental  permit  1s  subject  to  the  standard  conditions 
attached  and  is  further  subject  to  the  following  special  conditions: 

1.  All  waste  accepted  under  this  generic  waste  stream  permit  shall  be  stored 
and/or  treated  for  precious  metal  recovery  only. 

2.  Special  wastes  received  at  the  site  for  recovery  shall  be  transported  to 
the  facility  utilizing  the  Agency's  supplemental  permit  system  and 
manifest  system. 
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3.  Special  wastes  generated  at  the  site  for  disposal,  incineration  or  further 
treatment  elsewhere  shall  be  transported  to  the  receiving  facility 
utilizing  the  Agency's  supplemental  permit  system  and  manifest  system. 

4.  An  analysis  of  each  waste  stream  accepted  from  each  generator  shall  be 
maintained  on  file  at  your  premises  for  review  by  the  Agency. 

5.  The  facility  shall  record  the  total  quantity  from  each  generator  of  each 
of  the  generic  waste  received  under  this  permit  for  treatment  1n  the 
facilities  operating  record. 

6.  The  facility  is  subject  to  the  following  annual  reporting  requirements: 

a.  For  hazardous  waste  shipped  off-site  to  a  treatment,  storage  or 
disposal  site,  the  permittee  must  submit  an  annual  report,  in 
compliance  with  35  111.  Adm.  Code,  Subtitle  G,  Section  722.141 ,  to 
the  Agency  by  March  1st  for  the  previous  calendar  year.    This  report 
shall  be  submitted  on  forms  provided  by  the  Agency. 

b.  For  hazardous  waste  received  from  off-site,  the  permittee  must  submit 
an  annual  report,  in  compliance  with  35  ill.  Adm.  Code,  Subtitle  G, 
Section  724.175,  to  the  Agency  by  March  1st  for  the  previous  calendar 
year.    This  report  shall  be  submitted  on  forms  provided  by  the  Agency. 

c.  For  nonhazardous  special  waste  received  from  off-site,  the  permittee 
must  submit  an  annual  report,  in  compliance  with  Public  Act  87-131, 
to  the  Agency  by  February  1st  for  the  previous  calendar  year. 

7.  Any  request  for  renewal  of  this  permit  must  be  submitted  at  least  180  days 
prior  to  the  expiration  date  specified  in  the  heading  of  this  supplemental 
permit.  This  request  must  contain  sufficient  documentation  to  demonstrate 
compliance  with  the  terms  and  conditions  of  this  supplemental  permit. 

Except  as  modified  above,  this  site  shall  be  operated  in  accordance  with  the 
terms  and  conditions  of  Permit  No.  1987-01-OP  and  any  subsequent  supplemental 
permits,. 

Very  truly  yours,   


Page  2 


Lawrence  W.  Eastep,  P.E.,  Mahagen 
Permit  Section  vl/ 
Division  of  Land  Pollution  Control 
Bureau  of  Land 


LWE$<tffrlat/335Z,  50-51 


Attachments 
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Illinois  Environmental  Protection  Agency       2200  Churchill  Road.  Springfield,  IL  62706 


217/782-6762 

Refer  tD:    031 6005887-Cook 
SI  PI  Metals  Corp. 
ILD  005121439 
Permit  #1987-11 -OP 
Log  #1987-130 

July  8,  1987 

SI  PI  Metals  Corp. 
1720  Elston  Avenue 
Chicago,  IL  60622 

Gentlemen: 

Permit  is  hereby  granted  to  SIPI  Metals  Corporation  to  operate  a  site  to 
store,  transfer  and/or  to  treat  waste  for  the  recovery  of  precious  metals  only 
at  1720  Elston  Avenue,  Chicago,  Illinois. 

Final  plans,  specifications,  application  and  supporting  documents  as  submitted 
and  approved  shall  constitute  part  of  this  permit  and  are  identified  on  the 
records  of  the  Illinois  Environmental  Protection  Agency,  Division  of  Land 
Pollution  Control  by  the  permit  number  and  log  number  designated  In  the 
heading  above. 

This  permit  is  issued  subject  to  the  standards  conditions  attached  hereto  and 
incorporated  hereby  by  reference,  and  further  subject  to  the  following  special 
conditions: 

1.  All  material  accepted  under  this  operating  permit  shall  be  stored  and/or 
treated  for  recovery  of  precious  metals  only. 

2.  Waste  to  be  received  for  storage  and/or  treatment  shall,  consist  of  the 
f ol 1 owi  ng : 

a.  Waste  from  electroplating  operation  (F007,  F0O8,  F009). 

b.  Waste  from  data  processing  and  semi-conducter  manufacturers  (D008), 

c.  Scrap  jewelry,  photographic  and  x-ray  film.  (D008). 

3.  All  materials  received  at  this  site  for  recovery  shall  be  transported  to 
the  facility  using  the  Agency's  supplemental  or  generic  permit  system  and 
manifest  system. 

4.  Special  waste  generated  at  the  site  for  disposal,  storage,  incineration  or 
further  treatment  elsewhere  shall  be  transported  to  the  receiving  facility 
utilizing  the  Agency's  supplemental  permit  system  and  manifest  system. 
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Page  2 


5.  During  each  calendar  year  at  least  75%  of  the  material  received  shall  be 
treated  for  recovery  or  transferred  to  a  different  site  for  recovery.  The 
following  records  shall  be  kept  to  document  that  the  materials  are  not 
accumulated  speculatively  and  a  copy  shall  be  sent  to  this  Agency  by 
February  15th  of  each  year: 

a*     Records  showing  the  volume  of  materials  stored  at  the  beginning  of 
each  calendar  year; 

b.  The  amount  of  the  materials  generated  or  received  during  the  calendar 
year;  and 

c.  The  amount  of  materials  remaining  at  the  end  of  each  calendar  year. 

6.  Any  modifications  to  the  facilities  shall  be  subject  of  an  application  or 
supplemental  permit  for  site  modification  submitted  to  this  Agency. 

7.  Permittee  shall  notify  the  Agency  of  any  changes  from  the  information 
submitted  to  the  Agency  1n  its  application  for  a  development  and  operating 
permit  for  this  site.    Permittee  shall  notify  the  Agency  of  any  changes  in 
the  names  or  addresses  of  both  the  beneficial  and  legal  titleholders  to 
the  herein  permitted  sites.    Such  notification  shall  be  made  in  writting 
within  15  days  of  such  change  and  shall  include  the  name  or  names  of  any 
party  and  interest  and  the  addresses  and  their  place  of  abode;  ort  if  a 
corporation,  the  name  and  address  of  its  registered  agent. 

All  certification,  logs  or  reports  which  are  submitted  to  the  Agency  by  the 
permittee  should  be  mailed  to  the  following  address: 

Illinois  Environmental  Protection  Agency 
Compliance  Assurance  Unit 
Division  of  Land  Pollution  Control 
2200  Churchill  Road 
P.O.  Box  19276 

Springfield,  Illinois  62794-9276 
Very  trjrty  yours, 


Division  of  Land  Pollution  Control 

LWE:ML:st:2441f, 14-15 

cc:  Northern  Region 
Permit  File 

Compliance  Monitoring  Section 


nager 
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Illinois  Environmental  Protection  Agency  •    P.O.Box  19276,      Afield,  IL  62?9:-9276 


GENERIC   WAST£   STREAM  PERMIT  ATTACHMENT 

SITE   CODE:   3316005837  GENERIC   W/S   PERMIT   NUMBER:  000183 

SITE   NAME:   SIPI  HcTALS  CORP  SUP/OP   PERMIT  NUMBER:  19871315P 

0A7E    RECEIVED:    06/01/87  APPROVAL  DATE:  08/18/87 

EXPIRATION  DATES  08/18/97 

GENERIC   WASTE   CODE:  0007 

GENERIC  WASTE  NAME :   WASTES   FROM   ELECTROPLATING  OPERATIONS 

WftSTF?   CLASSIFICATION:   HAZARDOUS   NOT  SUBJECT   TO  FEE 

USEPA   HAZARDOUS   WASTE   NUMBERCS):   FOQ6,F007  ,F  00  3  ,J=  0  09  ,0  Oil 

HANDLING  CODECS?:  T23,T54 


CRITERIA   FOR  WASTE  PROPERTIES   


FLASH   POINT   CNIN>=      N/A   F  PH   <MlNJ:      N/A  PH   C  MAX} :  N/A 

  CRITERIA   FDR   WASTE  CONSTITUENTS   

CODE                         NAME  MAX  LIMITS 

0001        WATER  0099   X  VOL 

0131        TOTAL   SDLIDS  0099   X  VOL 

DISPOSAL  NETHQD:    RECYCLE,    REUSE t    OS   SECLAH AT  12  N 

TREATMENT   METHOD:    METALS  RECOVERY 

SAH 


printed  01/27/201 1  8:15AM  by  Richard.Jordan  p.  362/746 


I 
I 
I 
I 


Illinois  Environmental  Protection  Agency  •    P.O.Box  19276.  Sps'iii.ifield.  (1-  <t2794-9276 


GENERIC   WASTE   STREAM  PESMI7  ATTACHMENT 


SITE   CODES   0316005887  G EN  ERIC  W/S  PERMIT   NUMBER:  000139 

£lTE   NAW£  =   SIPI   METALS   CORP  SUP/OP  PERMIT  NUMBER:  19871315P 

□ATE   'DECEIVED:    06/01/87  APPROVAL   DATE:  08/18/87 

EXPIRATION  DATE:  08/18/97 


1 


GENERIC  WASTE  CODE:  0075 
jsENSRIC   HASTE  NAME:    HASTE  .FROM   DATA   PROCESSORS   AND  SEMI-CONDUCTORS 

JlASTE   CLASSIFICATION:    HAZARDOUS    NOT   SUSJECT  TO  FEE 
USEPA  HAZARDOUS  WASTE   NUMB  ER<S ) :  D003#D011 
■HANDLING  CODEfSJ:  T23,T54 


  CRITERIA   FOR  HASTE  PROPERTIES 


I 


:LASH   POINT  CHIN):     N/A  F  PH   CMIN):     N/A  PH  <HAX>:  N/A 

  CRITERIA   FOR  WASTE  CONSTITUENTS  —  

CODE                         NAME  MAX  LIMITS 

0001        WATER  0099   X  VOL 

0131        TOTAL  5 DLIDS  0099   X  VOL 


piSRQSAL  METHOD:    RECYCLE,    REUSE,    Qft  RECLAMATION 
TREA7MENT  METHOD:   METALS  RECOVERY 
AH 
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Illinois  Environmental  Protection  Agency  •    P.O.Box  19276,  Spi  n  '  ielc'.  if.  62,"}  i-"- 176 


GENERIC    HASTE   STREAK  PERMIT  ATTACHMENT 

SITE   CCDE:    031&0058B7  GENERIC  W/5  PERMIT   NUMBER:  000190 

SITE   NAME:   5IPI  PETALS  CORP  SUP/ OP  PERMIT  NUH  3ER J  1987131SP 

DATE   RECEIVED:    06/01/37                                                             APPROVAL  DATE:  08/1B/37 

EXPIRATION   DAT El  08/18/97 

GENERIC   WASTE   CODE  ?  0076 

GENERIC   WASTE   NAME:    WASTE   F30H   JEWELERS   £   PRECIOUS  METAL  PROCESSORS 

HASTE   CLASSIFICATION:    HAZARDOUS   NOT   SUBJECT  TD  FEE 
USEPA  HAZARDOUS   tfASTS   NUMB ERC55  5  DOOSiDOll 
HANDLING   CODECS3=  T23.T5A 


—  CRITERIA   FOR  WASTE  PROPERTIES 


FLASH   POINT  CHIN):      N/A  F  PK   CHlNi:     M/A  PH   <MAX>:  N/A 

  CRITERIA   FOR   WASTE  CONSTITUENTS   

C0°E                           NAME  MAX  LIMITS 

0001       WATER  0099   X  VOL 

0131        TOTAL  SOLIDS  0099  X  VOL 

DISPOSAL    METHOD*    RECYCLE,    REUSE,    08  RECLAMATION 

TREATMENT   METHOD:    METALS  RECOVERY 

SAH 
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Illinois  Environmental  Protection  Agency  •    P.O.Box  19276,  Springt'ielti.  V~  (.270-\-v276 


G£  ME  SIC    WASTE   STREAM   PERMIT  ATTACHMENT 

SITE    CODE:    0316005BS7  GENERIC   W/S  PERMIT   NUMBER  I  000131 

[SITE    NAME:    SIPI   METALS  CORP  SUP/ OP   PERMIT  NUMBERS  19B7131SP 

DATE    HECEIVED:    0&/Q1/S7  APPROVAL   DATE!  08/18/27 

EXPIRATION   DATE:  08/18/97 

GENERIC   WASTE   CODE:  0074 

GENERIC  WASTE    NAME  !    WASTE  FROM  FILM  PROCESSORS 

jWASTE   CLASSIFICATION:    HAZARDOUS   NOT   SUBJECT   TO  FEE 
USEPA  HAZARDOUS  WASTE  NUMScRCS) :  0003,0011 
HANDLING  CODE CS) J  T23.T54 


CRITERIA   FOR  HASTE   PROPERTIES  —  


FLASH  POINT   CMIN):      N/A   F  PH    CMINO  5      N/A  PH   CMAX):  N/A 

  CRITERIA   FOR    WASTE  CONSTITUENTS   

CODE                          NAME  MAX  LIMITS 

0001        WATER  0099   Z  VOL 

0131        TOTAL   SOLIDS  0099   %  VOL 

|0ISPCSAL  METHOD:   RECYCLE*   REUSE,   OR  RECLAMATION 

TREATMENT   METHOD:    METALS  RECOVERY 

'jAH 
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d.  to  obtain  and  remove  at  reasonable  times  samples  of  any 
discharge  or  emission  of  pollutants. 

e.  to  enter  at  reasonable  times  and  utilize  any  photographic, 
recording,  testing,  monitoring  or  other  equipment  for  the 
purpose  of  preserving,  testing,  monitoring,  or  recording 
any  activity,  discharge,  or  emission  authorized  by  this 
permit. 

5.  The  issuance  of  this  permit: 

a.  shall  not  be  considered  as  in  any  manner  affecting  the  title 
of  the  premises  upon  which  the  permitted  facilities  are  to 
be  located; 

b.  does  not  release  the  permittee  from  any  liability  for 
damage  to  person  or  property  caused  by  or  resulting  from 
the  construction,  maintenance,  or  operation  of  the  proposed 
facilities; 

c.  does  not  release  the  permittee  from  compliance  with  other 
applicable  statutes  and  regulations  of  the  United  States, 
of  the  State  of  Illinois,  or  with  applicable  local  laws, 

■  ordinances  and  regulations; 

d.  does  rot  take  into  consideration  or  attest  to  the  structural 
stability  of  any  units  or  parts  of  the  project; 

e.  in  no  manner  implies  or  suggests  that  the  Agency  (or  its 
officers,  agents  or  employees)  assumes  any  liability,  directly 
or  indirectly,  for  any  loss  due  to  damage,  installation, 
maintenance,  or  operation  of  the  proposed  equipment  or 

faci lity. 

6.  Unless  a  joint  construction/operation  permit  has  been  issued,  a 
permit  for  operating  shall  be  obtained  from  the  Agency  before  the 
facility    or    equipment   covered    by   this    permit   is    placed  into 
operation. 

These  standard  conditions  shall  prevail  unless  modified  by  special 
conditions. 

The  Agency  may  file  a  compliant  with  the  Board  for  modification, 
suspension  or  revocation  of  a  permit: 

a.  upon  discovery  that  the  permit  application  contained 
misrepresentations,  misinformation  or  false  statements 
or  that  all  relevant  facts  were  not  disclosed;  or 

b.  upon  finding  that  any  standard  or  special  conditions  have 
been  violated;  or 

c.  upon  any  violation  of  the  Environmental  Protection  Act  or 
any  Rule  or  Regulation  effective  thereunder  as  a  result 
of  the  construction  or  development  authorized  by  this  permit, 

MLK:dh/17 


;  7, 

i 
i 

8. 
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FROM   IBM  311  REUT I  LIGATION  TO  51312276';  3  .  * 


MRR  26  '93     13:=  23 


International  Business  Machines  Corporation 


George  Phillips 
SIPI  Httals 
1720   Elston  Ave. 
Chicaao.    IL  60*22-157$ 


911-2 

P,U.    BOX  950 

Ptmghkeepsie ,  New  York  12602 
Direct  Dial:    (91*)  132-2472 


Harch    26 t 


Dear  George: 

The  following  information  is  th«  data  you  requested  from  us: 

PRECIOUS  KETAL  WASTE 
ANALYSIS  DATA 


WASTE  DESC. 


EPA  CODE 


CHEM ICALS 


CQNC, 


Plitiny  iulu  t  iuti  DO 0  2 
with   Rhodi un 


Rhodium   Sulfate    2   -    6  % 
Sulfuric  Acid       5  -   12  % 

Uater  Balance 


Gold  £  Cyanide  F007,D005 
plating  solution 

Seeder  Solution  0002 


pH  5 


dH  <  l 


CN 


Chromium 

Silver 

Tin 


300  opm 


0.72  mg/1 

«4/l 
31,300  mg/1 


Gold  &  Cyanide  F007 
Plating  Solution 


pH   7.0-7.2   Reactive  CN 
Total  CN 
Gold  - 
Potassium 


<  5  ug/ml 

6460  ng/1 
50Q-l7og(Jmg/l 
255  mg/1 


— (continued  on  next  page) 
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HHR  26  '53     13s  5-4     :       FROM  IBM  911  REUT I L 1 ZflT I ON  TO  313122767: 


:^GE.003 


George  Phillips 


Page  2 


Harcb    26,  1993 


WASTE  DESC* 


EPA  CODE 


PH 


CHEM  ICALS 

CONC. 

K  Au  CN 

<   2  % 

CN 

^  i  r. 

Water 

>   80  % 

Nonhaz  Salt? 

K    20  % 

Arsenic 

0.057  % 

Au 

<    0.5  X 

CN 

<    0 .  1  X 

r4m  ter 

Total  CN 

0.229  rag/1 

Arse  ni c 

C    0.09  mg/1 

Barium 

<  0*03  mg/1 

CArf itt  i  n 

%,      IJ  *  lj  *i     IRg  /  I 

Chromium 

<  0.O9  mg/1 

Sold 

597  tng/i 

Lead 

<    0-05  mg/l 

Her Cury 

<    0,000m  mg/1 

Selenium 

<    0.09  nig/l 

Silver 

0.01  mg/1 

Nitric  Acid 

>   40  % 

Au 

Varies 

KCN 

17  y. 

KD  uxifle 

Inorganic  Salts 

Au 

Varies 

Miti-iL.  Atiti 

50  si 

KC1 

K  Au  CN 

1  % 

K  Citrate 

2  K 

Pyrophosphate 

2  X 

Wat  i?  r 

95  * 

Sold  &  Cyanide       FQ0 7 , DO  03  ,  D004  pH  12-5 
plating  solution 
from  R&D  Lab 


Gold  &  Cyanide  F007,DO03 
Plating  Solution 


Gold  Plating 
solution 

t w/  Nitric  Acid) 


D002 


PH  5  ■  8 


pH     <  1.0 


Gold  &  Cyanide  F009,DQQ3 
Plating  solution 


Gold  Plat ing 

Sulu Lion 

(w/  Nitric -A-c id) 


00  0  2 


Gold  £  Cyanide  F007.D003 


PH  >  12.5 


OH  1.0 


pH    7    -  11 


--(continued  on  next 


page ) - - 
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FROM  IBM  911  REUTILlSiTnON 


TO  913122767(314 


■::c.gg4 


George  Phillips 


March        ,  1993 


WASTE  DESC 


EPA  CODE 


DH 


CHEMICALS 


CONC. 


Gold   &  Cyanide 
Plating  Solution 


ph    7    -    U      K   CN  1  % 

K  All   CN  IS 

K  2-cnlora-'*- 

nitro-benzaate  2  K 

K  Cilr«*le  1  % 

Pyrophosphate  1  % 

Fto  <   5  mg/1 

Lithium  <  0.1  % 

Cobalt  <   0-1  « 

Water  94  X 


Various  off-soecs      U's  s  P's 

r.  ftrnu  »rrisj,  chemical 
products  containing 
Drecious  metals. 


Varies 


Var  ies 


Sincerely , 
Huong  HguVen 


HN :  nb 
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State  of  Illinois 


ENVIRONMENTAL  PROTECTION  AGENCY 


217/524-3300 


May  3,  1993 


George  T.  Phillips 

srPI  Metals  Corp. 

1720  Elston  Avenue 

Chicago,  Illinois  60622-1579 

Re:  0316005887  —  Cook  County 
SIPI  Metals  Corp. 
ILD005121439 

General  -Correspondence — - 
Dear  Mr.  Phillips: 

This  letter  is  written  in  response  to  your  letter  of  March  30,  1993 
concerning  the  classification  of  off-specification  chemical  products, 
non-listed  characteristic  sludges  and  non-listed  byproducts  which  are 
subsequently  shipped  off-site  for  reclamation.    These  materials  are  not 
considered  to  be  a  solid  waste  (pursuant  to  35  IAC  721.102(c)(3))  when  being 
sent  for  reclamation.    As  long  as  the  material  is  not -accumulated 
speculatively  (i.e.  75%  of  the  material  received  is  not  reused  in  a  calendar 
year)  the  material  is  not  a  solid  waste.    This  means  that  the  material  could 
be  shipped  under  a  bill  of  lading  and  not  be  subject  to  the  manifesting 
requirements  as  a  hazardous  waste  (Section  723)  or  as  a  special  waste 
(Section  809).    The  material  would  still  be  a  solid  waste  if  sent  to  a 
landfill.    The  Agency  considers  ion-exchange  canisters  and  used  fixer 
solutions  spent  materials.    Therefore,  these  types  of  wastes  are  solid  wastes 
when  sent  for  reclamation. 

I  hope  this  answers  the  questions  you  had.    Should  you  have  any  questions  or 
comments  regarding  the  above,  please  contact  Mark  A.  Schollenberqer  of  my 
staff  at  217/524-3307. 

Very  truly  yours,  x — 


Mary  A.  Cade,  Director 


2200  Churchill  Road,  Springfield,  IL  62794-9276 


LWE:li!fe279Y/36 


bcc:    Division  File 
Maywood  Region 
Mark  Schollenberger 


'to 
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PRECIOUS  METALS  DIVISION  —  REFINERS  OF  GOLD,  SILVER  AND  PLATINUM  GROUP  METALS 


March  30,  1993 


Mr.   Douglas  Clay 
State  of  Illinois 
Environmental  Protection  Agency 
Division  of  Land  Pollution  Control 
2200  Churchill  Road 
Springfield,   IL,  62794-9276 


RECEIVED 
APR  0  2  1993 


i£PA  -  BOL 
PSRMiT  SECTION 


Dear  Mr.  Clay: 

We  are  writing  as  a  request  in  order  to  obtain  the  regulatory 
status  of  certain  materials  that  are  recycled  for  the  purposes  of 
precious  metal  recovery.  The  materials  in  question  may  be 
classified  as  a  hazardous  waste  due  to  another  state's 
interpretation  or  more  stringent  requirements-  The  materials  for 
which  we  seek  clarification  as  to  their  regulatory  status  in 
Illinois  are  as  follows: 


1)  Of f -specif icati on  chemical  products  listed  in  4  0  CFR 
261.33  that  are  recycled  for  precious  metal  recovery. 

2)  Sludges,  both  characteristic  and  non-characteristic  of 
hazardous  waste,  that  are  not  listed  in  40  CFR  261.31  or 
261.32  and  that  are  recycled  for  precious  metal  recovery. 

3)  By-products,  both  characteristic  and  non-characteristic 
of  hazardous  waste,  that  are  not  listed  in  40  CFR  261.31 
or  2  61 . 32  and  that  re  recycled  for  precious  metal 
recovery. 


We  have  reviewed  the  requirements  of  40  CFR  261,  identification  and 
listing  of  hazardous  waste,  and  it  is  our  understanding  that  the 
above  materials  are  not  a  solid  waste  when  they  are  recycled  (and 
therefore,  not  a  hazardous  waste).  For  the  agency's  information, 
the  following  is  provided  with  regard  to  the  materials  previously 
described: 


TELEPHONE:  312/276-0070  •  TWX:  910/221-6057  •  FAX:  312/276-7014 
1720  ELSTON  AVENUE  •  CHICAGO,  ILLINOIS  60622-1579 
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SIPI  METALS  CORP      *      17S0  ELSTGUT  AVENUE 


CHICAGO,  ILLINOIS  60622-1579 


Mr.   Douglas  Clay 
March  30,  1993 
.Page  Two 


A)  There  is  no  land  disposal  of  the  material. 

B)  Each  material  is  entirely  processed  on-site  to  produce 
precious  metal  products. 

C)  There  is  a  well-established  market  both  for  the  materials 
processed  ad  the  products  produced, 

D)  There  is  a  written  contract  and  settlement  agreement  with 
the  generator. 

E)  The  materials  are  processed  either  by  hydroraetallurgical , 
pyrometallurgical  and/or  mechanical  methods  consistent 
with  industry  practice.  All  processes  are  equipped  with 
appropriate  pollution  control  devices. 

F)  Materials  are  transported  by  approved  carriers  in 
accordance  with  Department  of  Transportation  and 
Interstate  Commerce  regulations . 

G)  Documents  are  maintained  on  file  to  show  that  the 
material  is  not  accumulated  speculatively. 

H)  All  materials  are  packaged  or  placed  in  containers'  and 
stored  in  a  secured  area  protected  from  the  environment. 

I)  No  material  is  received  without  a  binding  agreement 
including  dates  and  times  of  delivery. 

J)      All  materials  are  sampled  and  analyzed. 


It  is  understood  that  secondary  materials  that  meet  the  definition 
of  a  hazardous  waste  and  are  processed  for  precious  metal  recovery 
are  subject  to  manifest  requirements  and  must  be  transported  by 
licensed,  special  waste  haulers.  We  emphasize  that  it  is  our 
understanding  that  the  materials  in  question  are  materials  that  do 
no  meet  the  requirements  of  a  solid  waste  and  are  not  a  special 
waste . 

Should  you  agree  with  our  understand  of  the  regulatory  status  of 
the  materials  in  question,  it  would  be  most  helpful  if  we  could 
obtain  a  written  acknowledgement  from  the  agency. 
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SIPI  METALS  CORP      •      1720  ELSTON  AVENUE      -      CHICAGO,  ILLINOIS  60622-1579 


Mr.   Douglas  Clay 
March  30,  1993 
Page  Three 

I 

Please  contact  me  should  you  have  any  questions  or  require  further 
information.  We  thank  you  in  advance  for  your  immediate  attention 
to  this  most  important  matter. 

Respectfully, 

a^i~Al^ — 

George  T.  Phillips 

Manager,  Environmental  Affairs 


GTP:tlw 
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State  of  Illinois 

ENVIRONMENTAL  PROTECTION  AGENCY 

Mary  A.  Gade,  Director  2200  Churchill  Road,  Springfield,  IL  62794-9276 

217/524-3300 


Certified  Kail  # 


Re:     Site  #:Q3iL^3&l  —  <2rnk-  County 

Facility  Name.-f^Pi   rAf=-TAl  S  <Tr^?P   

Log  #:  

Permit  File 

Dear  Applicant: 

The  application  for  permit  which  you  recently  submitted  is  being  rejected  for  the  following 
reasons:  _     .  ,-  >  - 

\  ■ 

  The  application  was  not  submitted  on  the  proper  form(s).    Please  resubmit  on  the' 

enclosed  forra(s). 

X       One  original  and  two  copies  must  be  submitted.         t3AWe  <t>ubfY\rHaM 

 .      The  site  number  was  missing. 

  The  site  name  was  missing. 

 i_     The  signature  of  the  site  owner  and  operator,  or  their  authorized  agent  was  not 

;-'  provided.  We  must  have  both  signatures,  00TB:,. Signature  statips  are  not  acceptable. } 
An  applicant  or  submission  type  must  'be  provided-  '  v'1  -        '-"  j'  ,■/-■,/ 

X  The  proof  of  mailing  of  notification  "letters  .was  -not  .provided  or  sufficient.  '  ;' 
The  site  has  not  provided  adequate 'financial  assurance  for  closure;  pursuant  to 
Subpart:  F  of  Part  807  {35  I.A.C.  .Subtitle  <3).     1  v 

  An  authorization  number  for  renewals  is  required. 

  The  generator  information  was  incomplete. 

  The  site  does  not  have  an  operator  with  prior  conduct  certification. 

  Other:  

 .  ^  

Accordingly,  your  application  is  deemed  not  to  have  been  filed,  pursuant  to  35  I.A.C. 
Subtitle  G  of  the  Illinois  Pollution  Control  Board  Rules  and  Regulations. 

For  your  convenience  we  are  returning  the  entire  application  to  you.  You  may  resubmit  the 
application  when  the  above  deficiencies  have  been  corrected.  We  will  reconsider  your 
application  upon  receipt.    If  you  have  any  questions,  or  if  we  can  be  of  any  assistance  to 


you  in  the  preparation  of  this  application,  please  contact  C\cx y~\  Ocu  i 
of  the  Permit  Section.  O      "  j 

Very  truly  yours, 

iawrence  W.  Eastep,  P.E.  ,Wtanager 
'Permit  Section 
Bureau  of  Land 

Enclosure 
IL  532-0955 

LPC  102    Rev.  Oct-92  Printed  mi  Recycled  Paper 
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435   ESQ  bfll--7^j~ 

^  Receipt  for      o  "S? 
Certified  Mail 

No  Insurance  Coverage  Provided 
^■ruijifig  Do  not  use  for  International  Mail 

(See  RgvMsa)  

rr — r-r—^^~  '  - 

SIPI  METALS  CORPORATION 
1720'ELSTQN  AVENUE 
CHICAGO}  IL  60622 


o 

s 

AO 


Cwt(fi»d  Faa 

Specie!  Delivofy  Fw 
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Illinois  Environmental  Protection  Agency     ■     P.O.  Box  19276.  Springfield.  1L  62794-9276 


21 7/524-3300 


September  2,  1992 


SIPI  Metals  Corporation 
1720  Elston  Avenue 
Chicago,  Illinois  60622 

Re:  0316005887.—  Cook  County 
SIPI  Metals  Corporation 
ILD005121439 
Permit  No.  1987-11  -OP 
Supplemental  Permit  No.  1987-131-SP 

Log  No.  1992-2U  '  s 

Expiration  Date:    August  18,  1997 

Gentlemen: 

Supplemental  Permit  1992-212-SP  is  hereby  Issued 'to  the  above -referenced 
facility  to  allow  acceptance  for  precious  metal  recovery,  the  following  spent 
waste  from  any  Illinois  registered  generator  on  a  generic  basis: 

1.  Waste  from  electroplating  operations  Including  spent  plating,  stripping 
and  cleaning  bath  solutions  and  wastewater  treatment  sludges  [F006,  F007, 
F008,  F0O9,  D011)  that  contain  precious  metals  (see  attached  waste  stream 
permit  000188), 

2.  Waste  from  data  processing  and  semi-conductor  manufacturers  (D008,  D011 ) 
that  contain  precious  metals  (see  attached  waste  stream  permit  000189). 

3.  Waste  from  jewelers  and  precious  metal  processors  (D00S,  DOT  1 )  (see 
attached  waste  stream  permit  000190), 

4.  Waste  from  film  processors  (D008,  D011)  (see  attached  waste  stream  permit 
000191). 

Final  plans,  specifications,  application  and  supporting  documents  as  submitted 
and  approved  shall  constitute  part  of  this  permit  and  are  Identified  on  the 
records  of  the  Illinois  Environmental  Protection  Agency,  Division  of  Land 
Pollution  Control  by  the  permit  number(s)  and  log  number(s)  designated  in  the 
heading  above.    This  supplemental  permit  is  subject  to  the  standard  conditions 
attached  and  is  further  subject  to  the  following  special  conditions: 

1.  All  waste  accepted  under  this  generic  waste  stream  permit  shall  be  stored 
and/or  treated  for  precious  metal  recovery  only. 

2.  Special  wastes  received  at  the  site  for  recovery  shall  be  transported  to 
the  facility  utilizing  the  Agency's  supplemental  permit  system  and 
manifest  system. 
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Illinois  Environmental  Protection  Agency     •     P.  O.  Box  19276,  Springfield.  1L  62794-9276 


3-    Special  wastes  generated  at  the. site  for  disposal.  Incineration  or  further 
treatment  elsewhere  shall  be  transported  to  the  receiving  facility 
utilizing  the  Agency's  supplemental  permit  system  and  manifest  system. 

4.  An  analysis  of  each  waste  stream  accepted  from  each  generator  shall  be 
maintained  on  file  at  your  premises  for  review  by  the  Agency. 

5.  The  facility  shall  record  the  total  quantity  from  each  generator  of  each 
■.  of  the  generic  waste  received  under  this  permit  for  treatment  in  the 

facilities  operating  record. 

6.  The  facility  1s  subject  to  the  following  annual  reporting  requirements: 

a.  For  , hazardous  waste  shipped  of f-slte -to  a  treatment,  storage  or 
disposal  site,  the  permittee  must  submit  an  annual  report,  in 
compliance  with  35  111.  Adm.  Code,  Subtitle  G,  Section  722.141,  to 
the  Agency  by  March  1st  for  the  previous  calendar  year.    This  report 
shall  be  submitted  on  forms  provided  by  the  Agency. 

« 

b.  For  hazardous  waste  received  from  off-site,  the  permittee  must  submit  . 
an  annual  report,  in  compliance  with  35  111.  Adm.  Code,  Subtitle  G, 

.  Section  724.175,,  to  the  Agency  by  March  1st  for  the  previous  calendar 
year.    This  report  shall  be  submitted  on  forms  provided  by  the  Agency. 

c.  For  nonhazardpus  special  waste  received  from  off-site,  the  permittee 
must  submit  ah  annual  report,  1n  compliance  with  Public  Act  87-131, 
to  the  Agency  by  February  1st  for  the  previous  calendar  year. 

7.  Any  request  for  renewal  of  this  permit  must  be  submitted  at  least  180  days 
prior  to  the  expiration  date  specified  In  the  heading  of  this  supplemental 
permit.  This. request  must  contain  sufficient  documentation  to  demonstrate 
compliance  with  the  terms  and  conditions  of  this  supplemental  permit. 

Except  as  modified  above,  this  site  shall  be  operated  in  accordance  with  the 
terms  and  conditions  of  Permit  No.  1987-01-OP  and  any  subsequent  supplemental 
permits. 

Very  truly  yours,  .  ^ 


Attachments 


face:    Division  File 

Haywood  Region  " 
Doug  Clay,  DAU 
Scott  Hacke 
Hark  Schol lenberger 


Page  2 


raWrence  W.  Eastep,  P.E.,  MahagerJ 
Pe/ralt  Section  Vj/ 
Division  of  Land  Pollution  Control 
Bureau  of  Land 


LWE^ffl  at/335Z ,  50-51 
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I 

H  GENERIC  WAST E  STREAM  PERMIT  ATTACHMENT 

JE  COPES  031600588T  GENERIC  W/S  PERHIT  NUMBERS  000188 

IT E  NAHES  SIPI  METALS  CORP  SUP/OP  PERMIT  NUMBER!  1987131SP 

B'E   RECEIVED!    06/01/87  APPROVAL  OATES  08/18/87 

"  EXPIRATION  DATES  08/18/97 

JERIC   HASTE  CODE:  OD07 

=NERIC  WASTE  NAMES   WASTES  FROM  ELECTROPLATING  OPERATIONS 

1 

iSTE  CLASSIFICATIONS  HAZARDOUS  NOT  SUBJECT  TO  FEE 

ft  PA  HAZARDOUS  WASTE  NUMBER CS> !   F 006 » F 0 07 »F00 B f FO 09 » D 01 1 

■ 

MiDLING  CODECS):  TZ3»T54 


CRITERIA  FOR  WASTE  PROPERTIES 


LASH  POINT  CMIN?S     H/A  F  PH   CHIN):     K/A  PH  <MAX>:  N/A 

I  CRITERIA  FOR  WASTE  CONSTITUENTS  

CODE                        NAME  MAX  LIMITS 

I 0001        WATER  0099  X  VOL 

0131        TOTAL  SOLIDS  0099  X  VOL 

ISPOSAL  METHOD:   RECYCLE,   REUSE*   OR  RECLAMATION 

1=  AT KENT  METHODS   KETALS  RECOVERT 

r 

i 

i 

I 

I- . 

■ 

1 


Illinois  Environmental  Protection  Agency  •   P.O.  Box  19276,  Springfield,  1L  62794-9276 


GENERIC   WASTE  STREAM  PERMIT  ATTACHMENT 

ITE  CODES   0316005887  GENERIC  W/S  PERMIT  NUMBER  I  000189 

IT E  NAMES   SIPI  METALS  CORP  SUP/OP  PERMIT  NUMBERS  19B713LSP 

ATE  RECEIVED!    06/01/87  APPROVAL  DATES  0B/1B/87 

EXPIRATION  DATES  08/18/97 

* 

EN  ERIC  WASTE  COOES  0075 

ENERIC   WASTE  NAMES  WASTE  FROM  DATA  PROCESSORS  AND  SEMI-CONDUCTORS 

ASTE  CLASSIFICATIONS   HAZARDOUS   NOT  SUBJECT  TO  FEE 
SEPA  HAZARDOUS   WASTE   NUHSERC5)2  O008.DD11 
ANDLING  CO0E(S)S  T23.T54 


—  CRITERIA   FOR  WASTE  PROPERTIES 


LASH  POINT   CMIK):      N/A  F  PH   CMINJ:      N/A  PH   <MAX)S  N/A 


CRITERIA  FOR  WASTE  CONSTITUENTS   


CODE  NAME  MAX  LIMITS 

0001       WATER  0099  X  VOL 

0131        TOTAL  SOLIDS  0099  X  VOL 

XSPOSAL  METHODS   RECYCLE,   REUSE*  OR  RECLAMATION 

REATMEfJT  METHODS   METALS  RECOVERY 

AH 
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I  .  

■ 

|  GENERIC  WASTE  STREAM  PERMIT  ATTACHMENT 

KE  CODES   0316005887  GENERIC  W/S  PERMIT  NUMBERS  000190 

E  NAHEi  S1PI  METALS  CORP  SUP/tiP  PERMIT. NUMBER*  19S7131SP 

fE  RECEIVED:    06/01/87  APPROVAL   DATES  08/18/87 

EXPIRATION  DATES  08/18/97 

JtfERIC  WASTE  CODES , 0076. 

JENERIC  WASTE  NAME:   WASTE  FROM  JEWELERS  £  PRECIOUS  METAL  PROCESSORS 


I 


flPSTE. CLASSIFICATION:   HAZARDOUS  NOT  SUBJECT  TO  FEE 
l|EPA  HAZARDOUS  WASTE  NUHBERCS):  DQO8»D01I 
IANDLINS  CODECS>£  T33»T5* 


I 


CRITERIA  FOR  WASTE  PROPERTIES 


ASH  POINT  CHIN>S     N/A  F  PH   CMIN):     N/A  PH  CMAX>=  N/A 


I 


CRITERIA  FOR  WASTE  CONSTITUENTS   


CODE                        NAME  MAX  LIMITS 

0001       WATER  0D99  X  VOL 

|               0131       TOTAL  SOLIDS  0099  X  VOL 

IISPOSAL  METHODS   RECYCLE,   REUSE*  OR  RECLAMATION 


I 
I 

I 

I 
I 
I 


ATHENT  METHODS   METALS  RECOVERY 


I 
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Illinois  Environmental  Protection  Agency  *    P.O.  Box  19276,  Springfield,  It  62794-9276 


GENERIC  WASTE  STREAM  PERMIT  ATTACHMENT 

TE  CODES   0316005887  GENERIC   U/S  PERMIT  NUMBER i. 000191 

:TE   NAMES   SIPI  METALS  CORP  SUP/OP  PERMIT  NUMBERS  1987131SP 

>TE  RECEIVED:   06/01/87                                                             APPROVAL  DATES  06/18/fiT 

EXPIRATION  DATES  08/18/97 

NERIC  WASTE   CODES  O07V 

INERIC  WASTE   NAMES   WASTE  FROM  FILM  PROCESSORS 

tSTE   CLASSIFICATIONS   HAZARDOUS   NOT  SUBJECT  TO  FEE 
;EPA  HAZARDOUS  WASTE  NUNBERCS5:  D008.D011 
INDLING  CODECS):  TZ3.T5* 

 .  ,   CRITERIA  FOR  WASTE  PROPERTIES  

.ASH   POINT   CHIN):      N/A  F  PH   (MIN):      N/A  PH  CKAX>:  N/A 

  CRITERIA  FOR  UASTE  CONSTITUENTS   

CODE                        NAME  MAX  LIMITS 

0001        WATER  0099   X  VOL 

0131        TOTAL  SOLIDS  0099   X  VOL 

ISPOSAL  METHODS   RECYCLE,   REUSE,   OR  RECLAMATION 

rEATMENT   METHOD:   METALS  RECOVERY 

(H 
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STANDARD  CONDITIONS  FOR  CONSTRUCTION/DEVELOPMENT  PERMITS 
ISSUED  BY  THE  ILLINOIS  ENVIRONMENTAL  PROTECTION  AGENCY 

July  1,  1979 

The  Illinois  Environmental  Protection  Act  (Illinois  Revised  Statutes, 
Chapter  111-1/2,  Section  1039)  grants  the  Environmental  Protection  Agency 
authority  to  impose  conditions  on  permits  which  it  issues. 

These  standard  conditions  shall  apply  to  all  permits  which  the  Agency 
issues  for  construction,  or  development  projects  which  require  permits 
under  the  Divisions  of.  Water  Pollution  Control,  Air  Pollution  Control, 
Public  Water  Supplies,  and  Land  and  Noise  Pollution  Control.  Special 
conditions  may  also  be  imposed  by  the  separate  divisions  in  addition 
to  these  standard  conditions, 

1.  Unless  this  permit  has  been  extended  or  it  has  been  voided  by  a  . 

.  newely  issued  permit,  this  permit  will  expire  two  years  after  date 
of  issuance  unless  construction  or  development  on  this  project  has 
started  on  or  prior  to  that  date. 

2.  The  construction  or  development  of  facilities  covered  by  this  permit  . 
shall  be  done  in  compliance  with  applicable  provisions  of  Federal 
laws  and  regulations,  the  Illinois  Environmental  Protection  Act, 

and  Rules  and  Regulations  adopted  by  the  Illinos  Pollution  Control 
Board. 

3.  There-shall  be  no  deviations  from  the  approved  plans  and  specifi- 
cations unless  a  written  request  for  modification  of  the  project, 
along  with  plans   and   specifications   as  required,  shall  have  been 
submitted  to  the  Agency  and  a  supplemental  written  permit  issued. 

,4. .     The  permittee  shall  allow  any  agent  duly  authorized  by  the  Agency 
upon  the  presentation  of  credentials: 

a.  to  enter  at  reasonable  times  the  permittee's  premises 
where  actual  or  potential  effluent,  emission  or  noise 
sources  are  located  or  where  any  activity  is  to  be  con- 
ducted pursuant  to  this  permit. 

b.  to  have  access  to  and  copy  at  reasonable  times  any 
records  required  to  be  kept  under  the  terms  and  con- 
ditions of  this  permit. 

c.  to  inspect  at  reasonable  times,  including  during 
any  hours  of  operation  of  equipment  constructed  or 
operated  under  this  permit,  such  equipment  or  monitoring 
methodology  or  equipment  required  to  be  kept,  used,  operated, 
calibrated  and  maintained  under  this  permit. 
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d.  to  obtain  and  remove  at  reasonable  times  samples-  of  any 
discharge  or  emission  of  pollutants. 

e.  to  enter  at  reasonable  times  and  utilize  any  photographic, 
recording,  testing,  monitoring  or  other  equipment  for  the 
purpose  of  preserving,  testing,  monitoring,  or  recording 
any  activity,  discharge,  or  emission  authorized  by  this 
permit. 

5.  The  issuance  of  this  permit: 

a.  shall  not  be  considered  as  in  any  manner  affecting  the  title 
of  the  premises  upon  which  the  permitted  facilities  are  to 
be  located; 

b.  does  not  release  the  permittee  from  any  liability  for 
damage  to  person  or  property  caused  by  or  resulting  from 
the  construction,  maintenance,  or  operation  of  the  proposed 
facilities; 

c.  does  not  release  the  permittee  from  compliance  with  other 
applicable  statutes  and  regulations  of  the  United  States, 
Of  the  State  of  Illinois,  or  with  applicable  local  laws, 
ordinances  and  regulations; 

.   d.    does  not  take  into  consideration  or  attest  to  the  structural 
stability  of  any  units  or  parts  of  the  project; 

e.    in  no  manner  implies  or  suggests  that  the  Agency  (or  its 

officers,  agents  or  employees)  assumes  any  liability,  directly 
or  indirectly,  for  any  loss  due  to  damage,  installation, 
maintenance,  or  operation  of  the  proposed  equipment  or 
facility. 

6.  Unless  a  joint  construction/operation  permit  has  been  issued,  a 
permit  for  operating  shall  be  obtained  from  the  Agency  before  the 
facility    or    equipment  covered  by   this   permit   is   placed  into 
operation. 

7.  These  standard  conditions  shall  prevail  unless  modified  by  special 
conditions* 

8.  The  Agency  may  file  a  compliant  with  the  Board  for  modification, 
suspension  or  revocation  of  a  permit: 

a.    upon  discovery  that  the  permit  application  contained 
misrepresentations,  misinformation  or  false  statements 
or  that  all  relevant  facts  were  not  disclosed;  or 

b-    upon  finding  that  any  standard  or  special  conditions  have 
been  violated;  or 

c.    upon  any  violation  of  the  Environmental  Protection  Act  or 
any  Rule  or  Regulation  effective  thereunder  as  a  result 
of  the  construction  or  development  authorized  by  this  permit. 
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COMPLIANCE  UNIT  EVALUATION 
THERE  ARE  NO  OUTSTANDING  RCRA  VIOLATIONS. 


THERE  ARE  NO  OUTSTANDING  SOLID  WASTE  VIO- 
LATIONS^ THE  COMPLIANCE  UNIT'S  TRACKING 

system/*1 j 

OUTSTANDING  RCRA  VIOLATIONS. 
OUTSTANDING  SOLID  WASTE  VIOLATIONS.* 


VIOLATION 


EVALUATION 
DATE 


REVIEWER 


CIL 
DATE 


PECL 
DATE 


AWN 
DATE 


EDG 
DATE 


CURC'S  INITIALS/ 
DATE    '  %-f^-?>- 
COMMENTS : 


*^HE  COMPLIANCE  UNIT  HAS  BEEN  TRACKING  SOLID  WASTE  VIOLATIONS  SINCE 

ICH  1,  1991.  PLEASE  CONTACT  FOS  FOR  SOLID  WASTE  VIOLATIONS  PRIOR  TO 
THIS  DATE. 
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PRECIOUS  METALS  DIVISION  -  REFINERS  OF  GOLD,  SILVER  AND  PLATINUM  GROUP  METALS 


Federal  Express 


July  22,  1992 


Illinois  Environmental  Protection  Agency 
Division  of  Land  Pollution  Control 
Permit  Section 
2200  Churchill  Road 
Springfield,    Illinois  62706 

RE:  0316005887  Cook  County  ILD005121439  Sipi  Metals  Corp. 
Gentlemen: 


The  enclosed  application  is  submitted  for  renewal  of  the  operating 
permits  expiring  August  18,  1992.  Should  you  have  any  questions 
or  require  additional  information,  please  contact  me  at  your 
convenience. 

Thank  you  in  advance  for  your  immediate  attention  to  this  matter. 
Respectfully  i     .  // 


George  T.  Phillips 

Manager,  Environmental  Affairs 


RECEIVED 

JUL  24  m2 


GTP:tlw 
Enclosures 


TELEPHONE:  312/376-0070  •  TWX;  910/221-6057  *  FAX:  » 12/2 70-70 14 
1720  ELSTON  AVENUE  ■  CHICAGO,  ILLINOIS  60022-l.>7!) 


Illinois  Environmental  Protection  Agency   •    P.o,  Box  19276,  Springfield,  IL  G2794-9276 


General  Application  far  Permit  (LPC-PAi) 

This  form  must  be  used  for  any  application  for  permit  from  the  Division  of  Land  Pollution  Control,  except 
for  waste  stream  permits  and  permits  for  the  composting  of  landscape  waste  only.  Attach  any  necessary  plans, 
specifications,  reports,  etc.  to  fully  support  and  describe  the  activities  or  modifications  being  proposed. 
If  necessary,  attach  sufficient  information  to  demonstrate  compliance  with  all  applicable  RCRA  requirements. 

SITE  IDENTIFICATION 

Name:     Sipi  Metals  Corp.   Site  4  (1EPA):        2-— — ~—'2-!L  — fLl- 

City:     Chicago  \   County:     .  Cook        |       ■  '  


Existing  DE/OP  Permit  Nos.  (If  applicable): 


1987.  -   11   -  OP 


OWNER  OPERATOR 

Name:     Sipi   Metals  Corp.  


Address:     172Q  M.   Elston  Ave 
Chicago,   IL  60622 


Contact  Name:  George  Phillips 
Phone  f:  (312}  276-0070 


TYPE  SUBMISSION: 

Developmental 
Opera  ting 
Supplemental 
Permit  Transfer 
Name  Change 
Closure/Post  Closure 
Certification 


_X_ 

X 


TYPE  FACILITY: 

Landfill 

Land  Treatment 

Transfer  Station 

Treatment 

Storage 

Incinerator 

Composting 

Recycl  1  ng/Recl  ama  ti  on 
OtherManuf  actur  ing 


TYPE  HASTE: 

General  Municipal  Refuse 

Hazardous   

Special  (Non-Hazardous)   

Demo  Debris  (ex.  putresdble)  __ 

Demo  Debris  (incl.  putrescible)   

Used  Oil   

Solvents  __ 

Landscape/Yard  Waste 

Other  (Specify  Precious  Metfrl  X 


x 


DESCRIPTION  OF  PROJECT:  (Include  a  brief  narrative  description  here.) 


RECEIVED 


Permit  renewal  —  precious  metal  recycling,  atorer  and  me^tf f %cjffcijggLrtg 
facility.  


LEPA-DLl-'C 


COMPLETENESS  RfqUIAEMENTS 


The  following  Items  must  be  submitted  unless  they  are  either  not  required,  or  have  previously  been  approved. 
Any  items  marked  "N/A"  must  he  fully  explained.  For  example,  a  treatment  facility  may  indicate  "N/A"  for 
prior  conduct  certification  and  explain  that  certification  is  not  required  for  treatment  facilities.  Please 
refer  to  the  instructions  for  further  guidance. 


1.     Have  all  public-notice  letters  been  mailed  and  is  documentation  enclosed? 


Yes 


No 


Printed  on  Recycled  Paper 


H  ill  ISST 
LPC  350  01/90 


Thii  Agency  I*  authorized  to  require  thii  informa- 
tion undtr  111.  Rev.  SteL,  1979.  Chapter  11  1  1/2 
Section  1033.  DtecJoaure  el  ihla  Infarmatlori  i* 
required  and  failure  ta  do  to  may  prevent  thii 
form  from  being  praceaeed  end  could  reiult  In 
your  application  being  dan  lad.  Thii  torn  hai  bean 
approved  by  the  f*orma  MainAgement  Center. 
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Page  2 


2.  a.  Is  the  Siting  Certification  Form  (LPC-PAS)  completed  and  enclosed? 
b.  Is  siting  approval  currently  under  litigation? 

3.  Is  a  closure,  and  if  necessary  a  post  closure,  plan  covering  these 
activities  being  submitted,  or  has  one  already  been  approved? 
(Provide  penult  number  .) 

4.  Are  financial  assurance  documents  being  submitted? 

5.  Is  a  request  for  prior  conduct  certification  for  the  chief  operator 
being  submitted,  or  is  the  chief  operator  currently  certified? 

(Provide  0C  #  \  and  date  of 

certification  /  /  . ) 

6.  a7  Is  land  ownership  held  in  beneficial  trust? 

b.  If  yes,  1s  a  beneficial  trust  certification  form  (LPC-PA9)  completed 
and  enclosed? 

SIGNATURES 


Yes 
Yes 

Yes 
Yes 


Yes 
Yes 

Yes 


No 
No 

No 
No 


X 
X 

X 
X 


No  X 


H/A 
N/A 

N/A 
N/A 


N/A 
N/A 


No  M/A 


All  applications  shall  be  signed  by  the  person  designated  below  or  by  a  duly  authoriied  representative  of 
that  person: 

Corporation  -  By  a  principal  executive  officer  of  at  least  the  level  of  vice-president. 
Partnership  or  Sole  Proprietorship  -  By  a  general  partner  or  the  proprietor,  respectively. 
Government  -  By  either  a  principal  executive  officer  or  a  ranking  elected  official. 

A  person  Is  a  duly  authorized  representative  only  if; 

1.  the  authorization  is  made  in  writing  by  a  person  described  above;  and 

2.  is  submitted  with  this  application  (a  copy  of  a  previously  submitted  authorization  can  be  used). 


I  hereby  affirm  that  a.n/mfom 
knowledge  and  belief 

Owner  Signature: 


Operator  Signature: 
Title: 

Engineer  Signature: 
Engineer  Name: 

Engineer  Address: 


ed  in  thi^-Apfllcation  is  true  and  accurate  to  the  best  of  ny 

July  23,  1992 
(Date) 

 OJafel  ■ 


Not  applicable 


 flJaTeT 

Engineer  Seal : 


Engineer  Phone  No. 


All  information  submitted  as  part  of  the  Application  is  available  to  the  public  except  when  specifically 
designated  by  the  Applicant  to  be  treated  confidentially  as  a  trade  secret  or  secret  process  in  accordance 
with  Section  7(a)  of  the  Environmental  Protection  Act,  applicable  Rules  and  Regulations  of  the  Illinois 
Pollution  Control  Board  and  applicable  Agency  rules  and  guidelines. 

LHE:tk:5/ll/49-6( 10/25/89) 

'  Printtd  on  Rucveled  Paper 


printed  01/27/201 1  8:15AM  by  Richard-Jordan  p.  392/746 


Illinois  Environmental  Protection  Agency    •    P.O.  Box  19276,  Springfield,  IL  6279-i-9276 


NOTICE  OF  APPLICATION  FOR  PERMIT  TO  MAMAS  WASTE  <LPC-PA16) 

Mr.   David  Orr 
Clerk  of  the  County 


Cook  County 

118  N.  Clark  Street,  Room  434 
Chicago,    IL  60602 


Date:    July   23^  1 


To  Elected  Officials  and  Concerned  Citizens; 

The  purpose  of  this  notice  is  to  inform  you  that  a  permit  application  has  been  submitted  to  the 
IEPA,  Oivision  of  Land  Pollution  Control,  for  a  solid  waste  project  described  below.     You  are  not 
obligated  to  respond  to  this  notice,  however,  if  you  have  any  comments,  please  submit  them  in 
writing  to  the  address  below,  or  call  the  Permit  Section  at  2.17/78Z-6762,  within  twenty-one  (211 
days- 

Illinois  Environmental  Protection  Agency 
Permit  Section,  Division  of  Land  Pollution  Control  (#33) 
2200  Churchill  Road,  Post  Office  Box  19276 
Springfield,  Illinois  62794-9276 

The  permit  application,  which  is  identified  below,  is  for  a  project  described  at  the  bottom  of 
this  page. 


SITE  IDENTIFICATION 

Site         Sipi  Metals  Corp. 
Address:    1720  H.   Elston  Ave . 
City:        Chicago,   IL  60622 


Site  #  (IEPA); 


County: 


0316005887 


Cook 


TYPE  PERMIT  SUBHI5SI0H: 


Devel opment 
Operating 
Suppl  emental 
Transfer 
Mame  Change 
Waste  Stream 


TYPE  FACILITY: 

Landfill   

Land  Treatment   

Transfer  Station  .  

Treatment  Facility   

Storage   

Inci  nerator   

Composting   

Recycl ing/Reclamation  y 
OtherManuf  actur  inqx 


TYPE  WASTE: 

General  Muni ci pal  Refuse 
Hazardous 

Special  (Non-Hazardous) 

Demo  Debris  {ex.  putrescible) 

Demo  Oebris  tincl.  putreseible) 

Used  Oil 

Solvents 

Landscape/Yard  Waste 

Other  (Specify  Precious  1 

Metals 


DESCRIPTION  OF  PROJECT:    (For  multiple  waste  stream  applications,  see  reverse  side.) 

p^ytni  t- — r,enewa3  = — recycl er — and — manuf  acturcir — o-£ — precious — metal 

pr-nHnr-t- s  n r  i  1  i  7 1  n rj — s-econdacy  .materials — a-c — Le.edstoc.fc — and  .raw  

IfiatorialB  .  \  


DECEIVED 

JUL  2  4  199? 
lEPA-DLPe 


IL  532-0334 

LPC  40      (Rev.  5/92) 


Printed  on  Recycled  Paper 


Printed  on  Recycled  Paper 


printed  01/27/201 1  8:15AM  by  Richard.Jordan  p.  393/746 


Illinois  Environmental  Protection  Agency    ■    P.O.  Box  1927G,  Springfield.  IL  62794-927G 


NOTICE  OF  APPLICATION  FOR  PERMIT  TO  MANAGE  WASTE  (LPC-PA16) 

The  Honorable  Richard  J.  Fhelan 
Chairman  of  the  County  Board 

Cook  County  Date:  July  23,  1992 

118  N.   Clark  Street 
Room  567 

Chicago/   IL  60602 


To  Elected  Officials  and  Concerned  CitUens: 

The  purpose  of  this  notice  is  to  inform  you  that  a  permit  application  has  been  submitted  to  the 
IEPA,  Division  of  Land  Pollution  Control,  for  a  solid  waste  project  described  below.    You  are  not 
obligated  to  respond  to  this  notice,  however,  if  you  have  any  comments,  please  submit  them  in 
writing  to  the  address  below,  or  call  the  Permit  Section  at  217/782-6762,  within  twenty-one  (21) 
days. 

Illinois  Envi ronmental  Protection  Agency 
Permit  Section,  Division  of  Land  Pollution  Control  (#33) 
2200  Churchill  Road,  Post  Office  Box  19276 
Springfield,  Illinois  62794-9Z76 

The  permit  application,  which  is  identified  below,  is  For  a  project  described  at  the  bottom  of 
this  page. 


SITE  IDENTIFICATION 

Site  Hame:  Sipi    Metals  Corp. 

Address:    1720  Blston  Ave  t 

City:         Chicago  ,    IL  60622 


Site  #  (IEPA):  0316QQ58R7 


County: 


Cook 


TYPE  PERMIT  SUBMISSION: 


Devel opment 
Operating 
Suppl  etnental 

Trajisf  ar 

Name  Change 
Waste  Stream 


TYPE  FACILITY: 

Landfill 

Land  Treatment 

Transfer  Station 

Treatment  Faei 1 i  ty 

Storage 

Incinerator 

Composting  ■ 

Recyel i  ng/Recl amat i  on 

Other  Manufactur. 


TYPE  HftSTS: 

General  Municipal  Refuse 
Hazardous 

Special  (Non-Haiardous) 

Demo  Debris  (ex.  putrescible) 

Demo  Debris  (incl.  putrescible) 

Used  Oil 

Solvents 

Landscape/Yard  waste 

Other  (Specify  Prpr  i  mis  ) 

Metals 


DESCRIPTION  OF  PROJECT:    (For  multiple  waste  stream  applications,  see  reverse  side.} 

E|.&gg?A.t  renewal  —  recvclec  and  mannfanl-.iirar,  of,  prori  mis  mfhsl 
products  utilizing  secondary  materials  as   feedstock  and  raw 

materials. 


JUL  2  4  1992 


IL  532-0334  Printed  or.  Recycled  Paper  Prints  on  Recycled  Paper 

LPC  40      (R6V,  5/92) 


printed  01/27/201 1  8:15AM  by  Richard-Jordan  p.  394/746 


Illinois  Environmental  Protection  Agency   -    P.O.  Box  19276,  Springfield,  IL  6279-1-9276 


NOTICE  OF  APPLICATION  FOR  PERMIT  TO  MANAGE  HASTE  (LPC-FA1S) 


The  Honorable  Miguel  del  Valle 
Senator,   State  of  Illinois 
33507  W.   North  Avenue 
Chicago,  il  60647 


Date:       July    22  ■  1 


To  Elected  Officials  and  Concerned  Citizens: 

The  purpose  of  this  notice  is  to  inform  yau  that  3  permit  application  has  been  submitted  to  the 
IEPA,  Division  of  Land  Pollution  Control,  for  a  solid  waste  project  described  below.    Yau  are  not 
obligated  to  respond  to  this  notice,  however,  if  you  have  any  cements,  please  submit  them  ifi 
writing  to  the  address  below,  or  call  the  Permit  Section  at  217/782-6762,  within  twenty-one  (21) 
days. 

Illinois  Environmental  Protection  Agency 
Permit  Section,  Division  of  Land  Pollution  Control  (#33) 
2200  Churchill  Road,  Post  Office  Box  19276 
Springfield,  Illinois  62794-9276 

The  permit  application,  which  is  identified  below,  is  for  a  project  described  at  the  bottom  of 
this  page. 


SITE  IDENTIFICATION 

Site  Name:      Sipi  Metals  Corp. 

Address:  17?0  Flston  five. 

City:     Chi^q^-  IL  606  22. 


Site  #  (IEPA):  0316QO5887 


County:  Cook 


TTPfi  SUBMISSION: 


Development 
Operating 
Supplemental 
Transfer 
Name  Change 
Waste  Stream 


TYPF  FACILITY: 

Landfill 

Land  Treatment 

Transfer  Station 

Treatment  Faci 1 i  ty 

Storage 

Incinerator 

Composting  ■ 

Recycl i  ng/Recl amation 

Other  Hanufactur. 


TYPE  WASTE: 

General  Municipal  Refuse 
Hazardous 

Special  (Non-Hazardous) 

Demo  Debris  (ex.  putrescible) 

Demo  Debris  {incl.  putrescible) 

Used  Oil 

Solvents 

Landscape/Yard  Waste 

Other  t Specif vPrecious  ) 

Metals 


DESCRIPTION  OF  PROJECT:    (For  multiple  waste  stream  applications,  see  reverse  side,) 
Permit  renewal  —  recycler  and  manufacturer  of  precious  metal 


products  utilizing  secondary  materials  as  feedstock  and  raw 
material  .  


JUL  24  m? 


IL  532-0334 

LPC  40      (Rev.  5/92) 


Printed  an  Recycled  Paper 


Printed  on  Recycled  Paper 


P.O.  Box  19276,  Springfield.  IL  62794-9276 


NOTICE  OF  APPLICATION  FOR  PERMIT  TO  HMUGE  HASTE  (IPC-PA16) 


The  Honorable  Myron  J-  Kulas 
Representative ,   State  of  Illinois 
District  10 
2216  W-  ChicagoJWenue 

Chicago,    IL  60622 


Date:    July   23,  1992 


To  Elected  Officials  and  Concerned  Citi*ens: 

The  purpose  of  this  notice  is  to  inform  you  that  a  permit  application  has  been  submitted  to  the 
IEPA,  Division  of  Land  Pollution  Control,  for  a  solid  waste  project  described  below.    You  are  not 
obligated  to  respond  to  this  notice,  however,  if  you  have  any  comments,  please  submit  them  in 
writing  to  the  address  below,  or  call  the  Permit  Section  at  217/782-6762,  within  twenty-one  (21) 
days. 

Illinois  Environmental  Protection  Agency 
Permit  Section,  Division  of  Land  Pollution  Control  (#33) 
2200  Churchill  Road.  Post  Office  Box  19Z76 
Springfield,  Illinois  62794-9276 

The  permit  application,  which  is  identified  below,  is  for  a  project  described  at  the  bottom  of 
this  page. 


SITE  IDENTIFICATION 

Site  Name:  Sipi    Metals  Corp. 

Address:     1720  Elston  Ave. 

City:   Chicago ,   IL  60622 


Site  #  (IEPA);  0316005887 


County; 


Cook 


TYPE  PERMIT  SUBMISSION: 


Development 
Operating 
Supplemental 
Transfer 
Name  Change 
Waste  Stream 


TTPE  FACILITY: 

Landfill   

Land  Treatment   

Transfer  Station   

Treatment  Facility   

Storage   

Inci  nerator   

Composting  ' 

Recycl  i  ng/Reclait>ation  X 

Other Manuf  actur  .  — 3L- 


TYPE  WASTE: 

General  Municipal  Refuse 
Hazardous 

Special  < Non-Hazardous) 

Demo  Debris  (ex.  putrescible) 

Demo  Debris  (incl.  putrescible) 

Used  Oil 

Solvents 

Landscape/Yard  Waste 

Other  (Specify  Precious  > 

Metals 


DESCRIPTION  OF  PROJECT: 

Premit  renewal  - 


(For  multiple  waste  stream  applications,  see  reverse  side.) 
-  recycler  and  manufacturer  of  precious  metal 


products  utilizing  secondary  materials  as  f eedstock  and  raw 
materials . 


RECEIVED 
JUL  S  4 


IL  S32-Q334  *r\M  on  Recycled  Paper  Printed  c  Recycled  Paper 

LPC  40      (Rev.  5/92) 


printed  01/27/201 1  8:15AM  by  Richard-Jordan  p.  396/746 


Illinois  Environmental  Protection  Agency       P.O.  Box  19276,  Springfield,  [L  62791-9276 


NOTICE  OF  APPLICATION  TOR  PERMIT  TO  MANAGE  WASTE  (L PC- PAT 6) 

The  Honorable  Jack  Q'Malley 

Illinois     State     Attorney  Date:      July  23  ,  1992 

116  N .   Clark  Street 
Room  551 

Chciago ,    IL  60602 

Tq  Elected  Officials  and  Concerned  Citizens: 


Th 
IEPA 


e  purpose  of  this  notice  is  to  inform  you  that  s  permit  application  has  been  submitted  to  the 
__PA,  Division  of  Land  Pollution  Control,  for  a  solid  waste  project  described  below.    Voy  are  not 
obligated  to  respond  to  this  notice,  however,  if  you  have  any  comments,  please  submit  them  in 
writing  to  the  address  below,  or  call  the  Permit  Section  at  217/782-6762,  within  twenty-one  (21) 
days. 


Illinois  Environmental  Protection  Agency 
Permit  Section,  Division  Df  Land  Pollution  Control  (#33) 
2200  Churchill  Road,  Post  Office  Box  19276 
Springfield,  Illinois  62794-9276 

The  permit  application,  which  is  identified  below,  is  for  a  project  described  at  the  bottom  of 
this  page. 


SITE  IDENTIFICATION 

Site  Name:  Sipi    Metals  Corp. 
Address:     177.0  H.    Elston  Ave, 
City:  Chicago,    IL  £££22 


Site  iff  (IEPA);  0316005887 


County: 


Cook 


TYPE  PERMIT  StBHISSIOH: 


Devel opment 
Operating 
Suppl emental 
Transfer 
Name  Change 
Waste  Stream 


_X. 
X 


TYPE  FACILITY: 

Landfill 

Land  Treatment 

Transfer  Station 

Treatment  Facil i ty 

Storage 

Incinerator 

Composting 

Recycling/'Reclanation 
Other  Manuf actur . 


TYPE  WASTE: 

General  Municipal  Refuse 
Hazardous 

Special  (Non-Hazardous) 

Demo  Debris  (ex.  putrescible) 

Demo  Debris  (incl-  putrescible) 

Used  Oil 

Solvents 

Landscape/Yard  Haste 
Other  (Specify     Prpcions  ) 
Metals 


DESCRIPTION  OF  PROJECT:    (For  multiple  waste  stream  applications,  see  reverse  side.) 
Permit  renewal   —  cecycler   and  manufacturer  of   precious  metal 
products  utilizing  secondary  materials  as   feedstock  and  raw 


m 


ater ials 


JUL  24  io.- 


IL  532-0334 

LPC  40      (Rev.  5/92) 


Printed  on  Recycled  Paper 


Printed  on  Recycled  Paper 


printed  01/27/201 1  8:15AM  by  Richard.Jordan  p.  397/746 
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PKECIOUS  METALS  DIVISION  -  REFINERS  OF  GOLD,  SILVER  AND  PLATINUM  GROUP  METALS 


Federal  Express 


July  22,  1992 

Illinois  Environmental  Protection  Agency- 
Division  of  Land  Pollution  Control 
Permit  Section 
22QO  Churchill  Road 
Springfield,   Illinois  62706 

EE:      0316005887  Cook  County  ILD005121439 

Gentlemen : 


Sipi  Metals  Corp. 


The  enclosed  application  is  submitted  for  renewal  of  the  operating 
permits  expiring  August  18,  1992,  Should  you  have  any  questions 
or  -require  additional  information,  please  contact  me  at  your 
convenience. 

Thank  you  in  advance  for  your  immediate  attention  to  this  matter. 


Respectfully  j  '  nf) 


George  T.  Phillips 

Manager,  Environmental  Affairs 


GTP:tlw 
Enclosures 


TELEPHONE:  312/276-0070  •  TWX:  910/221-6057  •  FAX:  312/276-7014 
1720  ELSTON  AVENUE  •  CHICAGO,  ILLINOIS  60622-1579 


printed  01/27/201 1  8:15AM  by  Richard-Jordan  p.  399/746 


Illinois  Environmental  Protection  Agency   -   P.O.  Box  19276,  Springfield,  IL  62794-9276 


General  Application  for  Penrit  (LPC-PA1) 


This  form  must  be  used  for  any  application  for  permit  from  the  Division  of  Land  Pollution  Control,  except 
for  waste  stream  permits  and  permits  for  the  composting  of  landscape  waste  only.  Attach  any  necessary  plans, 
specifications,  reportst  etc.  to  fully  support  and  describe  the  activities  or  modifications  being  proposed. 
If  necessary,  attach  sufficient  Information  to  demonstrate  compliance  with  all  applicable  RCRA  requirements. 


SITE  IDENTIFICATION 

Name:     Sipi  Metals  Corp. 


City:  Chicago 


Existing  DE/OP  Permit  Nos.  (1f  applicable): 

■  OWNER 

Name:     Sipi  Metals  Corp.   


Address:      1720  N.'  Elston  Ave 
Chicago,   IL  60622 


Site  #  (IEPA): 
County:  Cook 


O3160058.87 


19B7  -  11  -  OP 


OPERATOR 


Contact  Name:  George  Phillips 
Phone  #:  (312)  276-0070 


TYPE  SUBMISSION: 

Developmental 
Ope  rati  ng 
Supplemental 
Permit  Transfer 
Name  Change 
Closure/Post  Closure 
-  Certification 


TYPE  FACILITY: 

  Landfill 

X  Land  Treatment 

X  Transfer  Station 

_  Treatment 
■  Storage 

Incinerator 

  Composting 

Recycling/Reclamation 
Other-Manufacturing 


TYPE  WASTE: 

_         General  Municipal  Refuse   

  Hazardous   

Special  (Non-Hazardous)  ,  

  Demo  Debris  (ex.  putresclble)   

_ _         Demo  Debris  (incl.  putresclble)  ;  

  Used  011  ■   

  Solvents   

X  Landscape/Yard  Kaste   

X  Other  (Specify  Precious  Metfrl  X 


DESCRIPTION  OF  PROJECT:  (Include  a  brief  narrative  description  here.) 

RECEIVED 

Permit  renewal  —  precious  metal  recycling* 

storer  and  mapjiff f ^t^g^n. 

facility. 

 IEPA-DLPC 

COMPLETENESS  REQUIREMENTS 

The  following  Items  must  be  submitted  unless  they  are  either  not  required,  or  have  previously  been  approved. 
Any  Items  marked  "N/A"  must  be  fully  explained.  For  example,  a  treatment  facility  may  indicate  "N/A"  for 
prior  conduct  certification  and  explain  that  certification  Is  not  required  for  treatment  facilities.  Please 
refer  to  the  instructions  for  further  guidance. 


Have  all  public  notice  letters  been  mailed  and  Is  documentation  enclosed? 


Yes 


No 


N/A 


Printed  on  Recycled  Paper 


IK  350  i>/« 


THi  Agtficy  )■  •utherlivd  to  rvqulra  ihH  Inform** 
lion  unctar  ilL  Rmvw  Slat*,  tfllft,  Chtpw  Hi  1/2 
5«lion  t039.  Dlaclovur«       jt\ia  \n1  orfTOtl^n  It 

raquirad  and  lallur*  to  do  id  nuy  pr«v*nt  thlt 
form  from  6+ing  pfOgimJ  in 
yoor  application  batng  dpftii^,  Tftit  i^rm  timt  b*#n 
aporov+d  by  t***  form*  M«natf*rnant  C*nt*f, 


printed  01/27/201 1  8:15AM  by  Richard.Jordan  p.  400/746 


Page  Z 

2.  a.  Is  the  Siting  Certification  Form  (LPC-PA8)  completed  and  enclosed?  Yes  No    X  N/A 
b.  Is  siting  approval  currently  under  litigation?                                                   yes  Ho    X  n/a 

3.  Is  a  closure,  and  1f  necessary  a  post  closure,  plan  covering  these 
activities  being  submitted,  or  has  one  already  been  approved? 

(Provide  permit  number  ;  ;  .)    Yes   No    X  N/A 

4.  Are  financial  assurance  documents  being  submitted?    Yes  Ho    x  N/A 

5.  Is  a  request  for  prior  conduct  certification  for  the  chief  operator 
being  submitted,  or  1s  the  chief  operator  currently  certified? 
(Provide  0C  t  .   and  date  of 

certification  /  /  .)    yes  No  N/A 

6.  a?  Is  land  ownership  held  In  beneficial  trust?  yes  No    x  n/a 


b.  If  yes*  is  a  beneficial  trust  certification  form  (LPC-PA9)  completed 

and  enclosed?  yes 

SIGMA  TU  RES 


No    X.,  N/A 


All  applications  shall  be  signed  by  the  person  designated  below  or  by  a  duly  authorized  representative  of 
that  person: 

Corporation  -  8ya  principal  executive  officer  of  at  least  the  level  of  vice-president. 
Partnership  or  Sole  Proprietorship  -  By  a  general  partner  or  the  proprietor,  respectively. 
Government  -  By  either  a  principal  executive  officer  or  a  ranking  elected  official. 

A  person  1s  a  duly  authorized  representative  only  If: 

1.  the  authorization  Is  made  In  writing  by  a  person  described  above;  and 

2.  is  submitted  with  this  application  (a  copy  of  a  previously  submitted  authorization  can  be  used). 

I  hereby  affirm  that  ^n^fonrntim^cmt^Q  in  this^ApfTl cation  is  true  and  accurate  to  the  best  of  my 
knowledge  and  belief.  '  ■-*'   1  ^ 


Owner  Signature:       f  ST^-^S.  y  /   July  23,  1992 

Title:  P^Pr-^l  i  C  ~      I Date  J 

Operator  Signature: 
Title: 


tUate) 


Engineer  Signature:  Not  applicable 

Engineer  Name: 

Engineer  Address 


Engineer  Name:  _    ,  tDate) 

 —  Engineer  Seal: 


Engineer  Phone  Ho.; 


Ml  Information  submitted  as  part  of  the  Application  is  available  to  the  public  except  when  specifically 
!  ?l  1  ,  !  APPH«nt  to  be  treated  confidentially  as  «  trade  secret  or  secret  process  in  accordance 
dIti  *,  n  /  ,  °f  th*  £nvlronnent*l  Protection  Act,  applicable  Rules  and  Regulations  of  the  Illinois 
Pollution  Control  Board  and  applicable  Agency  rules  and  guidelines. 

LUE : tk : 5/11/49-6 ( 10/25/89 ) 


Prtnud  on  Recycled  Paper 


printed  01/27/201 1  8:15AM  by  Richard-Jordan  p.  401/746_ 


Illinois  Environmental  Protection  Agency   ■    P.O.Box  19276, Springfield. I l  62794-9276 


NOTICE  OF  APPLICATION  FOR  PERMIT  TO  HAHAGE  WASTE  (LPC-PA16) 

Mr.  David  Orr 

Clerk  of  the  County  , „~ 

Cook  County  Date:   Jnly  ?T,  199?. 

11.8  N.   Clark  Street,  Room  434 
Chicago,   IL  60602 


To  Elected  Officials  and  Concerned  Citizens: 

The  purpose  of  this  notice  is  to  inform  you  that  a  permit  application  has  been  submitted  to  the 
IEPA,  Division  of  land  Pollution  Control,  for  a  solid  waste  project  described  below.    You  are  not 
obligated  to  respond  to  this  notice,  however,  if  you  have  any  comments,  please  submit  the*  in 
writing  to  the  address  below,  or  call  the  Permit  Section  at  217/782-6762,  within  twenty-one  (21) 
days. 

Illinois  Environmental  Protection  Agency 
Permit  Section,  Division  of  Land  Pollution  Control  (#33) 
2200  Churchill  Road,  Post  Office  Box  19276 
Springfield,  Illinois  62794-9276 

The  permit  application,  which  is  identified  below,  is  for  a  project  described  at  the  bottow  of 
this  page. 


SITE  IDENTIFICATION 

Site  M-»;Sipi  Metals  Corp. 
Address:    1720  N.  Elston  Ave. 
City:        Chicago,    IL  60622 


Site  #  (IEPA); 


0316005887 


County: 


Cook 


TyPF  PFHMIT  SUBMISSION: 


Devel opment 
Operating 
Supplemental 
Transfer 
Name  Change 
Waste  Stream 


TYPE  FACILITY: 

Landfill   

Land  Treatment   

Transfer  Station   

Treatment  Facility   

Storage   

Incinerator   

Composting  '   

Recycl  i  ng/Recl  amatl  on  v 
OtherHanuf  acturanqX 


TYPE  WSTE: 

General  Municipal  Refuse 
Hazardous 

Special  (Non-Hazardous) 

Demo  Debris  (ex.  putreseible) 

Demo  Debris  (Incl.  putrescible) 

Used  Oil 

Solvents 

Lands cape/ Yard  Haste 

Other  (Specify  Precious  ) 

Metals . . 


DESCRIPTION  OF  PROJECT:    (For  multiple  waste  stream  applications,  see  reverse  side.} 

Pnrmi  t;  ramwa i  —  r-af-yi-i  — and  manu £ ac tu£-ttg— o £  pgecious  metal 

pr-^Hnr-i-  =  ut-iXixxxig — secondary  mateE-ia-i-s — as  f eedstogk..  and  raw  

m^i-or--;  a1  s  — :  .  


RECEIVED 
JUL  2  4  1S9? 
IEPA-DLPC 


IL  532-0334 

LPC  40      CRev.  5/92) 


Printed  on  Recycled  Paper 


Printed  on  Recycled  Paper 


printed  01/27/201 1  8:15AM  by  Richard.Jordan  p.  402/746 


Illinois  Environmental  Protection  Agency    •    P.O.  Box  19276,  Springfield,  !l  62794-9276 


NOTICE  OF  APPLICATION  FOR  PERMIT  TO  MANAGE  HA5TE  (L PC-PA  16) 

The   Honorable  Richard  J .  Phelan 
Chairman  of  the  County  Board 

Cook  County  Date:  July  23,  1992 

118  W.  Clark  Street 
Room  567 

Chicago,   IL  60602 


To  Elected  Officials  and  Concerned  Citizens: 

The  purpose  of  this  notice  is  to  inform  you  that  a  permit  application  has  been  submitted  to  the 
IEPA.  Division  of  Land  Pollution  Control ,  for  a  solid  waste  project  described  below.    You  are  not 
obligated  to  respond  to  this  notice,  however,  if  you  have  any  c dements,  please  submit  them  in 
writing  to  the  address  below,  or  call  the  Permit  Section  at  217/782-6762.  within  twenty-one  (21) 
days. 


Illinois  Environmental  Protection  Agency 
Permit  Section,  Division  of  Land  Pollution  Control  (#33) 
2200  Churchill  Road,  Post  Office  Box  19276 
Springfield,  Illinois  62794-9276 

The  permit  application,  which  is  identified  below,  is  for  a  project  described  at  the  bottom  of 
this  page. 


SITE  IDENTIFICATION 

Site  Name:Sipi  Metals  Corp.  Site  #  (IEPA}:  03160P5QB7 

Address:    1720  El  a  ton  Ave  . 

City:         Chicago,    IL     6Q622  County:  Cook  


TYPE  PERMIT  SUBMISSION: 


TYPE  FACILITY: 


TYPE  WASTE: 


Development    Landf (1 1 

Operating  _J!i_  Land  Treatment 

Supplemental       __2SL         Transfer  Station 

Transfer    Treatment  Facility 

Name  Change    Storage 

Waste  Stream         y  Incinerator 

Composting 

Recycl i  ng/Recl amati  on 
Other  Hanufactur 


General  Municipal  Refuse 
Hazardous 

Speci  al  ( Non-Hazardous ) 
Demo  Debris  (ex.  putrescible) 
Oemo  Debris  (ir>d,  putrescible) 
Used  Oil 
Solvents 

Landscape/Yard  Haste 

Other  (Specify  precipe,,  -> 

Metals 


DESCRIPTION  OF  PROJECT:    (For  multiple  waste  stream  applications,  see  reverse  side.) 

Permit  renewal  —  recvcler  and  manufacturer  of  prprriona  mpt-al 
products  utilizing  secondary  materials  as  feedstock  and  raw 

materials.  ~~ ~        ~  .  " 


JUL  2  4  1992 


IL  532-0334 

LPC  40      (Rev.  5/92) 


Printed  on  Recycled  Paper 


Printed  on  Recycled  Paper 


printed  01/27/201 1  8:15AM  by  Richard-Jordan  p.  403/746 


Illinois  Environmental  Protection  Agency   -    P.O.  Box  19276,  Springfield,  1L  G2794.9276 


NOTICE  OF  APPLICATION  FOR  PERMIT  TO  MANAGE  WASTE  (LPC-PA16) 

The  Honorable  Miguel  del  Valle 
Senator,   State  of  Illinois 
33507  W.  North  Avenue 
iChicago,   IL  60647 


Date:       .Tnly   7^,  1QQ7 


To  Elected  Officials  and  Concerned  Citizens: 

Th«  purpose  of  this  notice  is  to  inform  you  that  a  permit  application  has  been  submitted  to  the 
IEPA,  Division  of  Land  Pollution  Control,  for  a  solid  waste  project  described  below.    You  are  not 
obligated  to  respond  to  this  notice,  however,  If  you  have  Any  cooments.  please  submit  them  in 
writing  to  the  address  below,  or  call  the  Permit  Section  at  Z17/7B2-b75Z,  within  twenty-^ne  (21) 
days. 

Illinois  Environmental  Protection  Agency 
Permit  Section,  Division  of  Land  Pollution  Control  (#33) 
2200  Churchill  Road,  Post  Office  Box  19276 
Springfield,  Illinois  62794-9276 

The  permit  .application,  which  is  identified  below,  is  for  a  project  described  at  the  bottom  of 
this  page. 


SITE  IDENTIFICATION 

Site  Name:      Sipi  Metals  Corp. 

Address:  V7?D  F^rrm    Avp  . 

City:     fhiraqfi,  TL  6J2£22_ 


Site*  (IEPA):  0316005887 


County:  £ook 


TYPE  PERHIT  SUBMISSION: 


Development 
Operating 
Suppl emental 
Transfer 
Name  Change 
Waste  Stream 


TYPE  FACILITY: 

Landfill 

Land  Treatment 

Transfer  Station 

Treatment  Facility 

Storage 

Incinerator 

Composting  ■ 

Recycl i  ng/Reclamati on 

other  Manuf  actur . 


TYPE  WASTE: 

General  Municipal  Refuse 
Hazardous 

Special  (Non-Hazardous) 

Demo  Debris  (ex.  putrescible) 

Demo  Debris  (incl  .  putrescible) 

Used  Oil 

Solvents 

Land scape /Yard  Haste 
Other  (SpecifyPreclpyis  ,  ) 
Metals 


DESCRIPTION  OF  PROJECT:    (For  multiple  waste  stream  applications,  see  reverse  side.) 
Permit  renewal  —  recycler  and  manufacturer  of  precious  metal 
products  utilizing  secondary  materials  as  feedstock  and  raw 
material .  ;  .  ' 


IL  532-0334 

LPC  40      (Rev.  5/92) 


Printed  on  Recycled  Paper 


Reived 

Printed  on  Recycled  Paper 


printed  01/27/201 1  8:1 5AM  by  Richard.Jordan  p.  404/746 

Illinois  Environmental  Protection  Agency   •    P.O.  Box  19276,  Springfield,  IL  62794-9276 


NOTICE  OF  APPLICATION  FOR  PERMIT  TO  HMMGE  HASTE  (LPC-PAlv) 

The  Honorable  Myron  J.  Kulas 

Representative ,   State  of  Illinois  DaU.    July  23 ,  1992 

District  10 

2216  W.  ChicagoAvenue 

Chicago,   IL  60622 

To  Elected  Officials  and  Concerned  Cltiiens: 

The  purpd$e  of  this  notice  is  to  inform  you  that  a  permit  application  has  been  submitted  to  the 
1EPA    Division  of  Land  Pollution  Control,  for  a  solid  waste  project  described  below.    You  are  not 
obligated  to  respond  to  this  notice,  however,  if  you  have  any  comments,  please  submit  them  in 
writing  to  the  address  below,  or  call  the  Permit  Section  at  217/702-6762,  within  twenty-one  (21) 
days. 

Illinois  Environmental  Protection  Agency 
Permit  Section,  Division  of  Land  Pollution  Control  (#33) 
ZZOO  Churchill  Road,  Post  Office  Box  19276 
Springfield,  Illinois  62794-9Z76 

The  permit  application,  which  is  identified  below,  is  for  a  project  described  at  the  botto*  of 
this  page. 

SITE  IDENTIFICATION 

Sit*  Name:  Sipi  Metals  Corp.  site  #  <IEPA>:  0316005887  ' 

Address;    1720  Elston  Ave. 

City:         Chicago,    IL     60622  County:  Cook  


TYPE  PERMIT  SUBMISSION: 


Development 
Operating 
Supplemental 
Transfer 
u___  ri..... 

HBWm.    will*  1  ^  ^~ 

Waste  Stream 


TYPE  FACILITY! 

Landfill 
Land  Treatment 
Transfer  Station 
Treatment  Facility 

Incinerator 
Composting ' 
Recycl 1 ng/Recl amati  on 

OtherManuf  actur. 


TYPE  WASTE: 

General  Municipal  Refuse 
Hazardous 

Special  (Non-Hazardous) 

Demo  Debris  (ex.  putresclble) 

Demo  Debris  (Incl.  pytrescfble) 

Used  Oil 

Solvents 

Landscape/Yard  Haste 

Other  (Specify  preciws  ) 

Metals 


DESCRIPTION  OF  PROJECT: 

Premit  renewal  - 


(For  multiple  waste  stream  applications,  see  reverse  side.) 
—  recycler  and  manufacturer  of  precious  metal 


products  utilizing  secondary  materials  as  feedstock  and  raw 
materials .   


■  RECEIVED 

JUL  8  4  1992 
iEPA-DLPC 


IL  532-0334 

LPC  40      (Rev.  5/92) 


Printed  on  Recycled  Paper 


Printed  m  Recycled  Paper 


printed  01/27/201 1  8:15AM  by  Richard-Jordan  p.  405/746 


Illinois  Environmental  Protection  Agency   ■    P.O.  Box  19276,  Springfield,  IL  62T94-9276 


NOTICE  OF  APPLICATION  FOR  PERMIT  TO  MANAGE  HASTE  (IPC-WW 

The  Honorable  Jack  O'Malley 

Illinois     State     Attorney  Date:      July  23,  1992 

118  N.   Clairk  Street 
Room  551 

Chciago,   IL  606G2 

To  Elected  Officials  and  Concerned  Citizens: 

The  purpose  of  this  notice  is  to  inform  you  that  a  permit  application  has  been  submitted  to  the 
IEPA,  Division  of  Land  Pollution  Control,  for  a  solid  waste  project  described  below.    You  are  not 
obligated  to  respond  to  this  notice,  however,  if  you  have  any  comments,  please  submit  the*  in 
writing  to  the  address  below,  or  call  the  Pereiit  Section  at  Z17/782-676Z,  within  twenty-one  (21) 
days. 

Illinois  Environmental  Protection  Agency 
Permit  Section,  Division  of  Land  Pollution  Control  (#33) 
Z200  Churchill  Road,  Post  Office  Box  19276 
Springfield,  Illinois  62794-9276 

The  permit  application,  which  is  identified  below,  is  for  a  project  described  at  the  bottom  of 
this  page. 


SITE  IDENTIFICATION 

Site  Name:  Sipi  Metals  Corp. 
Address:     1720  N  t    Klstron   Ave , 
City:        Chicago ,   IL  60622 


Site  #  <(EPA):  03X60058B7. 


County: 


Cook 


TVPF  PFHHIT  SUBMISSION: 

Development   

Operating  _X  

Suppl  oriental        X  , 

Transfer   

Name  Change  . 

Waste  Stream  J£  


TYPE  FACILITY: 

Landfill 

Land  Treatment 

Transfer  Station 

Treatment  Facility 

Storage 

Incinerator 

Composti  ng 

Recycling/Reclamation 
Other  Manuf  actur . 


TYPE  HftSTE; 

General  Municipal  Refuse 
Hazardous 

Special  (Non-Hazardous) 

Demo  Debris  (ex.  putrescible) 

Demo  Debris  (incl.  putrescible) 

Used  OH 

Solvents 

Landscape/Yard  Waste 
Other  (Specify     pyoni  rm.c;  )■ 
Metals 


DESCRIPTION  OF  PROJECT:    (For  multiple  waste  stream  applications,  see  reverse  side.) 
Permit  renewal  —  recycler  and  manufacturer  of  precious  metal 
products  utilizing  secondary  materials  as  feedstock  and  raw 
materials .   


RECEIVED 


JUL  24  79.rr 


IL  532-0334 

LPC  40      (Rev,  5/92) 


Printed  on  Recycled  Paper 


Printed  on  Recycled  Paper 


printed  01/27/201 1  8:15AM  by  Richard.Jordan  p.  406/746 


T 


217/782-6762  Date:        July  16,  199?  

Certified  #:  P796  496  665  

S1P1  Metals  Corn.   Site  #:       L G. 0.0.18. 5. L  —    Cook  County 

Attn:     Senrflg  T.  Phillins   Site  Kane:    SiPi  Metals  Cnro. 

17?Q  F"lst.nn  Avpnup   Log  #:   

rhir.^nn.  TlHiurls    finfi??-1.Fi7Q  Feral  t  File 

Dear  Applicant: 

The  application  for  penult  which  you  recently  submitted  is  being  rejected  for  the  following  reasons: 

X    The  application  must  be  submitted  on  the  proper  form. 

X    One  original  and  two  copies  nust  be  submitted, 

 The  site  number  was  missing. 

 The  site  naw  was  missing. 

 The  signature  of  the  site  owner  and  operator,  or  their  authorized  agent  was  not  'provided. 

We  must  have  both  signatures.    (NOTE:  Signature  stamps  are  mot  acceptable.) 

 An  application  or  submission  type, must  be  provided. 

X     The  proof  of  nailing  of  notfflcatlonVletters  was  not  provided  or  sufficient. 

 -The  site  has  not  provided  adequate |f,in|nc1al  assurance  for  closure;  pursuant  to  SubparfF 

of  Part  807  (35  I.A.C.  Subtitle  fi). '  * 

 An  authorization  number  for  renewals  1s  required. 

  The  generator  Information  was  Incomplete. 

  The  site  does  not  have  an  operator  with  prior  conduct  certification. 

  Other:  

Accordingly,  your  application  Is  deemed  not  to  have  been  filed,  pursuant  to  35  I.A.C.  Subtitle  fit 
Part  807  of  the  Illinois  Pollution  Control  Board  Rules  and  Regulations. 

For  your  convenience  we  are  returning  the  entire  application  to  yoti.    You  may  resubmit  the  application 
when  the  above  deficiencies  have  been  corrected.    We  will  reconsider  your  application  upon  receipt. 
If  you  have  any  questions,  or  if  we  can  be  of  any  assistance  to  you  In  the  preparation  of  this 
application,  please  contact   Doug  Clay   0f  the  Permit  Section. 

Very  twtly  yours, 

/>l-aWreivce  V.  Eastep,  T».E., 
^  Permit  Section 

Division  of  Land  Pollution  Control 

LWE : tk : 5/ 13/5- 2( 1 1/21/88 ) 

cc:    Unit  Manager  ^CPtl*-^ 

IL  S32-00S!  *^ 
LPC> 102  tRav.   t  1/aB] 


printed  01/27/201 1  8:15AM  by  Richard.Jordan  p.  407/746 


Illinois  Environmental  Protection  Agency       2200  Churchill  Road,  Springfield.  tL  6271)6 


SI  PI  Metals  Corp. 

ILD0G512U39 

Permit  No:  1987-1 1  -OP 

Supplemental  Permit  Mo;  1987-131  -SP 

Expiration  Date:    August  18,  1992 


August  25,  1987 


SI  PI  Metals  Corpi 
1720  Elston  Avenue 
Chicago,  Illinois  60622 

Gentlemen: 

Supplemental  Permi  t  1 987-131  -SP.  is  hereby  issued  to  the  above  facility  to 
allow  acceptance  for  precious  metal  recovery,  the  following  spent  waste  from 
any  Illinois  registered  generator  on  a  generic  basis: 

1.  Waste  from  electroplating  operations  including  spent  plating,  stripping 
and  cleaning  bath  solutions  and  wastewater  treatment  sludges  (F006-,  F007, 
FGG8,  F009,  D011J  that  contain  precious  metals  (see  attached  waste  stream 
permit  000188). 

2.  Waste  from  data  processing  and  semi-conductor  manufacturers  (D008,  D01 1 ) 
that  contain  precious  metals  (see  attached  waste  stream  permit  000189). 

3.  Waste  from  jewelers  and  precious  metal  processors  (D008,  DOT  1 }  (see 
attached  waste  stream  permit  000190)1 


Final  plans,  specifications,  application  and  supporting  documents  as  submitted 
and  approved  shall  constitute  part  of  this  permit  and  are  identified  on  the 
records  of  the  Illinois  Environmental  Protection  Agency,  Division  of  Land 
ftillution  Control  by  the  permit  number(s)  and  log  number(s)  designated  in  the 
heading  above.    This  supplemental  permit  is  subject  to  the  standard  conditions 
attached  and  is  further  subject  to  the  following  special  conditions: 

1.  All  waste  accepted  under  this  generic  waste  stream  permit  shall  be  stored 
and/or  treated  for  precious  metal  recovery  only. 

2.  Special  wastes  received  at  the  site  for  recovery  shall  be  transported  to 
the  facility  utilizing  the  Agency's  supplemental  permit  system  and 
manifest  system. 


217/782-6762 


Refer  to:'   0316005887  —  Cook  County 


Waste  from  film  processors  (D008,  D011)  (see  attached  waste  stream  permit 
0001 91  ) ;  v  ■ 


7^ 


printed  01/27/201 1  8:15AM  by  Richard-Jordan  p.  408/746 


Illinois  Environmental  Protection  Agency  2200  Churchill  Road,  Springfield.  IL 
Page  2 


3  Special  wastes  generated  at  the  site  for  disposal,  incineration  or  further 
treatment  elsewhere  shall  be  transported  to  the  receiving  facility 
utilizing  the  Agency's  supplemental  permit  system  and  manifest  system. 

4  An  analysis  of  each  waste  stream  accepted  from  each  generator  shall  be 
maintained  on  file  at  your  premises  for  review  by  the  Agency., 

5  This  facility  shall  report  to  the  Agency,  on  a  quarterly  basis,  the  total 
quantity  from  each  generator  of  each  of  the  generic  waste  shown  in  the 
attachment  to  this  permit  that  were  received  for  treatment.  Quarterly 
reports  should  be  sent  to: 

Compliance  Monitoring  Section 

Division  of  Land  Pollution  Control 

Illinois  Environmental  .Protection  Agency 

2200  Churchill  Road 

Post  Office  Box  19276 

Spri ngf i el d ,  111 i noi s  62706-9276 

This  schedule  for  submission  of  these  waste  receipt  reports  shall  be  within  30 
days  of  the  end  of  each  quarter  (i.e:,  reports  due  by  30th  day  of  January, 
April,  July  and  October). 

Except  as  modified  above,  this  site  shall  be  operated  in  accordance  with- the 
terms  and  conditions  of  Permit  Ko.  1987-11-OP. 


Very  truly  yours, 


r  ince^^Eastep^*T^)fi^  Manager 
hit  Section 
Division  of  Land  Pollution  Control 

LWE:MJJL:rd3263g/87-88 

Attachments 


cc:  File 

Region  —  northern 
Compliance  Monitoring  Section 


printed  01/27/201 1  8:15AM  by  Richard-Jordan  p.  409/746 


^     ffF^f    Illinois  Environmental  Protection  Agency    *    2200  Churchill  Road,  Springfield,  IL  62706 

I 
I 

■  generic  waste  stream  permit  attachment 


i 


TS  CU0£:   o3i6ooSS87  GEMERIC  */3  PERMIT  NUH9ER1  0001S9 

TE  *A*£:   SIPI  METALS  CORP  SUP/OP  PERMIT  NUM6ER I  19671313P 

Te.  DECEIVED:   06/01/67  APPROVAL  DATEl  03/18/07 

_  EXPIRATION  DATE I  0S/16/R2 

«;^ERIC  rtASTg  CGDEt  0007 

jAjERIC  *AST£  'NAME}  HASTES  FROM  ELECTROPLATING  OPERATIONS 

XSTE  CLASSIFICATION!    HAZARDOUS  HOT   SUBJECT   TO  FEE 
EPA  HAZARDOUS  WASTE   NUMBER  (3)1   F  0  06*,  FOOT,  F  0  08  ,  F009,  HQ  1 1 
JEATWENT  CODECS)!.  Ta3#*TSa 

FLASH  POINT    £«IN)l      N/A  ,F                  t>H    (^INJi     N/A               PH   (MAX)l  M/A 
|  -I  ,  MAJOR  WASTE  COMPONENTS   

ICOOE  NAME  MAX  LIMITS 

0001       WATER  00*>9  X  VOL 

0131       TOTAL1  SOLIDS  00*»9  X  VOL 

J3P0SAL  METHOOl   RECYCLE*-  REUSE,'  OR  RECLAMATION 

TREATMENT  ^ETHOOt  METALS  RECOVERY 

I 
I 
I 
I 
I 

I 
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Illinois  Environmental  Protection  Agency    *    2200  Churchill  Road,  Springfield,  IL  62706 


GENERIC  WASTE  STREAM  PERMIT  ATTACHMENT 

SITE  COOEt   0316005887  GENERIC  ;W/3  PERMIT  NUM9ER  t  900169 

3ITE  NMEJ   3IPI  METALS  CORP  3UP/0P  PERMIT  NUMBER*  19B71313P 

DATF  DECEIVED:   06/01/87                                                          APPROVAL  OATEl  08/13/37 

EXPIRATION  OATEl  08/18/92 

GENERIC  rfASTE  CODE:  007? 

GENERIC  VJASTE  NAMEl   WASTE  FROM  DAU  PROCESSORS  AND  SEMICONDUCTORS 

rtASTE  CLASSIFICATION!  HAZARDOUS  NOT  SUBJECT  TO  FEE 
USEPA  HAZARDOUS  WASTE  NUMB£R(S)t  0003*3011 
TREATMENT  C00EC3)t  T23#T5fl 

FLASH  .POI-NT   (^IN)t'    N/A  F                  PH   (MlNj!     N/A               PH   (MAX)l  M/A 
 —  MAJOR  WA3TE  COMPONENTS  ■  

CODE  NAME  MAX  LIMITS 

0001       HATER  0099  X  VOL 

0131       TOTAL  SOLIDS  0099  %  VOL 

DISPOSAL  METHOD  I  RECYCLE *  REUSEf   OR  RECLAMATION 

MKL 


Illinois  Environmental  Protection  Agency    *    22G0  Churchill  Road,  Springfield,  H  62706 
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I 
I 

^  generic  waste  stream  permit  attachment 

llTE  CGDE:  0316005887  GENERIC  W/S  PERMIT  NUMSERl  000190 

TTE  Na^Ei  SIPI  METiLS  cORP  SUP/DP*  PERMIT  NUMgER J  1987131SP 


ATE  flECEIVEOi   06/0I/S7  APPROVAL  DATE?  08/18/87 

EXPIRATION  DATE  t  08/19/92 


I 

(eNERIC  «A.3T£  CODE!  0076 

JENERIC   fMSTE  mAMEj  WASTE  FROM  JEWELERS  &  PRECIOUS  METAL  PROCESSORS 

IASTE  CLASSIFICATION:   HAZARDOUS  NOT  SUBJECT  TO  FEE 
SEPA  HAZARDOUS  WASTE  NUMBER(3) t  O008»00li 
Jr£4TV£MT  C00EC3)!  T23,TS« 

FLASH  POIMT   («lN5t     N/A  F  PH   CMJM}i     N/A  PH   (MAX) t  N/A 

|  .............  MAJOR  HASTE  COMPONENTS  — — — ----- 

I CODE  NAME  MAX  LIMITS 

OQ01       WATER  0099  3!  VOL 

0131       TOTALS  SOLIDS  0099  X  VOL 

JlSPOSAL  METHOOl  RECYCLE*  REUSE,  OR  RECLAMATION 

TREATMENT  METHOOl  METALS  RECOVERY  . 

|a 

I 
I 

I 
I 

I 
I 
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Illinois  Environmental  Protection  Agency    •   2200  Churchill  Road,  Springfield,  H  62706 


GENERIC  WASTE  STREAM  PERMIT  ATTACHMENT 

•  ITE  COOc:   031600*5887  GENERIC  W/3  PERMIT  NUMBER  J  000191 

ITE  MA-*£i   3IPI  METALS  CORP  SUP/OP  PERMIT  NUW9ERj  19S7131SP 

4TE  «ECElVEDl   0&/01/87                                                          APPROVAL  DATE  1  08/18/87 

EXPIRATION  OATEl  08/18/92 

FNERIC   WASTE   COOEl  007« 

E.nERIC   riiSTE  NAME t   WASTE  FROM  FILM  PROCESSORS 

iASTE  CLASSIFICATION!   HAZARDOUS  NOT  SUBJECT  TO  PEE 
ISEP»A  H^ZAROOUS  WASTE  NUMB£R<5)t  OOOSfDOll 
°£ *TW£N  T  CaDEtS)!  T23,T5a 

LASH  P^INT   (MIN)|     N/A  F  PH  (MlN)i     N/A  PH   (MAX)i  N/A 

— — — —  MAJOR  WASTE  COMPONENTS  — — — 

CODE  NAME  MAX  LIMITS 

0001       KIATER  0099  X  VOL 

0131       TOTAL  SOLIDS  0099  %  VOL 

iISPOSAL  method:  RECYCLE,  REUSE*  OR  RECLAMATION 

REATMENT  METHOOi   METALS  RECOVERY 

l*L 
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STANDARD  CONDITIONS  FOR  CONSTRUCTION/DEVELOPMENT  PERMITS 
ISSUED  BY  THE  ILLINOIS  ENVIRONMENTAL  PROTECTION  AGENCY 

July  1  ,  1979 

The  Illinois  Environmental  Protection  Act  (Illinois  Revised  Statutes, 

Chapter  111-1/2,  Section  1039}  grants  the  Environmental  Protection  Agency 

authority  to  impose  conditions  on  permits  which  it  issues. 

These  standard  conditions  shall  apply  to  all  permits  which  the  Agency 
issues  for  construction  or  development  projects  which  require  permits 
under  the  Divisions  of  Water  Pollution  Control,  Air  Pollution  Control, 
Public  Water  Supplies,  and  Land  and  Noise  Pollution  Control-  Special 
conditions  nay  also  be  imposed  by  the  separate  divisions  in  addition  to 
these  standard  conditions. 

1.  Unless  this  permit  has  been  extended  or  it  has  been  voided  by  a  newly 
issued  permit,  this  permit  will  expire  one  year  after  date  of 
issuance  unless  construction  or  development  on  this  project  has 
started  on  or  prior  to  that  date. 

2.  The  construction  or  development  of  facilities  covered  by  this  permit 
shall  be  done  fn  compliance  with  applicable  provisions  of  Federal 
laws  and  regulations,  the  Illinois  Environmental.  Protection  Act,  and 
Pules  and  Regulations  adopted  by  the  Illinois  Pollution  Control  Board 

3.  There  shall  be  no  deviations  from  the  approved  plans  and 
specifications  unless  a  written  request  for  modi f i cation  of  the 
project,  along  with  plans  and  specifications  as  required,  shall  have 
been  submitted  to  the  Agency  and  a  supplemental  written  permit  issued 

4.  The  permittee  shall  allow  any  agent  duly  authorized  by  the  Agency 
upon  the  presentation  of  credentials: 

a.  to  enter  at  reasonable  times  the  permittee's  premises  where 
actual  or  potential  effluent,  emission  or  noise  sources  are 
located  or  where  any  activity  is  to  he  conducted  pursuant  to 
this  permit. 

b.  to  have  access  to  and  copy  at  reasonable  times  any  records 
required  to  be  kept  under  the  terms  and  conditions  of  this 
permit. 

c.  to  inspect  at  reasonable  times,  including  during  any  hours  of 
operation  of  equipment  constructed  or  operated  under  this 
permit,  such  equipment  or  monitoring  methodology  or  equipment 
required  to  be  kept,  used,  operated,  calibrated  and  maintained 
under  this  permit. 


014.  O01 
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1720  ELSTON  AVE  CHICAGO  I L  60622-1579 


PHONE  (3 1  2)  276  -  0070 ■  TWX  910-221-  6057 


October  18,  19S8 


Illinois  Environmental  Protection  Agency 
Compliance  Monitoring  Section 
Division   of  Land  Pollution  Control 
2200  Churchill  Road 
P.O.   Box  19276 

Springfield,    Illinois       6  2706-927  6 

Re:     0316005887  -  Cook  County 
Sipi   Metals  Corporation 
ILD005121A39 

Supplemental  Permit  1987-131-5P 
■Cunpliuiiuo  File   s7AT&fer**.rt  P*  /«■ 

Dear  Sir   or  Madam: 

In  regard  to  the  above   referenced  permit,   we  are  herein 

enc losing   the   required   reports  for  the  Third   Quarter  of  this 

calendar  year. 


Sincerely, 

SIPI  METALS  CORPORATION 

.  ■  ■       /  si 


George  T. 
Personnel 


Phillips 
Manager 


RECEIVED 


GTP : jmw15 


OCT  2  1  1983 


cc : 


3  ani 
{Man 


ce  V .  Shep  ro 
ifest  File) 


IEPA-DLPC 


Enclosure 


s 


PRECIOUS  METALS  DIVISION  —  REFINERS  OF  GOLD,  SILVER  AND  PLATINUM  GROUP  METALS 
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"^Sp^    li**-"-^***  ■  

ravarroKT  log  1 

AQUEOUS  WASTES  FOR  TREATMENT 
•  T^^Clp,    Aft^IS     Qn*p                  DATE:   „fQ-|  T  ^  1 

c tttt  ntwbee:  r>^iAnn>5rwg»7                 R^ORT  period:  ^£>d-  tytMRr&H  m 

ravTAtt  PERSON:  Al*r>wn.e  TWlLps                   FHONE  NUMBER:  313- -3-7*  "0070  " 

RECEIVING  FACILITIES 

TOTAL  QTT./USEPA 
HAZ.  CODES  OK 
HASTE  DESCRIPTION 

MANIFEST  0/BILL  OF  LADING 

 7  

AJ/A 

j  J  /  A 

A// # 

A// At-  | 

i  5j 

i  _ 

■ 
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PKECIOUS  METAJjS  DIVISION  -  REFINERS  OF  GOLD,  SILVEK  AND  PLATINUM  GROUP  ME'lAt.S 


January  30,  1989 


Illinois  Environmental  Protection  Agency 
Division  of  Land  Pollution  Control 
2200  Churchill  Road,  P.O.  Box  19276 
Springfield,  Illinois  62706-9276 

Re:       0316005887  -  Cook  County 

Sipi  Metals  Corp.,  ILDOOS121 1439 
Supplemental  Permit  1987-131-SP  . 

-egfflpttancg-Rte  stmts'  i*efw-+  F>  (€> 

Attn:  Compliance  Monitoring  Section. 

In  regard  to  the  above  referenced  permit,  we  are  herein  enclosing  the  required  reports  for  the 
Fourth  Quarter,  1988. 


Sincerely, 


George  T.  Phillips 
Environmental  Safety  Manager 


GTP:jmw45 

cc:  Janice  V,  Shopro  (Manifest  File} 

RECEIVED 

FEB    1  1989 


1EPA-DLPC 

TKI,K[JHOIVE::il2/370-0070  •  TW.\:  <) 10/3:2  l-C>0!>7  •  FAX: :« 13/370-70 14 
1730  ULSTON  AVKNUK  *  CHlC'AliO,  [ILLINOIS  60023-1^79 
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I    ' 


OTVENTORT  LOG 


SITE  NAME:  ^  j  p  j_ 


AQUEOUS  WASTES  FOR  TREATMENT 

n,PTAUS  6Lp 


sue  uxMBBt:  n^j  cm  5r??g?v 

CONTACT  PERSON:  f7por?r^  ^r^j \\ . 


DATE :  /  '  30- 
REPORT 


period:  -J/ TM 

PHONE  NUMBER: 


RECEIVING  FACILITIES 


TOTAL  qTT./tfSEPA 
HAZ.   CODES  OR 
WASTE  DESCRIPTION 


10. 


MANIFEST  tf/BTLL  OF  LADMC 
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^  Illinois  Environmental  Protection  Agency  2200  Churchill  Ruad,  Springfield,  IL  62706 
27  7/782-6762 

Refer  to:  0316005887-Cook 


Jtrty  8,  7987 

SI  PI  E-fetals  Corp. 
1720  Elston  Avenue 
Chicago,  IL  60622 

Gentl  eiien : 

Permit  is  hereby  granted  to  SIPI  Metals  Corporation  to  operate  a  site  to 
store,  transfer  and/or  to  treat  waste  for  the  recovery  of  precious  tnetals  only 
at  1720  Els  ton  Avenue,  Chicago,  Illinois. 

Final  plans,  specif fcatlons,  application  and  supporting  documents  as  submitted 
and  approved  shall  constitute  part  of  this  permit  and  are  identified  on  the 
records  of  trie  Illinois  Environmental  Protection  Agency,  Division  of  Land 
Pollution  Control  by  the  permit  number  and  log  number  designated  in  the 
heading  above. 

This  permit  is  issued  subject  to  the  standards  conditions  attached  hereto  and 
incorporated  hereby  by  reference,  and  further  subject  to  the  following  special 
conditions: 

1.  All  Rjaterial  accepted  under  this  operating  permit  shall  be  stored  and/or 
treated  for  recovery  of  precious  metals  only. 

2.  Haste  to  be  received  for  storage  and/or  treatment  shall  consist  of  the 


b.  Waste  from  data  processing  and  seiri-conducter  manufacturers  (D0OS). 

c.  Scrap  jewelry,  photographic  and  x-ray  film.  (D008). 

3,  All  materials  received  at  this  site  for  recovery  shall  be  transported  to 
the  facility  using  the  Agency's  supplemental  or  generic  permit  system  and 
manifest  system. 

4.  Special  waste  generated  at  the  site  for  disposal,  storage,  incineration  or 
further  treateent  elsewhere  shall  be  transported  to  the  receiving  facility- 
utilizing  the  Agency's  supplemental,  pemrit  system  and  manifest  system.  ' 


SIPI  Metals  Corp. 
ILD  005127439 
Ftennit  #1S87-11-0P 
Log  #1967-130 


followi  nq; 


a. 


Waste  from. electroplating  operation  (F007,  F008,  F009). 
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Illinois  Environmental  Protection  Agency        2200  Churchill  Rt>ad,  Springfield,  1L  (527u6 


5.    During  each  calendar  year  at  least  75%  of  the  material  received  shall  be 
treated  for  recovery  or  transferred  to  a  different  site  for  recovery.  The 
following  records  shall  be  kept  to  document  that  the  materials  are  not 
accumulated  speculatively  and  a  copy  shall  be  sent  to  this  Agency  by 
February  15th  of  each  year: 

a.     Records  showing  the  voluise  of  materials  stored  at  the  beginning  of 
each  calendar  year; 

b«     The  amount  of  the  materials  generated  or  received  during  the  calendar 


c.     The  ataount  of  materials  remaining  at  the  end  of  each  calendar  year. 

6.  Any  modifications  to  the  facilities  shall  be  subject  cf  an  application  or 
suppleniental  permit  for  site  taodiflcatlon  submitted  to  this  Agency. 

7.  Permittee  shall  notify  the  Agency  of  any  changes  from  the  information 
submitted  to  tlie  Agency  in  its  application  for  a  developftsent  and  operating 
permit  for  this  site.    Permittee  shall  notify  the  Agency  of  any  changes  1n 
the  names  or  addresses  of. both  the  beneficial  and  legal  titleholders  to 
the  herein  permitted  sites.    Such  notification  shall  be  made  in  writting 
fcithin  15  days  of  such  change  and  shell  include  the  name  or  napes  of  any 
party  and  interest  and  the  addresses  and  their  place  of  abode;  or,  if  a 
corporation,  the  name  and  address  of  its  registered  agent. 

All  certification,  logs  or  reports  which  are  submitted  to  the  Agency  by  the 
permittee  should  be  mailed  to  the  following  address: 

Illinois  Environmental  Protection  Agency 
Coiapl lance  Assurance  Unit 
Division  of  Land  Foliation  Control 
22G0  Churchill  Road 
P.O.  Box  19276 

Springfield,  Illinois  62754-9276 
Very  truly  yours,    .  --^~) 


/.-^Permit  Section         -  ' 

Division  of  Land  Pollution  Control 

U£  :ML :  st :  2441  f  ,14-15 

cc:  Northern  Region 
Permit  File 

Compliance  Monitoring  Section 


Page  2 


year;  and 
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ILLINOIS  ENVIRONMENTAL  PROTECTION  AGENCY 


MEMORANDUM 


DATE: 
TO: 
FROM 
SUBJECT: 


•vifc»l  1/im  Enforcement  Programs 

^^errnil^  Sec  t  i  or 


Log  No.    ^.^7  -/3  & 


J  '.J  > 


Application  of  Section  39(e)  of  Illinois  Environmental  Protection -Act 


FACILITY  NO.  ^/£oo,^7       COUNTY  (Lfi-vJU  

CITY  tJu^^S)       FACILITY  NAME     Si  P   f     )Jud3L£&>  &ty> 


The  Permit  Section  received  on     ^  — /  -.j7  7 

Date 

permit  for  the  above  site. 


an  application  for 


The  site  owner  is: 


£  t  p  i 


and  the  site  operator  is:   ^Pd^jJ 


Your  comments  regarding  current  enforcement  actions  pending,  previous 
repeated  violations,  conviction  of  a  felony  or  proof  of  gross  carelessness 
or  incompetence  in  handling,  storing,  processing,  transporting  or 
disposal  of  hazardous  waste  are  requested.    Please  submit  comments  by 
bSt-f? .    Your  response  prior  to  this  date  will  be  appreciated. 


Type  of  Application  O 


cc:    Application  File 


RA:mad/16 


IL 

UPC  110  9/B2 


Permit  Unit  Qj>/?US' 
Reviewer 
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REQUEST  FOR  COMMENTS  ON  A  PENDING  PERMIT  APPLICATION 

Log  No,        7-/3 a 

Manager  or  Compliance  Monitoring)  Region) 

From:  -   ^  ~Z>/^CLy  ,  Permit  Section 

(Reviewer)  ~  ~"  \Urii t > 

Facility  No.  Q  $j  4oQ5^7       County  _   _____ 


City    (LJL^^^^)  Facility  Name       SlPT  ^jt^laJ 

The  Permit  Section  received  on  (a  -  J  "  P  7  an  application/additional 


TDatiJ" 


information  to  modify/ develop/operate   0 J£>   , 

for  the  above  site.    A  copy  of  this  information  is  attached/avail  able. for  your  review. 
Your  comments  regarding  the  groundwater  monitoring  inadequacies,  design,  operation  or 
any  pending  violations  are  requested.    Please  submit  your  comments  by        L-^>  t-^7 
If  not  received  within  the  time  specified,  we  would  assume  that  you  do  not  have 
any  problems  or  concerns. 


COMMENTS: 


™7 

A 


Pre-Issuance/Denial  Meeting  requested  on   ,  

(less  than  60  days  from  receipt,  GP-^40  days) 


(Date)  '  ~       (Time  —  a.m.  or  p.m. ) 


In  Attendance        Permit  Section 

and/or  Compliance   

Conference  Call  F.O.S.   


Results  of  Meeting: 


Attachment 


IL&32-1014 

UPC  114  {R*v.  2/63) 

044-02  0 
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■  .    ■       ■  -    '  ■    '  A<f  K  L 

REQUEST  FOR  COMMENTS  ON  A  FEUDING  PERMIT  APPLICATION 


Log  No.  /9fP7V3t? 
(Regional  Manager  or  Compliance  Monitoring  J  ( Regi  on ) 


To:  "33u^MJJjLl 

ing) 

From:    _   ,  \1)  fa-lL^  Permit  Section 

^Reviewerj  —  (Unit)       "  ~ 

Facility  No.  /)3t  boO  ?         County  flt^Jj  


City 


P  Facility  Name      ttTT   Tn^Jjt&j  f-Vy 

;rmit  Section  received  on        (o~  ( -   an  application/additional 


The  Permit  Section  received  on        (e~f-  &"7 

(Date) 

information  to  modify/develop/operate   Q~*h   

for  the  above  site.    A  copy  of  this  information  is  attache/available  for  your  review. 
Your  comments  regarding  the  groundwater  monitoring  inadequacies,  design,  operation  or 
any  pending  violations  are  requested.    Please  submit  your  comments  by  (g--Jt-£7 
If  not  received  within  the  time  specified,  we  would  assume  that  you  do  not  have 
any  problems  or  concerns. 

COMMENTS:  r/Mi&'Tl/jh  c&L  j  arte,   s^ryofs^j/j  Jte^^j  srjxOrfs^ 


Pre-Issuance/Denial  Meeting  requested  on  ..  .    

(less  than  60  days  from  receipt,  OP<40  days) 

(Date)  (Time      a.m.  or  p.m.)     ~~  "~* 

In  Attendance        Permit  Section  .  ,  

and/or  Compliance  _____  _  

Conference  Call      F.O.S.   _____  

Results  of  Meeting:  ' 


Attachment 


It.  532-1014 

LPC  114  (Rov.  3/83) 


044-02Q 
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I 


FACILITY  NAME 


,  FACILITY  PERMIT  APPLICATION  CHECK-OFF  &  PRELIMINARY  REVIEW  SHEET  ,     :  :  ] 


County,  City 


Owner 


SITE  NUMBER  'O-Zf  trQC  ^  s£^Z"     Date  Rec.  ~  ,  ^"*~-/~"  ^ 


REVIEWER  (S) . 


LOG.IN  AND  CHECK  OFF 


1  11 


Logged  in 


( JTvpe  of  Application:  ■  _ <  Development  ■ 

'.,  — <£.  Operating 


Initials 


$'7 

Date 


|J^otificatton  Letters  Mailed 

Copy  of  tha  Application  Sent  to  Region  ■ 

nit:       ^RCRA    Regional  Facilities 

ype  of  Facility   


Initials 


Sop  Ito  modify  OE/OPI  ■  , 
Enparimantan'raiwfw/Olhar      Notification  Letters  Checked   ^Complete 

"  0a,e  Initials 
  Pr«-©p  Memo  Sent  to  tha  Applicant  [OP  oflryf  . 


.  Incomplete 
Date ' 


  Disposal  Alternative 


Application  to  Section  Manager 
Enforcement  Memo  Sent  - 


REVIEWER  CHECK-OFF 


1 .  0£  Permit  Applications 
Siting 

■   ;  Approval  received 


Regional  Pollution  Control  Facility. 


Initials 


Date 


I 


Date 


i,  Mot  received 
Time  waiver  received 
date  final  


Date 


I 


Requested  wetland  determination  from  USE  PA 

Requested  ISGS  Information      .   ;  > 
Notify  Dept.  of  Transportation 

Notify  Depl.  of  Agriculture     .  ;  ■ 
Notify,  Dept.  of  Conservation 

Subject  to  coordinated  permit  review'  , 


2.  OP/SUP  Application:  Enforcement  Memo  Received 
IEVIEW  ACTION      Special  Review  Requested  of;  


I 
1 

2 

I 
I 

I 


lotific a tionVp reject  Summary  To/From:  APC 
leply  From':  APC  


— — —  Memo  to  LPC  Coordinator 
PWS  ■  WPC  


Coordinated  permit  review: 


.  Applicable 


_  Not  applicable 


Date 


Significant  '  ':  PWS  . 
Not  Significant 


Date 


Significant' ■  '  WPC 


Data 


Not  Significant  .  t 


.  Significant. 
Mot  Significant 


IDate)    '  Pre -dp  Letter  Received 


IDataJ 


i     Reviewer  1 
Date  .   .  Initials' 


Reviewer  2 
Or  special  reviewer 


Date 


Initials 


.,  Unit  Manager ; 
Date ..  ,  -      '  initials 


Request  Add'L  Info. 
Permit  Not  Required 
Deny  ' 
Grant 


^Application  to  Section  Manager  for  Signature  L 


(Date) 


i  Log  Out 


I 


Letter  Mailed 


Initials 


Date 


■L  532-1075 
PC  13i  4/83 


Application  logged  out 


.  Initials 


Date 
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1720  ELSTON  AVE  -CHICAGO  IL  60622-1579 


\EPA-DLPC 


PHONE  (312)  276  -  0070'TWXgiO-  221-6057 


May  28,  1987 


Illinois  Environmental  Protection  Agency 
Division  of  Land  Pollution  Control  (#24) 
Permit  Section 
2200  Churchill  Road 
Springfield,   Illinois     6  2706 

RE;  Application  for  Generic  Waste  Stream  Permit  - 

recyclable  materials  for  precious  metal  recovery. 

Gentlemen ; 

The  purpose  of  this  correspondence  is  to  serve  as  application 
for  an  operating  permit  as  an  existing  precious  metal 
reclamation  facility.     The  enclosed  information  is  submitted 
as  required  in  the  Agencies'   Procedure  Letter  dated  October 
28,   1986  and  as  discussed  with  Mr,   Eugene  Theios  of  your 
office.  ' 

It  is  our  understanding,  that  the  process  materials  described 
are  not  subject  to  35  IAC  SEC .  726 . 170  (they  are  not  defined 
as  a  solid  waste  or  are  exempted  as  scrap  metal)  but  may  be 
regulated  as  a  "special  waste",   subsequently  requiring  a 
facility  permit  authorization.     It  is  also  our  understanding 
that  the  operating  permit  can  be  "tied"  into  our  existing  air 
pollution  permit  and  the  authorization  I.D.  number  can  be 
referenced  when  completing  required  manifested  shipments, 

Sipi  Metals  Corp.   requests  the  agency  to  consider  its 
application  under  the  existing  air  pollution  permit  and 
advise  the  company  accordingly  of  acceptance. 

Additionally,  the  company  requests  that  the  information 
contained  herein.be  treated  as  proprietary,  as  disclosure  of 
certain  information  could  potentially  weaken  our 
competitiveness . 


PRECIOUS  METALS  DIVISION  —  REFINERS  OF  GOLD.  SILVER  AND  PLATINUM  GROUP  METALS 
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Facility  Permit  Application  for  Precious  Metal  Reclamation 

Sipi  Metal  Corp. 


Site  Location ; 

1720 ■ Elston  Avenue  ■ 
Chicago,  Illinois 

COMPANY  PROFILE: 

Sipi  Metals  Corporation  is  a  privately  owned  and  operated 
company  founded  in  1905  and  incorporated  in  1932.  The 
company  has  operated  solely  at  the  named  location  since  its 
inception.     Currently  Sipi  Metals  employs  a  labor  force  and, 
support  staff  of.  approximately  ninety  people. 

Since  1905-the  company  has  been  engaged  in  the  manufacturing 
of  brass  and  bronze  ingots  and  is  a  major  supplier  to 
foundries  throughout  the  United  States.     This  operation 
utilizes  recyclable  materials  to  produce  over  100  types  of 
•customer  specified  alloys.     These  alloys  are  used  to 
manufacture  a  variety  of  commercial  products. 

In   1969  Sipi  Metals  commenced  operations  producing  refined 
■precious  metal  products  from  a  broad  range  of  industrial 
materials.     Sipi  Metals  services  the  major  data  processing 
and  semi-conductor  manufacturers  and  produces  refined 
precious  metal  .products  which  are  marketed  throughout  the 
world. 


PROCESSES  AMD  EQUIPMENT  -USED  (Precious  Metals) :  . 

Shredding :  This  process  utilizes  a  mechanical  cutting  device 
to  shred  printed  cir cu it  boar ds .    "Shredding  produces  a  "chip"' 
like  material  that   in  turn  can  be  easily  sampled  and  assayed 
to  determine  metal  content,  and  value.     Additionally,  the 
resulting  shredded  material  is  packaged  and  marketed  for 
feedstock  in  producing'  refined  "precious  metal  products. 

Milling :  This  process  utilizes  various  crushing/grinding 
machines  Ci.e,   ball  mills,  hammer  mills,  blenders  and 
screens)'  to  produce  a  granulated  material  of  specific 
particle  size.     Milling  produces  a  material  that  is  easily 
sampled  and  assayed  to  determine  metal  content  and  value. 
The  resulting  material  is  packaged  and  marketed  for  feedstock 
in  producing  refined  precious  metal  products. 

pyrometallurgical  Processing :   This  technique  utilizes 
industrial  gas  fueled  refractory  lined  furnaces  .to  produce 
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refined  metallic  products.     These  products  include  metallic  - 

ingots   (bullion)   and  precious  metal  bearing  ash  or  fines 

which  may  be  marketed  in  their  present  state  or  go  on  to 
further  processing. 


TYPES  AND  SOURCES  OF  MATERIALS : 

1)  Reject  and  off-specification  printed  circuit  boards 
generated  from  data  processing  and  semi-conductor 
manufacturers. 

2)  Trimmings,   cuttings  and  intermediate  materials  from  the 
production  of  data  processing  and  semi-conductor 
manufacturers. 

3)  Reject  and  off-specification  components  from  the 
production  of  printed  circuit  boards  generated  from  data 
processing  and  semi-conductor  manufacturers. 

4)  Precious  metal  bearing  coats,  wipes  and  gloves,  used  in 
the  production  of  printed  circuit  boards  generated  frora  data 
•processing  and  serai -conductor  manufacturers. 

5)  Precious  metal  bearing  slags  and  sweeps,   from  related 
industry  production  operations. 

6)  Photographic  and  x-ray  film  as  generated  by  all  major 
related  manufacturers  and  users . 

7)  Miscellaneous  scrap  jewelry  as  generated  by  all  related 
manufacturers  and  users. 


RESIDUAL  MANAGEMENT  :' 

Slag  i  secondary  ma terials  generated  from  py  roiaetaliurgica  I 
processing  in  the  form  of  slag  are  reprocessed  on  site  or  ■ 
marketed  for  use  in  producing  precious  metal  products. 

Air  pollution  control  dust :  secondary  materials  generated 
from  pyrometallur gieal  processing  in  the  form  of  flue  dust 
are  reprocessed  on  site  or  marketed  for  use  in  producing 
precious  metal  products. 


ENVIRONMENTAL     SAFETY  AND  HEALTH  COMPLIANCE : 


.  Notification  of  hazardous  waste  activity  form  8700-12, 
USEPA  issued  ID  #   ILD005121439  copy  attached. 

.  Notice  of  underground  storage  tanks  (fuel)  filed  with  state 
of  Illinois  on  February  5,   1 986 . 
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.  Waste  water  pretreatment  and  notification  filed  with' 
Metropolitan  Sanitary  District  of  Chicago  in  1986. 

.  Operating  Permit  ID#  031600ARH  expiring  April  21,  1990 
issued  by  Illinois  EPA  division  of  Air  Pollution  Control. 

.  City  of  Chicago  permits: 

a)  Heating  Oil  Storage  Lie  #  000405 

b)  Foundry  Operation  Lie  #  000053 

c)  Flammable  Liquids  Lie  #  001228 

d)  Operation  (EPA)  No.:P2-5i7g7 

.  Department  of  Labor  Compliance 

a)  Bight-To-Know  Laws 

b)  Hazard  Communication  Standard 

c)  Air  Monitoring 

d)  Medical  Surveillance 

e)  Fire,  Prevention 

f)  Security  . 

g)  General  Safety  and  Health  Standards 
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SJPl  METALS  CORP.        •         1  730  ELSTON  AVENUE        -         CHICAGO.  ILLINOIS  60622-1  579 


We  trust  you  will  find  all  the  information  in  order  and  will 
be  able  to  issue  a  timely  acceptance.     Please  contact  us  at 
your  convenience  should  you  have  any  questions  in  regards  to 
our  application. 

Sincerely, 


George  T.  Phillips 
Environmental/Safety  Director 


enclosure 


GTP/RR 
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ILLINOIS  ENVIRONMENTAL  PROTECTION  AGENCY 


"§ATE:  £-£-#7 
JO: 


Milt-urn  Seltzer,  Enforcement  Programs 
R0M'  ~Penr^Section 


UBJECT: 


MEMORANDUM 

Log  No.    /  <?£>y-;3/ 


Application  of  Section  39(e)  of  Illinois  Environmental  Protection  Act 

170.1    Fr;<lj"i  ---'L'NUt 

''HVVWOOD,  iLLMVulS  6015; 

FACILITY  NO.  031^00^^  V    COUNTY  (Zd-tS^  

CITY  (IJb^LA^D       FACILITY  NAME   &X  PX  Vlg^j^  . 


The  Permit  Section  received  on      I  - )  - g  J 

Date 

permit  for  the  above  site. 


an  application  for 


The  site  owner  is: 


and  the  site  .operator  is: 


Your  comments  regarding  current  enforcement  actions  pending,  previous 
repeated  violations,  conviction  of  a  felony  or  proof  of  gross  carelessness 
or  incompetence  in  handling,  storing,  processing,  transporting  or 
disposal  of  hazardous  waste  are  requested.    Please  submit  comments  by 
7^-/7    •    Your  response  prior  to  this  date  will  be  appreciated. 


Type  of  Application  £U^^~ti  O^-^y^f  Permit  Unit  >J!)fiu*S 
USn^fr*^  <^AA^9>^>^       Reviewer  jClKL 


cc:    Application  File 


RA:mad/16 


[V  332-0996 
LPC  1 1 Q  9/82 


2>     Uc-w  fo&«J£^ 


REQUEST  FOR  COMMENTS  ON  A  PENDING  PERMIT  APPLICATION 


Log  No. 


To:   

(Regional  Manager  or  Compliance  Monitoring)  (Region) 

From:  »   '^P^CL^  Permit  Section 

(Reviewer)  (Unit) 

Facility  No.   VZJ&oo  S3&'7         County  _ 

City     (?JL;^Q  Facility  Name  JX&UMiJ  &yS  • 

The  Permit  Section  received  on   L  -  f~S  ~)  an  application/additional 

[Date)     ,    ~      *  .  , 

information  to  modify/develop/operate      / ^  ~£>   e^c^p^t  uj-cl<l£u        CunJAj^dJ ^t-^aJ. 
for  the  above  site.    A  copy  of  this  information  is  attached/available  for  ytfur  review.  j 
Your  comments  regarding  the  groundwater  monitoring  inadequacies",  design,  operation  or 
any  pending  violations  are  requested.    Please  submit  your  comments  by  *7-V-,?7 
If  not  received  within  the  time  specified,  we  would  assume  that  you  do  not  have 
any  problems  or  concerns. 

COMMENTS:    Q  (UsdAKO^J^-    dL&  f?/vu*  d 0ry>  £ut/KJeS — O.  f~tfcfm  I  — 

a^J-^^  ^?<fy  ^A/r?  :  :  


Pre-Issuance/Denial  Meeting  requested  on  '   ' 

(less  than  60  days  from  receipt,  QP<40  days) 

(Date)  (Time  —  a.m.  or  p.m. )  ~~ 

In  Attendance        Permit  Section  

and/or  Compliance   ,   ;  _ 

Conference  Call     F.O.S.     _.,  

Results  of  Meeting:   ;  ;  _.  


Attachment 


IL  532-1014 

LPC  114  (R«v.  2/83) 


044-020 


I 
I 


FACILITY  PERMIT  APPLICATION  CHECK-OFF  A  PRELIMINARY  REVIEW  SHEET 


Log  *i<y^7~  /■£/ 


ACILITY  NAME 

County.  City 
:ITE  NUMBER  Od  8  ~7 


Date  Rec 


ft  Owner  ^ 


REVIEWER  ISL 


LOG  IN  AMD  CHECK  OFF 


I 

'I 
1 


Logged  in 


ype  of  Application: 


Development 
Operating 


-JC  Sup  (to  modify  DE/OPl 
  Experimental/Transfar/Othn 


Initials 

Notification  Lows  Checked 


Date 


Initials 


Date 


fotificatron  Letters  Mailed 
"opy  of  the  Application  Sent  xo  Region 

fnit:        RCRA  :   Regional  Facilities    Disposal  Alternate  _ 

lype  of  Facility  _  


Comptatu 
Initial* 


,  Incomplete 
Date 


Pre-op  Memo  Sanl  1o  the  Applicant  IQP  only) 
Application  to  Section  Manager 
Enforcement  Memo  Sent 


I 

r 
i 


VIEWER  CHECK-OFF 


DE  Permit  Applications 

Siting 
Approval  received 


Not  received 
Time  waiver  received 
ill  date  final   


Regional  Pollution  Contra!  Facility 


Initials 


Date 


Date 


Date 


.  Requested  wailend  determi nation  from  USEPA 

.  Requested  ISGS  Information 
_  Notify  Dept.  of  Transportation 

.  Notify  Depl,  of  Agriculture 
Notify  Dept.  of  Conservation 

.  Subject  to  coordinated  permit  review. 
Memo  to  LPC  Coordinator 


titrfication/Projecl  Summary  To/From:     APC   PWS  _ 

Pry  From:       APC   „„   Significant       PWS  . 


WPC 


Date 


Dale 


Coordinated  permit  review:   Applicable   Not  applicable 

—  Significant 


Not  Significant 


.  Significant  WPC 
Not  Significant 


□ate 


Not  Significant 


OP/SUP  Application:  Enforcement  Memo  Received* 
IVIfTW  ACTION     (Special  Review  Requested  of:  


(Date)      Pre-op  Letter  Received 


(Dale) 


Reviewer  I  " 
Date  ■  Initials 


Reviewer  2 
or  special  reviewer 


Dale 


Initials 


Request  Add' I  Infa 
Permit  Not  Required 
Deny 
Grant 


Unit  Manager  .  ■ 
Date  Initials 


Application  to  Section  Manager  for  Signature 


IData) 


Log  Out 


Letter  Mailed 


■c  133  4/83 


Initials 


Date 


Application  logged  out 


Initials 


Date 
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REQUEST  FOR  COMMENTS  ON  A  PENDING  PERMIT  APPLICATION 

To:  fJ^JyU^J^  Lfi*       ^  .    ,  ^Ho.^fJZ^, 

^naljeroTconlpTiance  MonvtoT^noi  1  ^ 

y;  (Region) 

From:  '   *7i/J  /  / 

(Reviewer)         "  ^  ( Um tj   Permit  Section 

Fa"cnit>  No.  -7        County  £WJ ^ 

Q^^=fd.  ;  Facility  Name      SZTV  T   /U±U*J  <Qj^_ 

The  Permit  Section  received  on         &  -/~JP'7  ~  ~r 

 ^jn-t.f  '  .  an  application/additional 

information  to  modify/develop/oDerate       L  .  ^  . 

for  the  above  site.    A  copy  of  this  in^&jfe3*        j"?  jf^t^        j*-***  -.  A^uL, 

Your  consents  regarding  g roundwa ter  moni to r inn 

any  pending  violations  are  requested     Please  SSiJ  SeqUaC1M\<ies-l9n'  °Pe™tion  or 
If  not  received  within  th*  tTn»  cn^i#/i        submit  your  comments  by     7-  >_o^ 
any  problems  or  coTernl  specified,  we  would  assume  that  you  dojot  havf  ^  ■* 


Pre-Issuance/Denial  Meeting  requested  on    .  ~ 

.    "(less  than  d(j  aays  from  receipt,  0PO0  days) 

(Date)  "      y  J 

U1me  --  a.m.  or  p.m.  ]  '  "  

In  Attendance        Permit  Section 

and/or  Compliance       "   ... 

Conference  Call     F.O.S.  —  —  


Results  of  Meeti 


Attachment  ~     ~~         '  ~      '^ftj  7  jt^ - 


IL  632-1 G 14 
LPC  114  CRuv.  2/83) 


044-020 
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LOG  NO. 
NANE 
OWNER 

COUNTY 

•    PERMIT  TYPE 

FACILITY  TYPE 

RECEIVED 

FINAL   ACT l ON 


1  9S  •'  •  1  J  i 

SIF'I  ME  TALE  CDRP 
3IPI    METAL S 


CDOK 

SUP 

STPk 

07/06/01 

ISSUED 


DUE 


S7/OS/30 


STATUS 
-  SITE  NO. 

CITY 

REVIEWER 

WASTE ' TYPE 

MAILED 

WAIVER 


0316005813" 

CHICAGO. 

M!<L 

NH 

87/03/26  ■ 


CLOSURE  PLAN   3UBM ' T 
REG.    POLL.  CONTROL 
NOTIFY  ARC 
CROP  A 

NOTIFY   LOCAL  OFFICIALS 
NOTIFY . AGRI 

DMMENTS: 


N/h 


NOTIFY  PWS: 

NOTIFY  POS; 
NOTIFY  ;iSSS: 


FINAN.    ASSUR,    SUBM ' T: 
SITING  ftPP'Ds 
NOTIFY  WPC: 

NOTIFY ■ DOT  s 
NOTIFY   OONSER.  :; 


1EPA-DLPC 


PHONE  (312)  276  -  0070-TWX910-  221-6057 


May  28,  1987 


Illinois  Environmental  Protection  Agency 
Division  of  Land  Pollution  Control  (#24) 
Permit  Section 
2200  Churchill  Road 
Springfield,   Illinois  62706 

RE:  Application  for  Generic  Waste  Stream  Permit  - 

recyclable  materials  for  precious  metal  recovery. 

Gentlemen: 

The  purpose  of  this  correspondence  is  to  serve  as  application 
for  an  operating  permit  as  an  existing  precious  metal 
reclamation  facility.     The  enclosed  information  is  submitted 
as  required  in  the  Agencies'   Procedure  Letter  dated  October 
28,  1986  and  as  discussed  with  Mr.  Eugene  Theios  of  your 
office. 

It  is  our  understanding  that  the  process  materials  described 
are  not  subject  to  35  IAC  SEC.  726.170  (they  are  not  defined 
as  a  solid  waste  or  are  exempted  as  scrap  metal)  but  may  be 
regulated  as  a  "special  waste",  subsequently  requiring  a 
facility  permit  authorization.     It  is  also  our  understanding 
that  the  operating  permit  can  be  "tied"  into  our  existing  air 
pollution  permit  and  the  authorization  I.D.  number  can  be 
referenced  when  completing  required  manifested  shipments. 

Sipi  Metals  Corp.  requests  the  agency  to  consider  its 
application  under  the  existing  air  pollution  permit  and 
advise  the  company  accordingly  of  acceptance. 

Additionally,  the  company  requests  that  the  information 
contained  herein  be  treated  as  proprietary,  as  disclosure  of 
certain  information  could  potentially  weaken  our 
competitiveness . 
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Facility  Permit  Application  for  Precious  Metal  Reclamation 

Sipi  Metal  Corp.   


Site  Location : 

1720  Els ton  Avenue 
Chicago,  Illinois 


COMPANY  PROFILE: 

Sipi  Metals  Corporation  is  a  privately  owned  and  operated 
company  founded  in  1905  and  incorporated  in  1932.  The 
company  has  operated  solely  at  the  named  location  since  its 
inception.     Currently  Sipi  Metals  employs  a  labor  force  and 
support  staff  of  approximately  ninety  people. 

Since  1905  the  company  has  been  engaged  in  the  manufacturing 
of  brass  and  bronze  ingots  and  Is  a  major  supplier  to 
foundries  throughout  the  United  States.     This  operation 
Utilizes  recyclable  materials  to  produce  over  100  types  of 
customer  specified  alloys.     These  alloys  are  used  to 
manufacture  a  variety  of  commercial  products . 

In  1969  Sipi  Metals  commenced  operations  producing  refined 
precious  metal  products  from  a  broad  range  of  industrial 
materials.     Sipi  Metals  services  the  major  data  processing 
and  semi-conductor  manufacturers  and  produces  refined 
precious  metal  products  which  are  marketed  throughout  the 
wo  r  1  d . 


'  PROCESSES  AND  EQUIPMENT  USED  (Precious  Metals) : " 

Shredding :  This  process ■ utilizes  a  mechanical  cutting  device 
to  shred  printed  circuit  boards.  -  Shredding  produces  a  "chip" 
j||  ,  like  material  that  in  turn  can  be  easily  sampled  and  assayed 

w  to  determine-  metal  content  and  value.     Additionally,  the 

resulting  shredded  material   i,  s  pankaged  and  marketed  for 
m  feedstock  in  producing  refined  precious  metal  products. 

Milling :  This  process  utilizes  various  crushing/grinding 
_   .  machines  (i.e.  ball  mills,  hammer  _mi lis ,  blenders  and 

■  screens)  to  produce  a  granulated  material  of  specific 

™  particle  size.     Milling  produces  a  material  that  is  easily 

sampled  and  assayed  to' determine  metal  content  and  value. 

■  The  resulting  material  is  packaged  and  marketed  for  feedstock 
i|  in  producing  refined  precious  metal  products. 

m   ,  Pyromet a ilurgi cal  Processi ng :   This  technique  utilizes 

M  industrial  gas  fueled  refractory  lined  furnaces  to  produce 
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refined  metallic  products.     These  products  include  metallic 

ingots   (bullion)  and  precious  metal  bearing  ash  or  fines 

which  may  be  marketed  in  their  present  state  or  go  on  to 
further  processing. 


TypES  AMD  SOURCES  OF  MATERIALS: 

1)  Reject  and  off -specif ication  printed  circuit  boards 
generated  from  data  processing  and  semi-conductor 
manufacturers . 

2)  Trimmings,  cuttings  and  intermediate  materials  from  the 
production  of  data  processing  and  semi-conductor 
manufacturers. 

3)  Reject  and  of f -specif ication  components  from  the 
production  of  printed  circuit  boards  generated  from  data 
processing  and  semi-conductor  manufacturers. 

i\)   precious  metal  bearing  coats,  wipes  and  gloves,  used  in 
the  production  of  printed  circuit  boards  generated  from  data 
processing  and  semi-conductor  manufacturers. 

5)  Precious  metal  bearing  slags  and  sweeps,  from  related 
industry  production  operations. 

6)  Photographic  and  x-ray  film  as  generated  by  all  major 
related  manufacturers  and  users. 

7)  Miscellaneous  scrap  jewelry  as. generated  by  all  related 
manufacturers  and  users. 


RESIDU AL  MANAGEMENT : 

Slag:   secondary  materials  generated  from  pyrometallurgical 
processing  in  the  form  of  slag  are  reprocessed  on  site  or 
marketed  for  use  in  producing  precious  metal  products. 

Air  pollution  control  dust :   secondary  materials  generated 
from  pyrometallurgical  processing  in  the  form  of  flue  dust 
are  reprocessed  on  site  or  marketed  for  use  in  producing 
precious  metal  products. 


ENVIRONMENTAL ,   SAFETY  AND  HEALTH  COMPLIANCE: 

.  Notification  of  hazardous  waste  activity  form  8T00-12, 
USEPA  issued  ID  iff  ILD005 121439  copy  attached. 

,  Notice  of  underground  storage  tanks  (fuel)  filed  with  state 
of  Illinois  on  February  5,  1986. 
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•  Waste  water  pretreatment  and  notification  filed  with 
Metropolitan  Sanitary  District  of  Chicago  in  1986. 

.  Operating  Permit  ID#  031600ARH  expiring  April  21,  1990 
issued  by  Illinois- EPA  division  of  Air  Pollution  Control. 

.  City  of  Chicago  permits: 

a)  Heating  Oil  Storage  Lie  #  000405 

'   b)  Foundry  Operation  Lie  #  000053 

e)  Flammable  Liquids  Lie  #  001228 

d)  Operation  (EPA)  No.:P2-51797 

.  Department  of  Labor  Compliance 

a)  Right-To-Know  Laws 

b)  Hazard  Communication  Standard  . 
:  c)  Air  Monitoring 

d)  Medical  Surveillance 

e)  Fire  Prevention  _  - 

f)  Security  - 

g)  General  Safety  and  Health  Standards 
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S1PI  METALS  CORP.        «        1720  ELSTON  AVENUE        *        CHICAGO,  ILLINOIS  60622-1579 


We  trust  you  will  find  all  the  information  in  order  and  will 
be  able  to  issue  a  timely  acceptance.     Please  contact  us  at 
your  convenience  should  you  have  any  questions  in  regards  to 
our  application. 

Sincerely, 


George  T.  Phillips 
Environmental/Safety  Director 


enc losure 


GTP/RR 
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Illinois  Environmental  Protection  Agency   ■    2200  Churchill  Road,  Springfield,  IL  62706 


217/782-6762 


Refer  to:    0316005887  —Cook  County 
-  SIPI  Metals  Corporation 
11000512143^,  , 


October  28,  1986 


Mr.  Les  Pinsof 
Mr.  George  Phillip 

SIP!  Metals  Corporation  - 
1720  North  Elston 
Chicago,  IL  60622 

Dear  Gentlemen : 

Re:    Agency   procedures    for    implementation    of   regulations  applicable 
to  precious  metals  reclamation  operations 

I5e  fUilots  Pallut1on  Control  Board  in  35  IAC  Sec.  726.170  adopted 
the  USEPA  RCRA  rules  that  regulate  persons  who  generate,  transport 
or  store  (treat/recover)  recyclable  hazardous  materials  for  precious 
metals  recovery;  the  regulations:  " 

1.  require  notification  as  shown  in  Section  3010  of  RCRA 
{form  8700-12); 

2.  require  compliance  with  manifest  rules  by  generators,  trans- 
porters and  storer/recl aimers  (35  IAC,  Sec.  722,  Subpart  B: 
723.120  and  121,  and  725.171  and  172); 

3.  preclude  over  accumulation;  and 

4.  require  recordkeeping  to  document  that  wastes  are  not  beinq 
over  accumulated. 

Because  manifesting  is  required,  compliance  with  waste  hauling  regu- 
lations and  facility  permits  is  also  required.  Existing  facilities 
will  be  issued  an  operating  permit  upon  Agency  receipt  of  verification 
of  timely  notification  (copy  of  EPA  form  8700-12)  and  a  letter  from 
the  reclaimer  requesting  a  permit  along  with  a  narrative  description 
of  the  reclamation  processes,  the  equipment  used,  the  types  and  sources 
of  materials  handled,  waste  description,  application  for  generic  waste 
stream  penrnt  and  how  any  residuals  are  managed.  Neither  a  development 
permit  nor  local  siting  approval  is  required  for  existing  sites 
Standard  permit  conditions  and  special  conditions  relative  to  compliance 
with  35  IAC  726.170  will  be  included  in  any  operating  permits  issued. 


if  to 
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Generic  waste  stream  permits  will  be  issued  for  specific  types  of 
material/waste  streams  that-  are  identified  in  the  permit  application 
letters.  Generic  permit  applications  should  be  submitted  at  the  same 
time.  Waste  stream  information  needed  includes  a  description/characteri- 
zation of  the  material,  per-cent  components,  a  chemical  analyses  the 
sources  or  generators  and  the  processes  that  produce  the  waste,  and 
the  maximum  of  other  contaminants  that  may  be  expected  to  be  present 
1n  the  material  or  waste  Stream.  For  example,  an  application  for  platinq 
waste  must  show  the  processes  that  produce  it,  a  current  chemical 
analysis  that  includes.  pH,  other  metals,  cyanides,  sulfides,  any  organics 
that  might  also  be  present,  and  the  range  or  maximum  concentrations 
that  could  be  present  in  the  waste,  stream.  The  use  of  a  generic  waste 
stream  permit  will  preclude  the  need  for  sites  to  submit  supplemental 
waste  stream  permit  applications  and  to  get  Agency  approval  before 
accepting  a  waste  stream  from  a  new  customer.  It  similarly  would  elimi- 
nate any  advantage  that  reclaimers  1n  states  that  do  not  have  a  supple- 
mental waste  stream  permit  program  might  have  over  Illinois  reclaimers. 

Generators  are  responsible  for  initiating  a  manifest;  they  must  also 
Include  their  generator  number  in  the  shaded  area  on  the  manifest 
Generator  numbers  are  normally  assigned  by  the  Agency  when  a  supplemental* 
waste  stream  permit  application  is  received  for  the  first  time;  however, 
reclaimers  that  have  generic  waste  stream  permits  may  obtain  generator 
numbers  for  generators  that  have  not  already  received  one  by  submitting 
a  completed  copy  of  the  form  attached.  The  form  may  be  photocopied 
if  more  are  needed.  Manifest  forms  will  be  sent  to  generators  upon 
assignment  of  their  generator  number. 

Transporter/haulers,  in  Illinois,  must  obtain  a  Special  Waste  Hauling 
Permi  t . 

Applications  for  operating  and  generic  Dermits  should  be  addressed 
to: 

II  li  nois  Environmental  Protection  Agency 
Division  of  Land  Pollution  Control  (#24) 
Permit  Section 
2200  Churchill  Road 
Springfield,  IL  ,  62706 

Applications  for  waste  hauling  permits  and  questions  regardinq  qenerator 
numbers  should  be  addressed  to: 

Illinois  Environmental  Protection  Agency 
Division  of  Land  Pollution  Control  (#24) 
Compliance  Monitoring  Section 
2200  Churchill  Road 

Springfield,  IL     62706  *  " 
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If  you  have  any  questions,  please  call  Eugene  Thefos  at  217/782-6762. 
Very  truly  yours , 


Lawrence  W.  Eastep,  P.E.,  Manager  *-rt 
Pennit  Section 

Division  of  Land  Pollution  Control 


LWE:EPT:tk:5/6/3 

Attachment 

cc:    Division  File 
FOS 
CMS 

Region 
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STANDARD  CONDITIONS  FOR  CONSTRUCTION/DEVELOPMENT  PERMITS 
ISSUED  BY  THE  ILLINOIS  ENVIRONMENTAL  PROTECTION  AGENCY 

July  1 ,  1979 

The  111  inois  Environmental  Protection  Act  (Illinois  Revised  Statutes, 
Chapter  111-1/2,  Section  1039)  grants  the  Environmental  Protection  Agency 
authority  to  impos.e  conditions  on  permits  which  it  issues. 

These  standard  conditions  shall  apply  to  all  permits  which  the  Agency 
issues. for  construction  or  development  projects  which  require  permits' 
under  the  Divisions  of  Water  Pollution  Control,  Air  Pollution  Control , 
Public  Water  Supplies,  and  Land  and  Noise  Pollution  Control.  Special 
conditions  may  also  be  imposedby  the  separate  divisions,  in  addition  to 
these  standard  conditions. 

1.    Unless  this  permit  has  been  extended  or  it  has  been  voided  by  a  newly 
.  issued  permit,-  this  permit  will  expire  one  year  after  date  of 
■  issuance  unless  construction  or  development  on  this  project  has 
started  on  or  prior  to  that  date. 

?.,    The  construction  or  development  of  facilities  covered  by  this  permit 
shall -be  done  in  compliance  with  applicable  provisions  of  Federal 
laws  and  regulations,  the  Illinois  Environmental  Protection  Act,  and 
Rules  and  Regulations  adopted  by  the  Illinois  Pollution  Control  Board. 

3.  There  shall  be  no  deviations  from  the  approved  plans  and 
specifications  unless  a  written  request  for  modification  of  the 
project,  along  with  plans  and  specifications  as  required,  shall  have 
been  submitted  to  the  Agency  and  a  supplemental  written  permit  issued. 

4.  The  permittee  shall  allow  any  agent  duly  authorized  by  the  Agency 
Upon  the  presentation  of  credentials: 

a.     to  enter  at  reasonable  times  the  permittee's  premises  where 
■actual  or  potential  effluent,  emission  or  noise  sources  are 
located  or  where  any  activity  is  to  be'conducted  pursuant  to 
this  permit. 

n.  to  have  access  to  and  copy  at  reasonable  times  any  records 
required  to  be  kept  under  the  terms  and  conditions  of  this 
permit. 

c.      to  inspect  at  reasonable  times,  including  during  any  hours  of 
operation  of  equipment  constructed  or  operated  under  this 
permit,  such  equipment  or  monitoring  methodology  or  equipment 
required  to  be  kept,  used,  operated,  calibrated  and  maintained 
uniler  this  permit. 


1  L  832-t  123 

EPA  121  7/79  014-001 
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d.  to  obtain  and  remove  at  reasonable  times  samples  of  any 
dischasge  or  emission  of  pollutants.  ' 

e.  to  enter  at  reasonable  times  and  utilize  any  photographic, 
recording,  testing,  monitoring  or  other  equipment  for  the 
purpose  of  preserving,  testing,  monitoring,  or  recording  any 
activity,  discharge,  or  emission  authorized  by  this  permit. 

5.    The  issuance  of  this  permit: 

a.  shall  not  be  considered  as  in  any  manner  affecting  the  title  of 
the  premises  upon  which  the  permitted  facilities  are  to' be 
located; 

b.  does  not  release  the  permittee  from  any  liability  for  damage  to 
person  or  property  caused  by  or  resulting  from  the  construction, 
maintenance,  or  operation  of  the  proposed  facilities; 

c.  does  not  release  the  permittee  from  compliance  with  other 
applicable  statutes  and  regulations  of  the  United  States,  of  the 
State  of  Illinois,  or  with  applicable  local  laws,  ordinances  and 
regulations; 

d.  does  not  take  into  consideration  or  attest  to  the  structural 
stability  of  any.  urn' ts  or  parts  of  the  project; 

e.  in  no.  manner  implies  or  suggests  that  the  Agency  (or  its 
officers,  agents  or  employees)  assumes  any  .1  lability ,  directly 
or  indirectly,  for  any  loss  due  to  damage,  installation, 
maintenance,  or  operation  of  the  proposed  equipment  or  facility. 

5.    Unless  a  joint  construction/operation  permit  has  been  issued,  a 
permit  for  operating' shall  be  obtained  from  the  Agency  before  the 
facility  or  equipment  covered  by  this  permit  is  placed  into  operation 

7.  These  standard  conditions  shall  prevail  unless  modified  by  special 
conditions. 

8.  The  Agency  may  file  a  complaint  with  the  Board  for  modification, 
suspension  or  revocation  of  a  permit: 

a.     upon  discovery  that  the  permit  application  contained 

misrepresentations,  misinformation  or  false  statements  or  that 
all  relevant  facts  we're  not  disclosed;  or 

h.     upon  finding  that  any  standard  or  special  conditions  have  been 
viol ated;  or 

c.     upon  any  violation  of  the  Environmental  Protection  Act  or  any 
Rule  or  Regulation  effective  thereunder  as  a  result  of  the 
construction  or  development  authorized  by  this  permit. 

EPA-121  7-79 
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1021  North  Grand  Avenue  East,  P.O.  Box  19276,  Springfield,  Illinois  62794-9276,217-782-3397 
James  R.Thompson  Center,  100  West  Randolph,  Suite  1 1-300,  Chicago,  IL  60601,  312-814-6026 

Rod  R.  Blacojevich,  Governor        Renee  Cipriano,  Director 


Illinois  Environmental  Protection  Agency 


June  4,  2004 


Alissa  Schultz 

Clayton  Group  Services  -  - 

3140  Finley  Road 

Downers  Grove,  IL   60515  - 

Re:      FREEDOM  OF  INFORMATION  ACT  (FOIA)  REQUEST 
Bureau  of  Water  FOIA  Log  No.  04-1223 

Document/Files:  SiPi  Metals  Corporation  -  1720  North  Elston  Avenue,  Chicago 

Prototype  Services  Inc.  or  Uniquip  Corp  -  1660  N,  Besly  Ct.,  Chicago 

Dear  Ms,  Schultz:       .  '  . 

The  FOIA  Sector,  Bureau  of  Water,  has  processed  your  request  dated  June  3,  2004,  for  public 
records  pursuant  to  the  Freedom  of  Information  Act  ("FOIA")  (5  ILCS  140/1  et.  seq.). 

Please  be  advised  that  no  requested  documents  were  found  in  the  Water  Pollution  Control  files 
for  the  above  referenced  site(s). 

Please  contact  me  at  217/782-8482  if  you  require  further  assistance. 


,  Janet  Christer 
FOIA  Coordinator 
Diyision'of  Water  Pollution  Control 
Bureau  of  Water 

•  JC:kk  2004-1223  Schultz.doc. 

cc:  .  File 


"Rocktokd  -  4303  North  Main  Street,  Rockford,  IL  61 103- (61 5)  987-7760    ■   .Des  Plaines-951  1  W.  Harrison  St.,  Des  Plaines,  IL  60016  -  (847)  294-4000 
Elgin  -595  South  Stale,  Elgin,  IL  601 23  -  (847)  603-31 31     *     Peosia-5415  N.  University  St.,  Peoria,  IL  61614 -[309)  693-5463 
Bureau  of  Land  -  Peowa  -  7620  N.  University  St.,  Peoria,  IL  61  61 4  -  [309)  693-5462     ■    CmampaiCn  -  21  25  South  First  Street,  Champaign,  IL  61 820  -  (21 7)  278-5800 
SPKiMCFiau  -  450Q  S.  S^th  Street  ftcl.,  Springfield,  IL  6270ti-  (21  7)  7CG-6892     -    CgllinsvillE  -  2009  Mall  Street,  Collinsville.  IL  62234-  [61 BJ  346-5120 

Marion  -2309  W.  Main  St,,  Suite  116,  Marion,  IL  62959-  (618)  993-7200 


Sincerely, 


PWNTED  ON  RfcCY^LEU  PAPEft 
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Illinois  Environmental  Protection  Agency 


1021  North  Grand  Avenue  East,  P.O.  Box  19276,  Springfield,  Illinois  62794-9276,  21 7-782-3397 
James  R.  Thompson  Center,  100  West  Randolph,  Suite  1 1-300,  Chicago,  IL  6O601,  312-814-6026 

Rod  R.  Blagojevich,  Governor         Renee  Cipriano,  Director 


June  4,  2004 


Aiissa  Schuttz  ■ 
Clayton  Group  Services 
3140FinIeyRoad. 
Downers  Grove,  IL  605  15 

Re:      FREEDOM  OF  INFORMATION  ACT  (FOIA)  REQUEST 
Bureau  of  Water  FOIA  Log  No.  04-1223 

Document/Files:  SiPi  Metals  Corporation  -  1720  North  Elston  Avenue,  Chicago 

Prototype  Services  Inc  or  Uniquip  Corp  - .  1 660  N.  Besly  Ct.,  Chicago 

Dear  Ms.  Schultz: 

The  FOIA  Sector,  Bureau  of  Water,  has  processed  your  request  dated  June-3,  2004,  for  public 
records  pursuant  to  the  Freedom  of  Information  Act  ("FOIA")  (5  ILCS  140/1  et.  seq.). 

Please  be  advised  that  no  requested  documents  were  found  in  the  Water  Pollution  Control  files 
for  the  above  referenced  site(s). 

Please  contact  me  at  217/782-8482  if  you  require  further  assistance. 


Janet  Christer 

FOIA  Coordinator 

Division  of  Water  Pollution  Control 

Bureau  of  Water 

JC:klc  2004-1223  Schultz.doc. 

cc:  File 


Rockfokd-4302  North  Wain  Street,  Rockford,  IL  61103  -  (815)  967-7760    •    Des  Plaines  -  95 1 1  W.  Harrison  St.,  Des  Plains,  IL  60016  -  (847)  294-4000 
Elgin -595  South  State,  Elgin,  IL  601  23  —  (847)  608-3'  31     ■     Peoria -5415  N,  University  St.,  Peoria,  IL  61&1 4  -  1309)  693-5463 
Bureau  of  Land  -  Peoria-  7620  N,  University  St.,  Peoria,  IL  61614  -(309)  693-5462     *  ,  Champaign -  21  25  South  First  Street,  Champaign.  IL  61B20  -  [217)  278-5&00 
SfttiN^Htilu  -  4500  S.  Sixth  Slrta  Rd„  Springfield,  IL  02700  -  (21  7)  THU-hWl     ■     Colli  i^ville  -20US  Mall  Street,  tullimviiie,  IL  62234-  (61  t(j  346-5120 

Marion  -  2309  W.  Main  St.,  Suite  1 1 6,  Marion,  IL,  62959  -  [61 3)  993-7200 


Sincerely, 
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Illinois  Environmental  Protection  Agency 

1021  North  Grand  Avenue  East,  P.O.  Box  19276,  Springfield,  Illinois  62794-9276,  21  7-762-3397 
James  R.  Thompson  Center,  100  West  Randolph,  Suite  ?  1-300,  Chicago,  II  60601,  3  ?  2-8 1 4-602fi 

Rod  R,  Blagojevich,  Governor        Renee  Cipriano,  Director 
6/3/2004 

Alissa  Schultz 
Clayton  Group  Services 
3140FinleyRcad 
Downers  Grove,  IL  .60515 

Re:  FREEDOM  OF  INFORMATION  ACT  (FOIA)  REQUEST  -  OER  #  0005917 
NO  INFORMATION  FOUND 

This  letter  is  in  response  to  your  request  for  public  records  pursuant  to  the  Freedom  of 
Information  Act  ("FOIA")  (5  HXS  1 40/1  et.seq.)  processed  by  the  Office  of 
Emergency  Response. 

Your  request  was  received:  6/3/2004. 

You  requested  information  about:  1720  N  Elston  Avenue,  1660  N  Besly  Court, 
Chicago,  Cook  County. 

A  search  of  our  file  index  databases  identified  that  there  are  no  public  records 
contained  therein  which  match  the  parameters  of  your  request. 

Please  contact  me  at  217/785-0830  for  further  assistance. 
Sincerely, 

.Carolyn  Wright 

FOIA  Coordinator  ' 

Office  of  Emergency  Response 


ROC KfOdD  -  4302  North  Main  Street,  Rockford,  IL  61 103  -  (81 S)  987-7760    ■    Des  Pujnes-  951 1  W.  Harrison  St,;  Des  Ptaines,  IL  60016  -  (8471  294-40QO 
Elcjn-595  South  Slate,  Elgin,  IL  601.23  —  (847)  608-3131     *    Peokw-5415  N.  University  St.,  Peoria,  11  61614-13091693-5463 
Bureau  of  lano  -  Peoria  -  7620  N.  University  St.,  Peoria,  I L  61 614  -  (309)  693-5462    ■    Champaign  -  2]  25  South  First  Street,  Champaign,  IL  61820  -(217)  278-S8Q0 
SprinCFIELO  -  45O0  S.  Sixth  Street  RrJ„  Springfield,  IL  62706 -(217)  786-6892     •    Coi.UN5Vii.iE  -  2009  Mall  Street,  Collinsville,  IL  62234  -(61 8)  346-5120  , 

Marion  -  2309  W.  Main  St.,  Suite  1 16,' Marian,  IL  62959-1618)  993-7200 


GaxoLu 
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Illinois  Environmental  Protection  Agency 


P.O.  Box  19506,  Sprincfielo,  Illinois  62794-9506 
Renee  Cipriano,  Director 


(217) 782-2113 


"June  8 ,  2004 


Clayton  Group  Services  • 
Attn:  Alissa  Schultz 
3140  Finley  Road  ■ 

Downers  Grove,    IL     60515  , 
Re:.F0IA  Request  Received  06./03/2004 

Dear  Ms.   Schu.lt  z:  '  - 

The  documents  for  ■  the  ■  facility (s)    listed  below  are " enclosed . 

Sipi  Metals  Corp  1720  N  Elston  Ave  Chicago 

The  IEPA  Bureau  of  Air  does  not  have  any  files  or  permits  for  the 
facility(s)   listed  below.-  ^ 

Uniquip  Corp 
Prototype  Services  Inc 

1660  N  Besly  Ct  Chicago 

■IE  you  have  any  questions  please,  feel  free  to.  contact  the  FQIA  Coordinator 
at  the  number  indicated  above.  , 

Sincerely-... 

Donald  E.   Sutton,-  P.E.  - 

Manager ,   Permit  Sect  ion 

Division  of  Air  Pollution  Control 


rod  R.  BLACO)E\/tcH,  Governor 
ffwtio  on  Rscycuo  Paper 
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Facility  iTd.#  S73/  jlggj      Permit  #  <£Lj£j^l  

and,  consistent  with  the  obligations  of  the  Illinois  EPA  under  Section  7  of  the 
Environmental  Protection  Act,  (111.  Rev.  stat.,  Ch.  HI  1/2,  Sec.  1007),  I  have 
removed  the  following  documents  from  the  file  and  inserted  such  documents  in  an 
envelope  marked  "WITHHELD  DOCUMENTS" . 

Reason  for  withholding 

Document  Document  General  (Number  Corresponds  to 

Number  Date  Description  reason  at  bottom  of  page) 
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Internal  communi cat ions  of  the  Illinois  EPA  compiled  for  enforcement  purposes  or 
for  internal  purposes  of  the  Illinois  EPA,   2  111.  Adm.  Code  1S29. 202(a)  [1)  (C)  . 

Internal  communications  of  the  Illinois  EPA  that  are  preliminary  drafts,  notes, 
recommendations,   memoranda,   or  other  records  where  opinions  are  expressed,  2 
111.   Adm.   Code  1328.202(a)(1)(E). 

Information  which,   if  disclosed,  would  constitute  a  clearly  unwarranted  invasion 
Of  personal  privacy,    (i.e.,   the  identity  of  persons  who  make  oral  or  written 
complaints,  or  provide  information  to  the  Illinois  EPA) ,   unless  such  disclosure 
is  consented  to  in  writing  by  the  individual  subjects  of  such  information,  2 
111.  Adm.  Code  1928. 202  (a)  (1)  (B)  . 

Trade  secrets  as  determined  pursuant  to  35   111.   Adm.   Cade  130  and  2  111.  Adm- 
Code  1828. 202(a)  {!)  (F)  .■ 

Information  claimed  trade  secret,  which  is  pending  perfection,  35  111.  Adm.  Code 
130 .  3QB  . 

Information  determined  exempt  from  disclosure  pursuant  to  2  111.  Adm.  Code 
132.8.202  and  2  111.  Adm.  Code  1823. 40S. 

Information  claimed  exempt  from  disclosure,   which  is  pending  perfection,   2  111. 
Adm,  code  lS28.40S[g). 


ILS32-2231 

APC-472     Rev.  S/2003 
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Illinois  Environmental  Protection  Agency 


95  It  West  Harrison  Street,  Des  Plainer  Illinois  60016 
Renee  Cipriano,  Director 


Date: 

To: 

From: 

Source: 

Address: 

City/State: 

Contact/Title: 

Purpose: 


TIER  III 

|     $t  Inspection  Date: 


October  23,  2002 

Ed  Bakowski 
Gopi  Ramanath  Q'&j 
Sipi  Metals  Corp.  ■    1  T 
1720  N.  Elstan  Avenue 
Chicago,  IL  60622 

George  Phillips,  Vice  President       Telephone  No,: 
FY  2002  Workplan  (FESOP'90%  of  allowable)  inspection  for  an  NSPS  and  CRI 
Source. 


Last  Inspection: 
Region/District:  1/ 
Identification  No.: 
Sic  No-: 


September  3,  2002 
May  17,  1999 
13 

031  600  ARH 
3341 

773/276-0070 


Permit  No. 

72090151 


FESOP 


Issued 

07/06/01 


Expires  Unit 

07/06/06    Cooper  and  non-ferrous  alloys  smelting  facility 


1.0     Source/Process  Description 

The  emission  source  is  a  secondary  brass  and  bronze  smelter. 
Secondary  brass  refining: 

Scrap  of  copper  bearing  metals  is  smelt  down  in  rotary  furnace,  refined  by  blowing 
oxygen  into  the  bath,  poured  in  molds  to  produce  100  different  alloys  of  brass  ingots  . 
and  then  shipped  to  foundries.  Slag  from  this  process  is  run  into  a  reverberatory 
furnace  and  pure  slaggy  metai  is  taken  out. 

Precious"  metals:  ' 

Copper  bearing  and  precious  metal  bearing  (copper,  gold  and  silver)  are  shredded,  and 
then  fed  into  a  rotary  furnace  to  remove  carbonated  material.  The  metallic  material  is 
charged  to  another-  rotary  furnace  for  smelting.  Iron  and  Zinc  are  blown  out  from  the 
charge;  the  precious  metal  is  poured  into  molds  to  form  ingots  and  shipped  to  outside 
refineries.  If  the  charge  is  small,  crucible  furnaces  are  used  for  smelting.  The  slag  is 
taken  out  from  the  furnace  and  sold. 

Precious  metals  without  metallic  content  are  shredded,  milled  and  quantified.  The 
customers  are  notified  about  the  sample  and  shipped  to  the  refinery.  Shredder, 
hammer  mill,  screen  mill  and  sweat  furnace  are  used  for  this  process.  Sweat  furnace  is 
also  used  to  remove  silver  from  silver  bearing  on  copper  base. 
Electric  induction  furnace  is  used  to  produce  Aluminum  bronze  ingots. 

APR'  Q  7  2003 


George  H.  Ryan,  Governor 


Printed  on  Recycled  PAt'ts 


printed  01/27/201 1  8:15AM  by  Richard.Jordan  p.  454/746 


Sipi  Metals  Corp. 

I.D.#:  031  600  ARH 

Date  of  Inspection:  September  3,  2002 

Page  2 


Emission  source  operates  three  rotary  furnaces  (Bertha,  Tilli  and  Bessie),  one 
reverberatory  furnace  (U-3),  one  electric  induction  furnace  (two  melting  pots),  six 
crucible  furnaces,  one  rotary  shredder,  one  screen  mill,  and  one  hammer  mill  controlled 
by  baghouses.  One  tin  shot  kettle,  one  sweat  furnace,  and  one  sample  induction 
furnace  controlled  by  a  baghouse  (300  lb  capacity  permit  not  required)  are  also 
operated. 

2.0     Non-Compliance  History 

Looking  back  for  the  last  ten  years  of  inspections,  there  was  no  violation  observed. 
This  facility  has  been  in  compliance  with  the  IEPA  rules  and  regulations. 

3.0      Date  of  Communications 

None. 

4.0     Inspection  Narrative 

09/03/2002-  G.  Ramanath 

George  Phillips,  Plant  Vice-President  who  handles  Environmental  compliance  for  this 
facility  was  contacted.  This  inspection  was  conducted  for  the  CRl  (cumulative  risk 
initiative)  and  to  verify  compliance  with  FESOP..  The  big  rotary  furnace  Bertha  was 
down  today.  The  Rotary  furnace  Tillie  was  observed  in  operation.  The  ingot  pouring 
was  observed.  Aluminum  Bronze  was  being  poured  today.  There  was  good  capture  at 
the  hoods  and  the  hoods  were  in  goad  repair.  No  visible  emissions  were  observed  to  be 
escaping  the  hoods.  The  baghouse  exhaust  had  no  visible  emissions.  The  Bessie 
rotary  furnace  has  been  down  for  the  past  five  years.  The  printed  circuit  board  scrap 
are  shredded  into  uniform  size  scrap  and  the  homogeneous  scrap  is  blended  with  some 
pure  metals  and  precious  metal  bullions  are  made  in  an  electric  induction  furnace. 
Their  TRI  (Toxic  Release  inventory)  reports  were  reviewed.  Their  2001  AER  was 
reviewed.  The  source  is  using  emission  factors  from  their  stack  test  results.  The  source 
is  calculating  the  emissions  by  multiplying  their  hours  of  operation  for  each  emission 
unit  by  the  stack  test  emission  factor  in  pounds  per  hour  to  arrive  at  the  annual 
emissions.  The  source  was  informed  that  the  process  weight  rate  and  the  operating 
conditions  may  vary  and  the  AER  will  not  be  truly  indicating  their  actual  emissions.  This 
AER  issue  will  be  discussed  with  the  permit  section  and  the  facility  will  be  informed  on 
this.  The  Electric  Induction  furnaces  are  subject  to  40  CFR  Subparts  A  and  M,  NSPS 
requirements.  The  opacity  from  the  Electric  Induction  furnaces  shall  not  exceed  10% 
opacity.  No  visible  emissions  were  observed  from  the  baghouse  exhausts. 

05/07/99  -  M.  Hatch  ' 

This  emission  source  was  inspected  pursuant  to  FY99  Workplan  requirements.  Mr. 
Dennis  Arkelian,  Vice  President,  was  the  point  of  contact.  Reclamation  furnaces  not 
casting  operations  were  observed.  The  collection  system  and  control  devices  are  over 
designed  and  capture  100%  of  visible  emissions,  Baghouses  are  well  maintained  and 
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source  is  overall  very  clean  (see  attached  records).  There  have  been  no  major  changes  in 
the  operation  and  equipment.  The  source  is  subject  to  40  CFR  60  Subpart  M;  Standards 
of  Performance  for' Secondary  Brass  Production. 

AER  and  emission  calculations  were  reviewed.  The  source  is  reporting  emissions, 
accurately.  The  inspection  of  the  source  and  review'of  records  revealed  no  apparent 
violations.  No  opacity  was  observed  and  the  source  is  in  apparent  compliance  with  40" 
.  CFR  60  Subpart  M:  20  percent  opacity  and  0.022  gr/dscf.  Stack  test  data  from  October 
31,  1995  showed  an  emission  rate  of  0.0031  for  particulate  matter.  This  source  is  in 
compliance  with  applicable  Air  Pollution  Regulations. 

05yi9/97  -  O.  Oboza  ■  _ 
This  emission  source  was  inspected  on  May  17,  1997  with  Mr.  Dennis  Arkelian,  Vice  . 
President,  who  escorted  the  author  to  conduct  the-inspection.  There  was  no  major 
change  in  the  operation  and  equipment. 

Sipi  Metals  is  a  secondary  metal  recovery  facility.  It  recovers  copper,  brass,  bronze  and 
precious  metals  from  the  scrap  company  employs  shredding  and  hammer  mills  to 
prepare  scrap  for  melting  in  various  furnaces,  rotary  reverberatory,  induction,  etc.  All 
sources  are  controlled  with  control  equipment,  baghouses  and  afterburner. 

Three  rotary  furnaces,  sweat  furnace,  three  crucible  furnaces,  rotary  shredder,  screen 
mill  hammer  mill  and  baghouses  were  operating  at  the  time  of  the  inspection.  No 
visible  emissions  were  observed  inside  nor  in  the  baghouses  stacks.  The  duct  work 
was  in  good  condition  and  no  emissions  were  detected.  Dust  from  the  baghouses  was 
.collected  in  55-gallan  drums  and  seated.  No  dust  was  observed  on  the  floor  around  the 
dust  collecting  drums. 

A  FESOP  was  issued  on  07^02/96  and  expires  on  07V02/01  (see  attached).  This 
FESOP  is  issued  to  limit  the  emission  of  particulate  matter  (PM-10),  VOM  and  HAPS 
from  the  source  to  less  than  a  major  source  threshold.  This  FESOP  supersedes  all 
existing  operating  permits  to  operate  emission  sources  and/or  control  equipment  as  - 
indicated  on  the  FESOP.  See  Attachment  "A"  for  emission  summary. 

5.0     Emission  Unit  Information 

001  fRotarv  Furnace  Berthal 

Inspection  Date:  09fl)3f02  Inspector.  G.  Ramanath 

Control  Equipment  Name;  Settling  chamber  and  baghouse  #1 
Control  Efficiency:       98%  .  " 
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Applicable  Regulations: 

35  III.  Adm.  Code  Section  212.322;    Particulate  matter  emission  standards  far 

Emission  units  for  which  construction  or 
modification  commenced  prior  to  April  14, 
1972,  effective  09/06/96.  ■ 

Inspection  Findings: 

Furnace  was  not  in  operation  at  the  time  of  the  inspection. 


002  ["Reverberator/  U -Furnace] 

inspection  Oate:  09/03/02       .  Inspector:  G.  Ramanath 

Control  Equipment  Name:  Settling  chamber  and  baqhouse  #1 
Control  Efficiency:   98%, 

Applicable  Regulations: 

35  III.  Adm.  Code  Section  212.322:    Particulate  matter  emission  standards  for 

Emission  units  for  which  construction  or 
modification  commenced  prior  to  April  14, 
1972,  effective  09/06/96. 

Inspection  Findings: 

Furnace  was  not  in  operation  at  the  time  of  the  inspection. 


003  [Rotary  Furnace  -Tellie] 

Inspection  Date:  09/03/02         Inspector:  G.  Ramanath 


Control  Equipment  Name:  Baqhouse  #2 
Control  Efficiency:  98% 

Applicable  Regulations: 

35  III.  Adm.  Code  Section  212.322:   Particulate  matter  emission  standards  for 

Emission  units  for  which  construction  or 
modification  commerced  prior  to  April  14, 
1972,  effective  09/06/96. 


Inspection  Findings; 

Furnace  was  in  operation  at  the  time  of  the  inspection.  This  emission  unit  in 
apparent  compliance  with  applicable  Air  Pollution  Regulations. 
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004  fRotary  Furnace-Bessiel 

Inspection  Date:  09/03/02  Inspector:  G.  Ramanath 

Control  Equipment  Name:  Baqhouse  #8  and  Afterburner 
Control  Efficiency:   90%  for  both  control  equipment 

Applicable  Regulations: 

35  ill.  Adm.  Code  Section  212.322:   Particulate  matter  emission  standards  for 

Emission  units  for  which  construction  or 
modification  commenced  prior  to  April  14, 
1 972,  effective  09/06/96. 

Inspection  Findings: 

This  furnace  has  been  down  for  the  past  5  years. 


Q05  [Tin  shot  kettlel 

inspection  Date:  09/03/02  Inspector:  G.  Ramanath 

Control  Equipment  Name:  Baqhouse  #4 
Control  Efficiency:   90% 

Applicable  Regulations: 

35  III,  Adm,  Code  Section  212.322:    Particulate  matter  emission  standards  for 

Emission  units  for  which  construction  or 
modification  commenced  prior  to  April  14, 
1972,  effective  09/06/96. 

40  CFR  60  Subpart  M:  Standards  of  Performance  for  Secondary 

Brass  Production:  October  30,  1984. 

Inspection  Findings: 

This  emission  source  was  shut  down  and  not  used  since  1 997. . 


006  F6  Crucible! 

Inspection  Date:  09/03/02  Inspector:  G.  Ramanath 


Control  Equipment  Name:  Baqhouse  #4 
Control  Efficiency:   90% 
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Applicable  Regulations: 

35  111.  Adm.  Code  Section  212.322:   Particulate  matter  emission  standards  for 

Emission  units  for  which  construction  or 
modification  commenced  prior  to  April  14, 
1972,  effective  09/06/96. 

Inspection  Findings: ' 

In  operation  today.  No  VE  observed  from  the  baghouse  exhaust. 


007  [Induction  Furnace-Blanch] 

Inspection  Date:  09/03/02         Inspector:  G.  Ramanath" 

Control  Equipment  Name:  Baghouse  #2 
Control  Efficiency:  90% 

Applicable  Regulations: 

35  III.  Adm.  Code  Section  212.322:    Particulate  matter  emission  standards  for 

Emission  units  for  which  construction  or 
modification  commenced  prior  to  April  14, 
1972,  effective  09/06/96. 

40  CFR  60  Subpart  M:  Standards  of  Performance  for  Secondary 

Brass  Production:  October  30,  1984. 

Inspection  Findings: 

This  emission  unit  was  observed  in  operation.-  No  VE  observed  from  the 
baghouse  exhaust 

008  fRoastinn/dryinq  furnace] 

Inspection  Date:  09/03/02         inspector:  G.  Ramanath 

Control  Equipment  Name:  Baghouse  #4  and  afterburner 
Control  Efficiency:   90%  for  both  control  equipment 

Applicable  Regulations: 

35  III.  Adm.  Code  Section  212.322:    Particulate  matter  emission  standards  for 

Emission  units  for  which  construction  or 
modification  commenced  prior  to  April  14, 
1972,  effective  09/06/96. 


40  CFR  60  Subpart M: 


Standards  of  Performance  for  Secondary 
Brass  Production:  October  30,  1984. 
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Inspection  Findings: 

This  emission  unit  was  in  operation.  No  VE  observed  from  the  baghouse 
exhaust.  - 


009  [Induction  Furnace  Rosiel 

Inspection  Date:  09/03/02         Inspector:  G.  Ramariath 

Control  Equipment  Name:  Baghouse  #3 
Control  Efficiency:   90% 

Applicable  Regulations: 

35  III.  Adm.  Cade  Section  212.322:    Particulate  matter  emission  standards  for 

Emission  units  for  which  construction  or 
modification  commenced  prior  to  April  14,. 
1972,  effective  09/06/96. 

40  CFR  60  Subpart  M:  Standards  of  Performance  for  Secondary 

Brass  Production;  October  30,  1984. 

Inspection  Findings; 

This  emission  unit  was  down  today. 

010  [Induction  Furnace-Phyllis] 

Inspection  Date:  09/03/02  Inspector:  G.  Ramanath 

Control  Equipment  Name:  Baghouse  #3 
Control  Efficiency:   90% 

Applicable  Regulations:  .. 

35  III.  Adm.  Code  Section  212.322:   Particulate  matter  emission  standards  for 

■  Emission  units  for  which  construction  or 
modification  commenced  prior  to  April  14, 
1972,  effective  09/06/96. 

40  CFR  60  Subpart  M; "  Standards  of  Performance  for  Secondary 

Brass  Production:  October  30,  1984. 


Inspection  Findings: 

This  emission  unit  was  down  today. 
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011  [Shredder  Milll 

inspection  Date:  Q9/Q3/02         Inspector:  G.  Ramanath 

Contra!  Equipment  Name;  Baahouse  #5 
Control  Efficiency:   90%. 

Applicable  Regulations: 

35  HI.  Adm,  Code  Section  212.322:    Particulate  matter  emission  standards  for 

Emission  units  for  which' construction  or 
modification  commenced  prior  to  April  14, 
1972,  effective  09/06/96. 

Inspection  Findings: 

This  emission  unit  was  in  operation  today.  No  VE  observed  from  the  baghouse 
exhaust. 

012  [Screen  Milll 

inspection  Date;  09/03/02         Inspector:  G.  Ramanath 


Control  Equipment  Name:  Baahouse  #5 
Control  Efficiency:  90% 

Applicable  Regulations: 

35  III.  Adm.  Code  Section  212.322:    Particulate  matter  emission  standards  for 

Emission  units  for  which  construction  or 
modification  commenced  prior  to  April  14,- 
1972,  effective  09/06/96. 

Inspection  Findings: 

In  operation  today.  No  VE  observed  from  the  baghouse  exhaust. 


013  [Hammer  Milll 

Inspection  Date:  09/03/02         Inspector.  G.  Ramanath 

Control  Equipment  Name:  Baahouse  #6 
'  Control  Efficiency:  90% 

Applicable  Regulations: 

35  ill.  Adm.  Code  Section  212.322:    Particulate  matter  emission  standards  for 

Emission  units  for  which  construction  or 
modification  commenced  prior  to  April  14, 
1972,  effective  09/06/96. 
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Inspection  Findings: 

in  operation  today.  No  VE  observed  from  the  baghouse  exhaust 

014  rShot  Blaster! 

Inspection  Date:  09/03/02      .    Inspector:  G.  Ramanath 

Control  Equipment  Name:  Baghouse  #7 
Control  Efficiency:   90% 

Applicable  Regulations: 

35  111.  Adm.  Code  Section  212.322:    Particulate  matter  emission  standards  for 

Emission  units  for  which  construction  or 
.  .modification  commenced  prior  to  April  14, 
1972,  effective  09/06/96. 

.  Inspection  Findings: 
In  operation  today.  NO  VE  was  observed  from  the  baghouse  exhaust. 

6.0      Miscellaneous  Information 

a)  Fugitive  Dust  Program:  Date  Submitted:  04/04/85      Accepted  Yes 

b)  Section  9(a)  Factors  „' 

c)  Attainment/Non-Attainment 

Severe  non-attainment  for  ozone  located  in  industrial  area. 

d)  AER   Date  of  last  submission:        April  29.  20Q2 

e)  Stack  Test.Performed?    /      Yes   No 

Per  requirements  in  40  CFR  60  Subpart-M:  20%  opacity  and  0.022  gr/dscf.  Stack 
test  data  from  October  31,  1995  showed  an  emission  rate  of  0,013  gr/dscf  for 
particulate  matter. 

f)  CEM  on  site?    Yes    /  No 
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g)  Annual  Plant  Wide  Emissions 

1997/TPY      '   1 99S/TPY  2QQ1/TPY* 


Part. 

15,09 

14.24 

12.13 

PM10 

15,09 

14.24 

12.13 

NOx  . 

8.10  ■ 

11.12 

7.80 

so2 

1.14 

1.04 

0.57 

CO 

11.26 

4.71  ■ 

5.10 

voc 

13.70 

12.31 

10.85 

LEAD 

0.35 

0,34 

0.31 

*AER  reported  annual  emission.  The  AER  review  indicated  some  deficiencies. 
This  will  be  discussed  with  permit  section  for  further  clarification. 

h)  Attachments?  /     Yes   No 

If  yes,  then  list  Table. of  Attachments 

1)  2001  AER 

2)  FESOPCopy 

3}  TRI  Form  R  report  copy 
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Sipi  Metals  Corp 

Addendum  to  Annual  Emissions  Report  for  2001 
Site  031600ARH 


Material, Processed  in  Industrial  Furnaces 
For  Reporting  Year  2001 


Furnace  Unit 

Tons  of  Material  Processed 

Bertha  Rotary-Furnace 

10260 

Tillie  Rotary  Furnace 

1729 

U-Fumace  Reverb  unit 

3172 

Bessie  Rotary  Furnace 

0 

Roaster  /  Dryer 

47,43 

Tin  Shot 

0 

Crucibles  #400  Units 

172 

Crucibles  #80  Units 

206.55 

Rosie  Induction  Furnace 

1680 

B  lanch  Induction  Furnace 

39.1  - 

Phyllis  Induction  Furnace 

584.6 

Total  Material  Processed  (furnace) 

17890.68 

I  hereby  attest  that  to  the  best  of  my  knowledge  the  requirements  of  the  FESOP  permit 
were  not  exceeded  at  any  time  during  the  1998  calendar  year. 


George  T.  Phillips'  Date: 
Vice  President 
,Of  Regulatory  Affairs 
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2001  Total  Air  Pollutant  Emissions  P< 
Point  CO  NOX.  VOM 


Bertha 

Tillie 
U-Furnace 

Phyllis 

Rosie 

Blanch 

Tin-Shot 

Cru-400 

Cru-BO 

Roaster 

Shredder 

HarKtienni.il 

ShotBlaster 

Screenmill 

Bessie 

Total 
Emissions 
Tons  Per  Yr 


>r  Year 


S02 


Particula  -Lead  ( Pb} 


0 .  7B 

4  .  67 

0.16 

1.98 

1.11 

j  _  y  b 

■0.04 

'  8.9 

0 .  OS 

U  .  lo 

o 

0  .  6 

0. 19 

0.01 

0  .56 

0.07 

0.09 

Ci    4  7 

0-01 

0 

0.17 

0.23 

0.12 

0  .  02 

0  .09 

0 

0.02 

ft 

0 

0 

0 

0 

0  .96 

0  . 15 

0.76 

0.04 

0.11 

1.15 

0.  13 

0.91 

0.04 

0  . 16 

0.26 

.  1.11 

0.75 

0.05 

0  .01 

0.01 

0.01 

0.01 

0 

0 

0 

0 

0 

0 

5  . 10 

7  .80 

10  .85 

0.57 

12.13 

CO 

WOX 

VOW 

.  S02 

Part 

130,0 
1800 
0000 
0000 
0000 
0001 
0  .0000 
0  .0001 
0  .0000 
0  .0000 
0  .0001 
0  .0001 
0.0001 

0  .0000 


0.3.1 
Lead 
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FESOP 
Source : 

Emission 
Bartha 

Summary 

Year: 

2001 

No 

Ho 

Lbs  1  month 

Charge/race 

PrWtRate 

Race/yr 

.Gas/therms 

Hon 

Days 

Hrs 

charged 

Tns/Hr 

Lb/Hr 

tns/charge 

Month 

Jan 

19 

-  455 

184 3063 

2. 0253 

4050 .70 

921.531 

32400 

Feb 

11 

266 

1120413 

2.1060 

'4212.08 

560.2065 

22100 

Mar 

19 

.  "  458 

1909790 

2  .0849 

4169.85 

954.895 

34700 

Apr  ■ 

17 

414 

1900433 

■2.2952 

4590. 42 

950 . 2165 

34300 

May 

18 

442 

1929526 

2.1827 

4365.44 

964 .763 

38880 

Jun 

16 

394 

1636158 

■2.1398 

4279.59 

8431079 

35900 

Jul  . 

12 

280 

1433403 

.2.5596' 

5119  .30 

716.7015 

23200 

Aug 

19 

-  463 

2327704 

2.5137 

5027 .44 

1163.852 

40100 

Sep 

13 

316 

1796761 

2.8272 

5654 .31 

893.3805 

25250 

Oct 

14 

■  330 

142^392 

2.1627 

4325  .  43 

713.596 

32250 

Nov 

15 

■  356 

1738  650 

2.4419 

4883.85 

869  .325 

32500 

Dec 

12 

278 

1415793 

2.5464 

5092. 78 . 

707 .8965 

21320 

Total 

ias 

4452 

2051.9091 

2.-3045 

4  608'.  96 

10259.5455 

372900 

Mon 

Hrs 

Jan 

455 

Feb 

266 

Mar 

.  458 

Apr 

414 

May 

442 

Jun 

394 

Jul  . 

280 

Aug 

4  63 

Sep 

316 

Oct 

330 

Nov 

356 

Dec 

278 

Totalj  4452 

lbs/hr 
tns/yr 


Particulate 

NOX 

S02 

CO 

VOM 

LEAD 

0  .89 

1.000" 

.0.074 

0.350 

2.100 

0  .058 

404 . 95 

455 

33.67 

■  159.25 

955.50 

26.39 

236.74 

266 

19.68 

93.-10 

558 . SO 

15.43 

407.62 

458 

33.89 

160  .30 

961.30 

26.  56 

368.46 

414 

30.64 

14  4 .90 

869.40 

24  .01 

393.38 

442 

'-32.11 

154  .70 

928.20 

25.  64 

350.66 

■  394 

'  29J16 

137.90 

827 .40 

22.85 

249.2 

280 

20.72 

98  .  00 

589.00 

16 '.24 

412".  07 

463 

34  .26 

162.05 

972.30 

25.85 

281 .24 

316 

'23.38 

110.60 

663.60 

13.33 

293.7 

330 

24  .42 

" 115.50 

693.00 

19.1-4 

316.84 

356 

26.34 

124  .60 

747  .60  ■ 

20  . 65 

247 .42 

278 

20.57 

97  .30 

583.80 

15.12 

3962.28 

4452 

329.45 

1S5B  .20 

9349.20 

258 .22 

1.98 

2.23 

0.  16 

0.78 

4.67 

0.13 
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FESOP 
Source : 


cidis  5  ion 
Tillie 


Summary 


Man 
Jan 
Feb 
Mar 
Apr 
May 
Jun 
Jul 
Aug 

Sep 
Oct 

Nov 

Dec 

Total 


MO 

Days 
23 
20 
22 
0 
23 
IS 
12 
22 
20 
23 
20 
15 
215 


Mo 
Hrs 


523 
4  60 
506 
.  0 
529 
345 
276 
506 
460 
529 
460 
345 
4945 


Lbs/month 
charged 
386059 
269651 
219651 
0 

362772 
■  123280 
266863 
620397 
'  219975 
219975 
279509 
484721 
3459353 


Charge/rate 
Tns/Hr 

0 . 3S49 
0.2931 
0.2170 
#DIV/0! 
0 . 3429 
0\ 
0. 
0 
0 
0 

□ 

0 


,18  5  9 
.4834 
.6135 
.239L 
.207  9 
.  303S 
.  7025 


0. 3497 


rear: 

2001 

prWtRate  j 

Rate/yr 

Gas /therms 

Lb/nr 

tns /charge 

Month 

729 .79 

193.03 

■24939 

586  .20 

134.93 

17076 

434 .09 

109.  B3 

18443 

SDIV/0 ! 

0  .00 

■  60S4 

'  685.77 

181.39 

' 17841 

371.93 

64  .14 

20984 

956.89 

133.43 

2085O 

1227  .07  ■ 

310.45 

30655 

478  .21 

109.99 

2250O 

415.83 

109.99 

24749 

607 . 63 

139.75 

14183 

1404 . 99 

242  .  36 

24144 

699.  36 

1729.18 

242448 

Mon 

Hrs 

Jan 

529 

Feb 

4  SO 

Mar 

506 

Apr 

0 

May 

529 

Jun  ■ 

345 

Jul 

27  6 

Aug 

506 

Sep 

460 

Oct 

529 

Nov 

4  60 

Dec 

345 

Total 

4945 

lbs/hr 


Particula' 

NOX  -  - 

S02 

CO 

VOM 

LEAD 

3-6 

1 .  600 

0  . 160 

0  .450 

1.100 

0.072 

lbs/hr 

1904 . 4 

346.4 

84  .64 

238  .05 

581.90 

38  .09 

1656 

736 

73.60 

207  .00 

506.00 

33.12 

1821.6 

809.6 

.  B0  .96 

'227  .7  0 

556. SO 

36.43 

0 

0 

0.00 

0  .00 

0.00 

0.00 

1904  .  4 

.846.4 

84  .64 

238.05 

581 ,90 

38.09 

1242 

552 

5S^2Q 

155.25 

379.50 

24.  34 

993.6 

441.6 

44'- 16 

124.20 

303.50 

19.87 

18  21 .  6 

809.6 

80.  96 

227.70 

556.60 

36.43  . 

1656 

736 

73.60 

207  .00 

506.00 

33,12 

. 1904 . 4 

a  4  q  .  4 

54  .64 

239,05 

591.90 

38  .  09 

1656 

736 

73.60 

207 .00 

506.00 

33  . 12 

1242 

552 

S5  .20 

1  1SS.25 

371.50 

24-84 

17802 

7912 

791.20 

2225 .25 

5439.50 

356.04 

8.90 

3  .95 

0  .  40 

1.11 

2.72 

0.18 
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FESOP 

Emission 

Summary 

2001 

Source ; 

CJ- Furnace 

Year : 

No 

Mo 

Lbs /month 

Charge/ra 

PrWtRate 

Rate/yr 

Gas/therms 

Mon 

Days 

Hrs 

charged 

Tns/Hr . 

Lb/Hr 

trts/charg 

Month 

Jan 

18 

4  32 

1095296 

.  1.27 

2535.41 

547 . 648 

Feb 

19 

456 

1095296 

1.20 

2401 .96 

547  .648 

Mar 

0 

0 

0 

trDIV/Q! 

*DrV/Q! 

0 

- 

Apr 

0 

0 

0 

&DIV/Q!. 

wzv/oi 

0 

May  . 

0 

0 

0 

#DIV/0! 

#orv/o! 

0 

Jun 

13 

432 

70  5427 

0.B2 

1632-93 

3S2  .7135 

Jul- 

2 

48 

66520 

0  .  S9 

1385. B3 

33.26 

Aug 

31 

744 

1368716 

0.  92 

1839. 67 

694.353 

Sep 

17 

408 

542234 

■  0.79 

.  1574.10 

321 .117 

Oct 

0 

.  0 

0 

#DIV/0l 

' #DIV/0  > 

0 

Nov 

27 

64  8- 

-977740 

0.75 

1508.86 

498 . 87 

Dec 

10 

240 

393573 

0.82 

1639.89 

196.7865 

2B8363 

Total 

142 

■  3408 

6344902 

0.93 

1861.74 

3172 

* 

Particulate 

NOX 

S02 

CO 

VOM 

LEAD 

0.35 

o  .ioa 

0 . 000 

0.350 

0.230 

0  .000 

lbs .hr 

Mon 

Hrs 

0 . 00 

Jan 

432 

151.  2 

4S.656 

0  .00 

151.20 

99.  36 

Feb  . 

'  456 

159.6 

49.248 

0.00 

159. 60 

104  .88- 

0.00 

Mar 

0 

■  0 

0 

o.oo 

0.00 

0.00 

0.00 

0 

0 

0 

0.00 

0".  00 

0.00 

•   0  .00 

Apr 
May 

0 

*° 

0 

0  .00 

0.00 

0.00 

0.00 

Jun 

■532 

151.2 

4  6.65  6 

CK00 

151.20' 

99.36 

■  0.00 

Jul 

■  48 

16  .  8 

5.184 

0.00 

16.80 

■  11.04 

-  0.00 

Aug 

744 

260.4 

80.352 

0.00 

260. 40 

171,12 

1J  ^  U  L 

Sep 

408 

, 142. 8 

44.064 

0.00 

142. a6 

93  .84 

0.00 

Oct 

■  0 

0 

0 

0.00 

.  0.00 

0.00 

0  -0D 

Nov  , 

648 

226.8 

■  59.934 

a.  oq 

226.80 

149.04 

o.oi. 

Dec 

240 

84 

25  .  92 

0  .  00 

84  .  00 

55.20 

0  .00 

Total 

3408 

lbs/hr 

1192.8 

3GB .064 

0.00 

I  1192.90 

793  .84 

0.03 

tns/yr 

0  .  60 

0. 18 

0.00 

0  .  60 

0.39 

0.00 
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Mon 
Jan 
Feb 
Mar  " 
Apr 
May 
Jun 
Jul 
Aug 
Sep 
Occ 
Nov 
Dec 
Total 


No 

Days 


10 
22 
11 
15 
10 
10 
3 
3 
7 
8 
26 
0 

124 


NO 
Hrs 


FESOP 

Emission 

Summary 

Source ; 

Phyllis  S£W 

Year: 

Lbs/month 

charge/ra- 

PrWtRate 

Rate/ ye 

charaed 

Tns/Hr 

Lb/Hr. 

tns/chsrq- 

98 

129681 

0  .  S616 

1323  .28 

64 . B405 

219 

164467 

0  .3755 

750 . 9909 

82.2335 

110 

130054 

0  -5912 

1182. 31 

65.027 

146 

66222 

0  . 226B 

4  53 . 575 J 

33.111 

101 

88858 

0  .4399 

879 .7822 

44.429 

104 

123941 

0.5959 

1191.74 

28 

21618 

:  O.3B60 

772.0714 

10.809 

32 

77675 

1.2137 

2427.34 

38-8375 

63 

67341 

0,4952 

9 90. SOBS 

33.6705 

75 

133667 

0.8911  ' 

1782.23 

66.9335 

253 

82824 

-0. 1605 

321.0233 

41.412 

0 

82324 

&DIV/0! 

#DIV/0 ! 

41.412 

1239 

1169172 

0.4718 

943  .6416 

584  .586 

2001 


Mon 

Hrs 

Jan 

98 

Feb 

219 

Mar 

110 

Apr 

146 

May 

101 

Jun 

104 

Jul 

28 

Aug 

32, 

Sep 

E3 

Oct 

75 

[Slav 

258 

Dec 

0 

Particulate 
0.15 


Total.  1239  Ibs/hr 
[tns/yr 


14.7 
32-85 
16.5 
21.9 
15.15 
15.6 
4.2 
4.8 
10  .2 
'  11.25 
36  .7 
0 

18  5  .  8  5, 
0.09 


NOX 
0.  OOB 


0  . 
0. 
0  . 
0 

0  . 


0.7938 
1. 7739 
'  0.,831 
1.1826 
.3181 
.8424 
.22  68 
,2592 
.5508 
0.607  5 
2 .0898 
0 

10  .0359 


502 
0.110 


10.78 
24  .09 
12.10 
16.06 
11.11 
ti.4  4 
3.08 
3.52 
7  .48 

H      1  C  1 

23-38 
Q  .00 

■136.29 


CO 

0  .310 


30,38 
67,89 
3  4.10 
45.26 
31.31 
32.24 
5  .63 
9.92 
21 .08 

-11    •>  s. 

79.  98 
0.00 
334 .09 


VOH 
0.900 


S3  .20 
197 . 10 
99.00 
131.40 
90.90 
93.60 
25.20 
28.80 
61 .20 
67 .  50 
232.20 
0.00 
1115.10 


LEAD 
0.000 


o.oa 

0.01 
0.00 
0.00 
0.00 
0.00 
0.00 
0.00 
0.00 
0.00 
0.01 
0  -00 

a. 03 


0.01 


0.07 


0. 19 


0.56 


0.Q0 
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FESOF 
Source  *. 


Emission 


Summary 


Year: 


No 

No  . 

Lb 5 /month 

Charge/ra 

PrWtEtate 

R  ^  1"  p7  VT 

Hon 

Days- 

Hrs 

charged 

Tns/K£- 

Lb/Hr 

Jan 

25 

352 

352770 

0  .  5011 

1002 . 

19 

176 . 3B5 

Feb 

22 

311 

3B  1893 

0 . 6140 

1227  . 

95 

190 . 94  65 

Mar 

24 

331 

349197 

0  .  527  5 

1054 

J.  *J  J  T  . 

98 

1  7  4    59R  5 

Apr 

1  7 

7  f,  1 

i  C  J 

32  4  4  92 

0 '.  6 1 6  9 

■  1233. 

81 

L62.246 

May 

16 

221 

269756 

0. 6103 

1220. 

62 

134  .B7B 

Jun. 

14 

196 

221371 

0.5647. 

1129. 

44 

110.6855 

Jul 

11 

159 

179014 

0,5598 

1119. 

58 

39.007 

Aug 
Sep 
Oct 

22 

.  302 

369917 

■  0.6124 

1224. 

89 

134  .9595 

13 

1B1 

220264 

0-GQB5 

1216. 

93 

110.132 

26 

359 

34637L 

0.4824 

964. 

B2 

173  -18S5 

Nov 

23 

324 

277034 

0  .4275 

855. 

04 

138.517 

Dec 

4 

57 

68849 

0. 6039 

1207. 

88 

34  .4.245 

Total 

21B 

3056 

3359928 

0.5497 

1099. 

45 

1679,964 

2001 


Particulate 


NOX 


S02 


CO 


VOM 


Mon 

tirs 

Jan 

352 

Feb 

311 

Mar  " 

331 

Apr 

263 

May 

■  .  221 

Jun 

19S 

Jul  '  ■ 

159 

Aug 

302 

Sep 

181 

Oct 

359 

Nov 

324 

Dec 

57 

Total,  3056 


Ibs/hr 
tns/yr 


0. 15 


52.8 
46.  65 
49.65 
39.45 
33.  15 

29.4 
23.85 

4  5.3 
27.15 
53.85 

43  .  6 
.  8.55 
458,4 


0  .003 


2.816 
2.488 
2  .  648 
.104 
.7  68 
.569 
.272 
.416 
.448 
.872 
.  592 


2. 
1. 
1, 
1 , 
2 
1, 
'2, 
2 


0  .456 
24  .448 


0.110 


38  .72 
34  .21 
36,41 
28  .93 
24^31 
21.56 
17  .49 
33  .22 
19.91 
39.49 
35.  64 
6.27 
336. 16 


0.310- 


109. 12 
96.41 

102. 61 
81.53 
69.51 
60  .76 
49.29 
93.  62 
56.11 

111.29 

100. 44 
17.67 

947.36 


0  .900 


316.80 
279.90 
297 . 90 
236 .70 
198 .90 
176.40 
143.10 
271 .  B0 
162  .90 
323,10 
291. 60 
51.30 
2750 .40 


LEAD 
0.000 


0  , 

0. 

0. 

0 

0 

0 

0 
0 

.0 
0 
0 
0 
0 


00 
00 
00 
00 
,00 
00 
,00 
.00  ■ 
.00 
.00 
.00 
.  00 
.00 


0.23 


0  .01 


0.17 


0,47 


1.3B 


0  .00 
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FESOP 

Emission 

Summary 

Source : 

Blanch 

■£ear  : 

No 

No 

Lbs/month 

Ch<arge/ra 

PrWcRace 

Rate/yr 

Mon 

Days 

Hrs 

charged 

Tns/Hr 

Lb/Hr 

trts/charg 

Jan 

11 

27 

5635 

0  . 1044 

208  -  7037 

2.3175 

Feb 

17 

40 

16380 

0  .2048 

409. 5000 

3  .19 

Mar 

15 

42 

5576 

0.0664 

132-7619 

2.788 

Apr 
May 
Jun 

11 

30 

8468 

0.1411 

282.2667 

4  .234 

12 

37 

7112 

0  .0961  ' 

192 .2162 

■  3.556 

21 

65 

8334 

0.0S41 

129 . 2154 

4  .  167 

Jul 

10 

27 

4506 

0.0834 

166.8839 

2.253 

Aug 
Sep 
Oct 

16 

48 

S496 

0.0677' 

135. 3333 

3.248 

10 

21 

3103 

0.0739 

147 . 7619 

1.5515 

IB 

65 

5546 

0  .0427 

85.3231 

2.773 

Nov 

11 

65 

4Q5B 

0  .0312 

62  .  4308 

2.  029 

Dec 

12 

35 

3000 

0  .  0429 

85.7143 

1.5 

Total 

164 

502 

79214 

0.0779 

155.804B 

■  39. 107 

2001 


39. 11 


tns/yr 


Particulate  '      HOX  SQ2  _C0  VOM  LE£p_ 

 0727        0~290"  0.073  1.900  1.500  0.002 


Hon 

Hrs 

Jan 

27 

Feb- 

40 

Mar 

42 

Apr 

30 

May 

37 

Jun 

65 

Jul 

27 

hug 

48 

Sep 

21 

oct 

6  5 

Nov 

65 

Dec 

35 

Total 

502 

lbs/hr 


tns/yr 


combined 
emissions  025% 


■7  .29 
10.3 
11.34 
8.1 
9.99 
17.55 
7  .29 
12  .96 
5  .  67 
17  .  55 
■17.55 
9.45 
135 .54 


0.07 


0.02 


7.83 

11.  6 
12-18 
8.7 
10.73 
ia  .85 

1  .83 
13.92 

6.09 
18  .55 
IB  .85 
10  . 15 
145.58 


0  .07 


0.02 


1.97 
2.92 
3.07 
2  . 19 
2  .70 
4~7S 
L.97 


5D 
.53' 
.75 
,75 
.56 


36.65 


0..02 


0  .00 


51.30 
7  6.00 
79.80 
57.00 
70.30 
123  .50 
51.30 
91.20 
39.90 

J.       J  ^ 

123  .50 
66.50 
953.80 


0.48 


0  .12 


40.50 
60.00 
S3. 00 
4  5.00 
55.50 
97.50 
4  0.50 
72.00 
31-  50 
97  . 50 
97  .50 
52.50 
753.00 


0.39 


0  .09 


0. 

0. 

0. 

0. 

0 

0 

0 

0 

0 

n 

0 
0 


05 
08 
08 
06 
.07 
,13 
,05 
.10 
.04 
.13 
.13 
.07 


.1.00 


0  .0005 


0.0001 
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Crucible  #400 
)5O0 
HOURS 


2001 


Hon 
Jan 
Teb 
MdE 
Ape 
Kay 
Jun 
Jul 
AuiJ 
Sep 
Oct 
tlov 
Dec 


Mo.   4  0 
139 

SO 
23S 
ICS 

67 

tia 

47 
35 
113 
31 

95 
58 
1181 


Ha . 600 
277  : 
278 
37S 
232 
255 
275 
242 
2X9 
155 
50 
155 
155 
2866 


Total 
Hours 
4  IS 

35a 

S12 

322 
393 
289 
305 
273 
Bl 

"  251 
213 

4(3*7 


400 

11798 
6775 

20008 
S940 
5732 

10049 
4000 
7265 

10049 
261B 
8202 
4930 
10Q366 


POUNDS  IN 
600 
23572 
23662 
32000 
19725 
21S80 
23340 
20SQ6 
1B63C 
13630 
4196 
19824 
1777S 
243631 


Lbs/manchlCMaige/ca  PrHEEUte 


Ctiai;ged 
35370 
30437 
52Q08 
2B665 
27412 
333B9 
24606 
25895 
2  9  679 
5904 
23026 
22706 
343997 


:Tns 
0. 


172. 00 


He 

0425 
0425 
0425 
0425 
0425 
0425 
0423 
0425 
0525 
0421 
0S57 
0533 
0425 


tns/vr 


Lb/Kr 
S5  .0000 
85  .0000 
85  .DODO 
83.0000 
95.0000 
85.0000  . 
95.0000 
85.0000 

84.2019 

##»*#### 

M##lf**# 
85.0000 


Emails  sidns 


CO 


HOX 


Rate  LB/H 


Moil 
Jan 
Feb 
Mar 
Apr 
nay 

Jul 
Aug 
Sep 
Oct 
Nov 
Dei; 


416 
359 
612 
337 
322 
393 
229 
.305 
273 
81 
2S1 
213 


1047 


leombi^ed  emissions  B  25^ 


1.9 


40 

34 
59 
32 
31 
37 
0.29 
0.29 
0  .26 

a  .08 

0-24 
0.20 


3.B4 


Q.96 


0.29 


T 


0.06 
0.05 
0.09 
0.05 
0.05 
0.06 
0.01 
0.04 
0.04 
O'.Ql 
0.04 
0,03 


0.55 


0  ,  15 


l.S 


S02  Pact 

0,073  0-27" 


Sb 


0.31 
0.27 
0.46 
D  .25 
0.24 
0.29 
0.22 
0.23 
0.20 
0.06 
0.19 
Q  .16 


3-04 


0.76 


0.02 
0.01 
0.02 
0.01 
0.01 

a  .oi 

0.01 
0.01 
0.01 
0.00 
0.01 
0.01 


0  .  15 


0.04 


0.06 
0.05 

a  .'OB 

COS 

0,0* 

0.05 

0.04 

0.04. 

0.04 

0.Q1 

0.03 

0.03 


0  .55 


0.14 


0.0034 


0.001 
0.001 
0.001 
0.001 
.001 
.  001 
.000 
.001 
.000 
.000 
.000 
.000 


0. 
0  . 
0. 
0. 
0. 
0. 
0, 

a. 


0.01 


0  .00 
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Crucible* 
#5  »2Q0 


#B0 

in.c#l 


2001 

inc*2 


Hon 
Jan. 
Fe& 
Mac 
Apr 
May 
Jun 
Jul 
hug 
Sep 
oct 

Hov 

□ec 


Total 


FOUNDS  in 


Lbs/caonth  Charge/ cai  PrHtBa  te 


Mo .  5 

0 

So  200 

a 

INC  til 

INC  12 

Hours 

No.  5 

MO  2  00 

IMC  11 

mc  #2 

chacqed 

Tcis  He  I 

69 

200 

277 

0 

70S 

5329 

1702S 

235S3 

0.0425 

0 

26 

50 

256" 

343 

0 

2250 

1239 

2  2  552 

29141 

0  .0125 

0 

L6 

225 

341 

582 

□ 

X339 

19113 

29008 

494S9 

0.0425 

0 

s 

115 

203 

323 

0 

391 

9789 

172B5 

2746B 

0.0425 

□ 

21 

243 

193 

4  63 

0 

1B13 

20679 

16924 

39321 

0.0425 

0 

6 

265 

398 

669 

0 

S01 

22523 

33318 

56B42 

0.0425 

0 

9 

72 

13Z 

213 

0 

736 

6089 

11257 

IS  132 

0.0425 

0 

31 
B 

210 

247 

519 

0 

2651 

20138 

21020 

44109 

0.0425 

0 

228 

279 

514 

0 

715 

19351 

23597 

43666 

0.0425 

0 

10 

240 

147 

395 

Q 

836 

20363 

12154 

33653 

0  .0425 

0 

1 

55 

231 

237 

0 

116 

4682 

•19S13 

24411 

C.342S 

0 

16 

67 

191 

275 

a 

1395 

570S 

16232 

23335 

0.0425 

D 

159 

1858 

2833 

48S0 

0 

13508 

15B806 

240786 

413100 

S06.S5 

tns/yc  < 

85.0000 
85  .00  00 
85.0000 
85.OO00 
B 5. 0000 
85.0000 
85. 0000 
85.0000 
SS.OOOO 
8  5.0000 
85,0000 
B5.OO0O 


EmrrLissions 


Hon 


CO 

1.9 

Rate  Lb/Hr 


Jan 

277 

0.26 

Feb 

343 

0.33 

Kar 

582 

0.55 

Apr 

323 

0.31 

May 

4  63 

□  .44 

Jun 

569 

0.64 

Jul 

213 

O.20 

Aug 

519 

0,49 

Sep 

514 

0.49 

Oct 

396 

0-38 

Nov 

287 

0.27 

Dec 

27  5 

0.26 

tns/yr 

]          40  SO 

1.62 

srox 

0.29 


0.O4 

D  .05 

o.oa 

0  .05 


07 
10 
01 
08 
,01 
,06 
,04 
.04 
:70 


VOH 


1.5 


0.21 
0.26 
0.44 
0.24 
0.35 
0.50 
0.16 
0.39 
0 


SQ2 
0.073 


01 
01 
02 
01 
02 
02 
01 
0.02 
0  .02 


01 
01 
01 
IB 


Part 
0.27 


0.04 
□  .05 


0.66 


[combined  emissions  6  254 


1.15 


0.13 


0.91 


Q.04 


0.16 


Pb 
0  .0034 


0.000 
0.001 
0.001 
0.001 
0.001 
0.001 
0.000 
0  .001 
0.001 
0.001 

o.ooo 

0.000 

0.01 


0.00 
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Mi)  tsr 


20O1 


HOURS 


Total 


Roastet 

0 

0 

0 

Hours 

Jan 

404 

a 

a 

.  0 

404 

r  3458 

Feb 

4Q4 

a 

a 

a 

404 

34730 

Hsr 

404 

a  , 

0 

□ 

404 

22954 

Ape 

4CH 

0 

& 

0 

404 

2158 

way 

404 

0 

0 

0 

404 

3556 

JviTl 

404 

0 

0 

0 

404 

3213 

Jul 

202 

0 

Q 

a 

202 

353 

Aug 

404 

0 

0 

a 

404 

220 

Sep 

404 

0 

0 

0 

404 

, 14957 

Oct 

404 

0  ' 

0 

a 

404 

3500 

Nov 

104 

0 

0 

a 

404 

750 

Dec 

i02 

0 

0  ' 

a 

202 

5000 

4444 

0 

a 

0 

4444 

94954 

IN 
0 

0 

0 

Lhs/montti  Chacge/rai  PcwtRate 
charaed      TCls  Hr  1&/Hr 

0 

0 

0 

3458 

0 .0043 

S .5594 

0 

D 

0 

34730 

0 .0430  ■ 

95 .9653 

0 

0 

0 

22954 

0.0234 

SS.816B 

0 

0 

0 

2LSB 

0.0027 

5  .3416 

0  , 

0 

0 

3556 

0.0044 

B  .8020 

0 

a 

0 

3219 

0.0040 

7 .9653 

0 

0 

0 

.    .  3S3 

0.0009 

L.747S 

0 

0 

0 

220 

0.0003 

0  .544$ 

D 

0 

0 

14957 

0.0135 

37  .0223 

'  0 

0 

0 

3300 

0.0043 

8 .6634  _ 

0 

0 

0 

750 

0.0009 

.  1.B564 

0 

0 

'0 

5000 

o.oiit- 

24.7525 

0 

0 

0 

34354 

0.01Q7 

21.3443 

47.43 

Eimissiqns 


Hon 

Jan 

Feb 

Mar  1 

Apr 

May 

Jufi 

Jul 

Aug 

sep 

Oct 

Nov 

Dec 


TUCeLb/Hr. 


404 
404 
404 
404 
404 
404 
202 
404 
404 
404 
404 
202 
4444 


CO 

0,072 


0.01 
0.01 


01 
01 
01. 
01 
01 
0.01 
O.01 
0.01 
0.01 
0.01 


ilOX 


0.5 


10 
10 
10 
10 
10 
10 
01 

io 

10 
10 
10 
05 


VOH 
0.335 


0  .07 
0  .07 
0  .07 

O.Q7 
O.OT 
0.D7 
0.03 
0,07 
0.07 
Q.07 
0.07 
0.03 


SO  2 
0.085 


0.02 
0.02 
0.02 

0  .02 
0  .02 
0.02 
"0.01 
0.02 
0.02 
0.02 
0.02 
0.01 


Pare 
0.105 


PS 


0.02 
0.02 
0.02 


,02 
,02 
.02 
.01 
.02 
.02 
.02 
.02 
.01 


o.ooo 

0,000 

o.ooo 

0  .000 
.000 
.000 
.000 
.000 
.000 
0  . 000 
O.OOO 
O.OOO 


0.16 


1.11 


0.74 


0.19 


a  .23 


o.oo 
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ATTACHMENT  2 


P.O.  5o^  1950S,  Springfield,  laiNuis,  oi/^t-3juo 

Thomas  V.  Skinner,  Director        f\->  \^Qq  f\f^ 


217/782-2113 


FEDERALLY  ENFORCEABLE  STATE  OPERATING  PERMIT  -  NSPS  SOURCE 


PERMITTEE 

Sipi  Metal  Corporation 
Attn:  George  Phillips,  V.P. 
1720  North  Elston  Avenue 
Chicago,   Illinois       SO  622-157 9 


I . D,   No . :  0316QOARH 
Date  Received:     February  21,  2001 


Application  No. ;  72090151 
Applicant ' 3  Designation : 
Subject :  Copper  and  Non  Ferrous  Alloys  Smelting  Facility 
Date  Issued:   July  6,    2001  Expiration  Date:   July  6, 

Location:   172D  North  Elston  Avenue,  Chicago 


200S 


This  permit  is  hereby  granted  to  the  above-designated  Permittee  to  OPERATE 
emission  source (s)   and/or  air  pollution  control  equipment  consisting  of  the 
following  units  pursuant  to  the  above-referenced  application: 


Emission  Units 

Rotary  furnace  BERTHA 
Reverberatory  U-fuma.ce 
Rotary  furnace  TILLIE 
Rotary  furnace  BESSIE 
Tin  shot  kettle 
6  crucible 

Induction  furnace  BLANCH 
Roasting/ Drying  furnace 
Induction -furnace  ROSIE 
Induction  furnace  PHYLLIS 
Shredder  mill 
Screen  mill 
Hammer  mill 
Shotblaster 


Control  Equipment 

Settling  chamber  &  baghouse  #1 

Settling  chamber  4  baghouse  #1 

Baghouse  #2 

Baghouse  #9  £■  afterburner 

Baghouse  #4 

Baghouse  #4 

Baghouse  #4 

Baghouse  #4 

Baghouse  #3 

Baghouse  #3 

Baghouse  #5 

Baghouse  #5 

Baghouse  #6 

Baghouse  #7 


&  afterburner 


This  Permit  is  subject  to  standard  conditions  attached  hereto  and  the 
following  special  condition ( s)  ; 

la.       This  federally  enforceable  state  operating  permit  is  issued  to  limit 

the  emissions  of  Particulate  Matter    (PM-10),    Volatile  Organic  Material 
(VOMJ   and  Hazardous  Air  Pollutants    (HAPs).  from  the  source  to  less  than 
major  source  thresholds   (i.e.,   100  tons/year  for  PM-10,   25  ton/year  for 
a  VOM  and  10  tons/year  for  a  single  HAP  and  2S  tons/year  for  totaled 
KAP)  .     As  a  result,   the  source  is  excluded  from  requirements  to  obtain 
a  Clean  Air  Act  Permit  Program  permit.     The  maximum  emissions  of  this 
source,   as  limited  by  the  conditions  of  this  permit  are  described  in 
Attachment  A. 

b.      Prior  to  issuance,   a  draft  of  this  permit  has  undergone  a  public  notice 
and  comment  period. 


George  H.  Ryan,  Governor 


jul  n  m 


pRirfTEQ  on  Recycled  Paper 
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c.       This  permit  supersedes  all  operating  permits  for  this  location. 

2a.       The  Electric  Induction -Furnaces  ROSIE,   BLANCH  and  PKYLIS  are  subject  to 
a  New  Source  Performance  Standard  (NSPS)   for  Secondary  Brass  and  Bronze, 
Production  plants,   40  CFR  60,  Subparts  A  and  M.     The  Illinois  EPA  is 
administering  tiSSS  in  Illinois  on  behalf  of  the  United  States  EPA  under 
a  delegation  agreement .  ■  ■ 

b.  The  opacity  front,  the  electric  induction  furnaces  shall  not  exceed  10%. 

c.  At  all  times,   the  Permittee  shall  also,   to  the  extend  practicable, 
maintain  and  operate  these  furnaces,    including  associated  air  pollution 
control  equipment,   in  a  manner  consistent  with  good  air  pollution 
control  practice  for  minimizing  emissions. 

3a.       The  raw  material  throughput  of  all  furnaces  at  the  plant  shall  not 
exceed  the-  following  limits: 

Process  Rate 

Item  of  Equipment  "  (Tons/Month)  .    (Tons/Year) ' 


3  Rotary  Furnaces    (Total)  4,000 

37,700 

Reverberatocy  Furnace 

9S0 

9,500 

3  Induction  Furnaces 

(Total)  1,600 

16,200  ' 

Tin  shot  kettle  and  € 

Cubicle   (Total)  200 

2,000 

Roaster/Dryer 

300 

3,000 

Emissions  of  all  furnaces  at  the  plant  shall  not  exceed 

the  following 

limits : 

Operating                 £    M    I    s  S 

r 

0 

N  S 

Hours                  PM  SO 

i 

■  CO 

Furnaces 

(Hr/Yr)      (T/Mo)    (T/Yr)_  (T/Mo) 

(T/Yr) 

(T/Mo)     [T/Yr ) 

3  Rotary 

7,560           1.7        17.2        0.1 ' 

0.9 

0.8            8  , 

Reverberatory 

7,550          1.3        12.4  - 

6  Crucibles 

3,340         .Q.Q2  0.2 

Tin  Shot  Kettle  & 

Blanch  Induction 

3,840          0.05        0.5  ^ 

0.4  3.7 

Phyllis/Rosie 

Induction 

8, 400       ■  ■ 0.05  '  0.5 

0.6  5.9 

Roasting /Drying 

3,840          0  . 8  7.7 

Totals  38.5 

.0.9 

17.6 

Operating                 E     MI  S 

S  . 

I 

O.N  S 

Hours  NO* 

VOM  ■ 

Furnaces 

(Hr/Yr)            (T/Mo)  (T/Yr) 

(T/Mo)  (T/Yr) 

3  Rotary 

1,550              0-08  .0.8 

1 

.2  12.1 

Tin  Shot  Kettle  & 

Blanch  Induction  - 

3,840              0.06    .    "  0.56 

0 

.3  2.9 

Phyllis/Rosie 

.4              3  .  8 

Induction 

a, 400 

0 

Totals                             •  1.36 

13  .8 
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c.       These  Limits  are  based  on  stack  test  data,  Fire  5.0  and  standard 
emission  AE-42  factors. 

d        Compliance  with  annual  Limits  shall  be  determined  on  a  monthly  basis 
■  from  the  sum  of  the  data  for  the  current  month  plus  the  preceding  11 
months 

4  The  emissions  of  HAPs  as  listed  in  Section  112 (b) ■ of  the  Clean.  Air  Act 
shalL  not  equal  or  exceed  10  tons  per  year  of  any  single  HAP  or  25  tons 
per  year  of  any  combination  of  such  HAPs,   or  such  lesser  quantity  as 
USEFA  may  establish  by  rule  which  would  require  the  Permittee  to  obtain 
a  Clean  Air  Act  Permit  Program  permit  from  the  Agency.     As  a  result  of 
this  condition,   this  permit  is  issued  based  on  the  emissions  of  any _ HAP 
from  this  source  not  triggering  the  requirement  to  obtain  a  Clean  Air 
Act  Permit  Program  permit  from  the  Agency- 

5  This  permit  is  issued  based  on  negligible  emissions  of  particulate 
matter  from  three  mills  and  shotblaster.     For  this  purpose,  emissions 
from  each  emission  source  sf&ll  not  exceed  nominal  emission  rate  of  0.1 
lb/hour  and  0.44  ton/year. 

6.  Natural  gas  combustion  shall  not  exceed  the  following  limits: 

EMISSIONS 
NO,  CO  VOM  PM 

Total  Maximum  Firing  Rate  _<T/Yr)       tT/Yr)       .(T/Yr)       {T/ Yr ) 

51.5  mmBtu/Hour  21  11  - 8  1  ■ 2  l"fi 

7.  This  permit  is  also  issued  based  on  emissions  of  carbon  monoxide  (CO) 
from  any  fuel  combustion  emission  source  not  exceeding  200  ppm 
corrected  to  a  50%  excess  air  pursuant  to  35  111-  Adm.   Code  216.121." 

8  This  permit  is  issued  based  on  emissions  of  volatile  organic  material 

from  any  emission  .unit  not  exceeding  8  lb/hour  pursuant  to  35-111.  Adm. 
Code  218.301. 

9a.       This  permit  is  also  issued  based  on  emissions  of  particulate  matter  not 
exceeding  the  limits  determined  by  35  111.  Adm.   Code  212.321. 

b.       This  permit  is  also  issued  based  on  visible  amissions  of  particulate 

matter  from  any  emission  unit  not  exceeding  30%  opacity,  pursuant  to  35 
111.  Adm.   Code  212,123. 

10.  This  permit  is  also  issued  based  on  emissions'  of  sulfur  dioxide  (S02) 
from  any  emission  unit  not  exceed  2,000  ppm  pursuant  to  35  111.  Adm. 
Code  214.301. 

■  11.  The  Permittee  shall,  in  accordance  with  the  manufacturer  and/or  vendor 
recommendations,  perform  periodic  maintenance  on  the  pollution  control 
equipment  covered  under  this  permit  such  that  the  pollution  control 
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equipment  be  kept  in  proper  working  condition  and  not  cause  a  violation 
of  the  Environmental  Protection  Act  or  regulations  promulgated 
thereunder. 

12.  No  person  shall  cause  or  allow  any  visible  emissions  of  fugitive 
particulate  matter  from  any  process,  including  any  material  handling  or 

•  storage  activity  beyond  the  property  line  of  the  emission  source, 
pursuant  to  35  111.  Adm.   Code  212.301. 

13.  In  the  event  that  the  operation  of  this  source' results  in  an  odor 
nuisance,   the  Permittee  shall  take  appropriate  and  necessary  actions  to 
minimise'  odors,   including  but  not  limited  to,   changes  in  raw  material 
or  installation  of  controls,   in  order  to  eliminate  the  nuisance. 

14.,      The  Permittee  shall  maintain  records  of  excess  emissions  during  ■ 

malfunction  and  breakdowns.     As  a  minimum,   these  records  shall  include: 

a.  Date  and  duration  of  malfunction  or  breakdown: 

b.  A  full  and  detailed  explanation  of  the  cause  for  such  emissions; 

c.  The  contaminants  emitted  and  an  estimate  of  the  quantity  of 
emissions; 

d.  The  measures  used  to  reduce  the  quantity  Of  emissions  and  the 
duration  of  the  occurrence;  and 

e.  the  steps  taken  to  prevent  similar  malfunctions  or  breakdowns  or 
reduce  their  frequency  and  severity. 

15a.     The  Permittee  shall  maintain  monthly  records  of  the  following  items: 

i.  Amount  of  the  materials  charged  to  each  furnace   (tons/month);  - 

ii.  Description  of  the  materials  charged  to  each  furnace   (VOM  and  HAP 
content,  weight  percent  of  precious  metals,  etc.) 

b.       The  Permittee  shall  maintain  operating  and  maintenance  logs  for  the 

pollution  control  system,    including:   operating  data,   with  pressure  drop 
and  stack  condition,  maintenance  activities,  with  date  and  description 
of  inspection,   repair  actions,   and  equipment  or  filter  bag 
replacements,  etc- 

16.       All  records  and  logs  required  by  this  permit  shall  be  retained  at  a 

readily  accessible  location  at  the  source  for  at  least  three  years  from 
the  date  of  entry  and  shall  be  made  available  for  inspection  and 
copying  by  the  Illinois  EPA  upon  request.     Any  records  retained  in  an  1 
electronic 'format    (e.g.,   computer)    shall  be  capable  of  being  retrieved 
and  printed  on  paper  during  normal  source  office  hours  so  as  to  be  able 
to  respond  to  an  Illinois  EPA  request  for  records  during  the  course  of 
a  source  inspection.  * 
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17.  If  there  is  an  ejcceedance  of  the  requirements  of  this  permit  as 
determined  by  the  records  required  by  this  permit,   the  Permittee  shall 
submit  a  report  to  the  Illinois  EPA's  Compliance  Section  in 
Springfield,   Illinois  within  30  days  after  the  exceedance .     The  report 
shall  include  the  emissions  released  in  accordance  with  the 
recordkeeping  requirements,   a  copy  of  the  relevant  records,   and  a 
description  of  the  exceedance  or  violation  and  efforts  to  reduce 
emissions  and  future  occurrences'. 

18.  Two   (2)   copies  of  required  reports  and  notifications  concerning 
equipment  operation  or  repairs,  performance  testing  or  a  continuous 

■  monitoring  system  shall  be  sent  to: 

Illinois  Environmental  Protection  Agency 
Division  of  Air  Pollution  Control 
Compliance  Section  (#40) 
P.O.   Box  19276 

Springfield,   Illinois  62794-9276 

and  one   [1}   copy  shall  be  s'e'ht  to.  the  Illinois  EPA's  regional ,  of f ice  at 
the  following  address  unless  otherwise  indicated: 

Illinois  Environmental  Protection  Agency 

Division  of  Air  Pollution  Control 

9511  West  Harrison 

Des  Plaines,    Illinois  60016 

19.  The  Permittee  shall  submit  the  following  additional  information  with  the 
Annual  Emissions  Report,   due  May  1st  of  each  year:     amount  of  materials 
charged  to  each  furnaces   (tons/month  and  tons/year) ;  description  of 
materials  charged  to  each  furnace    (VOM  and  HAP  content,    «t.   %  of  precious 
metals,   etc)  . 

If  you  have  any  questions  on  this,  please  call  Randy' Solomon  at  217/782-2113 . 


Donald  £ .  Sutton,  P.E. 
Manager,   Permit  Section 
Division  of  Air  Pollution  Control 


COPY 

D£S:RBS:psj  r\r:~-  t 

Original  Signed  by 

cc:    iepa,  fos  Region  i  Donald  E.  Sutton,  RE 


printed  01/27/201 1  8:15AM  by  Richard.Jordan  p.  483/746 


ATTACHMENT  3 


EPCRA  Reporting  Center 
P.O.  Box  334a, 
Merrifleld.  VA  Z2116  -  J34J) 
Attn:  Toxic  Chemical  Release  Inventory 
Magnetic  Media  Submission 


To  Wnom  It  May  Concern: 

Enclosed  please  find  one  (1)  microcomputer  diskette  containing  toxic  chemical  release  reporting  information  for: 
SIPt  METALS  CORP. 

This  information  is  submitted  as  required  under  Section  313  of  the  Emergency  Planning  and  Community 
Right-to-Kncw  Act  of  1986  and  the  Pollution  Prevention  Act  of  1990. 

We  are  submitting  a  total  of  7  Chemical  Report(s)  for  our  facility. 
These    7  chemical  report(s)  are  described  below: 

Chemical  Name  Report  Year 
ZINC  COMPCUNOS  2001 
COPPER  COMPOUNDS  2001 
CHROMIUM  COMPOUNDS  {EXCEPT  FOR  CHROMIT6  2001 
LEAD  COMPOUNDS  2001 
MANGANESE  2001 

"  Continued  on  next  page 

Our  technical  point  of  contact  is: 
GEORGE  PHILLIPS  Phone  Number:   (773)  27S-0070 

and  is  available  if  any  questions  or  problems  arise  in  your  processing  of  these  diskettes, 

1  hereby  certify  that  1  have  reviewed  the  attached  documents  and  that,  to  the  best  of  my  knowledge  and  belief,  the 
submitted  information  is  true  and  complete  and  that  the  amounts  and  values  in  this  report  are  accurate  based  on 
reasonable  estimates  using  data  available  to  the  preparers  of  this  report. 

Sincerely. 


SIP1  METALS  CORP. 
1720  ELSTON  AVENUE 
CHICAGO 
1L  60622 

TRIFac.  10:  60622-SPMTL-1 720E 


CAS  Number  Report  Type 

N9S2  5-page  Form  R 

N100  5-pagaFormR 

N09C  5-page  Form  R 

N42Q  5-page  Form  R 

7439965  5-page  Form  R 


SEP  11  20112 


GEORGE  T.  PHILLIPS 

VICE  PRESIDENT  REGULATORY  AFFAIRS 
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r.hpfflicai  Name. 
NICKEL 
SILVER  ' 


Report  Year  CAS  Number  Report  Type 
20Q1  7440020       5-page  Form  R 

2001  7440324       5-page  Form  R 
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TOXIC  CHEMICAL  RELEASE 
INVENTORY  REPORTING  FORM 

United  States                 Section  313  of  the  Emergency  Planning  and  Community  Right-to-Know  Act  of  1986, 
Environmental  Protection  a[SQ  known  as  Tjlie  m  Qf  the  superfund  Amendments  and  Reauthorization  Act     ...  . 
Agency   ^^^^^^^^ 


WHERE  TO  SEND  COMPLETED  FORMS:  1. 


2  APPROPRIATE  STATE  OFFICE 
(See  instructions  in  Appendix  F) 


EPCRA  Reporting  Center 
P.O  So*  3348 
Merrifield,  VA  221 16-3348 

ATTN;  TOXIC  CHEMICAL  RELEASE  INVENTORY 


Enter  "X"  here  if  this 
is  a  revision 


For  EPA  use  only 


Important:  See  instructions  to  determine  when  "Not  Applicable  (NA)"  boxes  should  be  checked. 

PART  I.  FACILITY  IDENTIFICATION  INFORMATION  '  


SECTION  1.  REPORTING  YEAR  2001 


SECTION  2.  TRADE  SECRET  INFORMATION 


2.1 


Are  you  claiming  the  ttudc  chemical  identified  an  page  2  trade  secret? 

□ Yes  (Answer  question  2,2:            I  x  |  No  [On  not  answer  2.2; 
Attach  substantiation  forms)     j  | 


Go  to  Section  3) 


2.2 


ts  this  copy  j      |  Sanitized 

(Answer  only  if  *YES"  in  2,1) 


■sanitized 


SECTION  3.  CERTIFICATION  (Important:  Read- and  sign  after  completing  all  form  sections.) 


I  hereby  certify  that  t  have  reviewed  the  attached  documents  and  that,  to  the  best  of  my  knowledge  and  belief,  the  submitted 
information  is  (rue  and  complete  and  that  the  amounts  and  values  in  Ihis.report  are  accurate  based  on  reasonatjta  estimates 


using  data  available  to  the  preparers  of  this  report. 

Name  and  official  title  of  owner/operator  or  senior  management  official: 

Signature: 

□ate  Signed: 

GEOflGST.  PHILIPS                                                         VICE  PRESIDENT  REGULATORY  MTA.IRS 

O8/28/Z0O2 

SECTION  4.  FACILITY  IDENTIFICATION 

4.1 

TRl  Facility  ID  Number 

6Q622SPMTL172QE 

facility  or  Establishment  Mama 


SM  MiTALS  COM1. 


Street 


1720  ELSTON  AVENUE 


Cityc ountyJSUtagip  Code 


CHICAGO 


COOK 


Facility  or  Establishment  Name  or  Mailing  Adaraiiflf  dinerenl  trom  street  address) 


Mailing  Address 


C  ity/S latttlZip  Coda 


4.2 


Country  (Non-US)  I 


This  report  contains  information  for: 

flmoortant  :  check  a  or  b;  check  c  or  d  if  applicable) 


An  entire 
facility 


□ 


Part  of  a 
facility 


□ 


A  Federal 
facility 


□ 


QOCO 


4.3 


4.4 


4.5 


4.6 


4.7 


Technical  Contact  Name 


Public  Contact  Name 


SIC  Code(s)  (4  digits) 


Latitude 


GEORGE  PHILLIPS 


GEORGE  PHILLIPS 


Telephone  Number  (include  arfta  cod* 


(7T3)  176-0070 


TBlephcina  Number  (include  area  code) 


(773)  S7B-007rj 


Primary 


3341 


Degree* 


41 


Dun  4  Bradstreet 
Number[Bl(9  digits) 


□05 121439 


Minutes 


54 


Seconds 


31 


4.8 


Xepa  identification  Number 
(RCRAI.L1  No.)  (12  characters) 


ILD00S121439 


Longitude 


d. 


Degrees 


087 


4.9 


Facility  NPDES  Permit 
Number(s)  (9  characters) 


NA 


4.10 


33 


Seconds 


53 


Underground  Injection  Well  Code 
(UIC)  I.O.  Numbers)  (12  digits) 


NA 


SECTION  5.  PARENT  COMPANY  INFORMATION 


5.1 


5.2 


Name  of  Parent  Company 


NA 


Parent  Company's  Dun  &  Bradstreet  Number 


NA 


s 
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i  EPA  FORM  R 

PART  II.  CHEMICAL-SPECIFIC  INFORMATION  (CONTINUED) 


TRI  Facility  ID  Number 


60622SPMTU72QE 


Toxic  Chemical.  Category  or  Generic  Name 


copper  COMPOUNDS 


SECTION  78.  ON-SITE  ENERGY  RECOVERY  PROCESSES 


Not  Applicable  (NA)  • 


Checlc  here  if  no  on-site  energy  recovery  is  appiied  to  any  waste 
stream  containing  the  toxic  chemical  or  chemical  category. 


Energy  Recovery  Methods  [enter  3~charactcr  codejs)]  L 
 1  r~~ 


NA 


SECTION  7C.  ON-SITE  RECYCLING  PROCESSES 


r  1        Not  Applicable  (NA)  -  Check  here  if  no  on-site  recycling  Is  applied  to  any  waste 

LilJ  stream  containing  the  lone  chemical  or  chemical  category. 


Recycling  Methods  [enler  3-character  code(s)] 
2. 


NA 


5, 
10. 


SECTION  8.  SOURCE  REDUCTION  AND  RECYCLING  ACTIVITIES 


8.1 


8JZ 


Quantity  released  " 


B.3 


8.4 


8.5 


Quantity  used  for  energy  recovery 
onsite 


Quantity  used  (of  energy  recovery 
offsite 


Column  A 
Prior  Year 
[pgundsfjear") 


H698 


MA 


NA 


Quantity  recycled  onsite 


Quantity  recycled  offsite 


8.S 


8.7 


8.8 


8.9 


Quantity  treated  onsite 


Quantity  treated  offsrte 


NA 


NA 


Column  B 

Current  Reporting  Year 
(pounds/ye*") 


6455 


NA 


NA 


Column  C 
Fallowing  Year 
(pounds/year] 


6455 


NA 


Column  0 
Second  Following  Year 
(pounds/year*) 


6455 


NA 


NA 


NA 


MA 


MA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


Quantity  released  io  me  environmeni  as  a  result  uf  innicuiai  — 
catastrophic  events,  or  one-time  events  not  associated  with  production 
processes  {pounds /year) 


Production  ratio  or  activity  index 


8.10 


NA 


NA 


NA 


NA 


NA 


□td  your  facility  engage  in  any  source  reduction  activities  for  ttit*  chemical  during  th«  reporting  year?  U  not, 
enter  "NA"  in  Section  8.10.1  and  answer  Section  8.11.  '  ' 


8.1  Q.1 


8.10.2 


a. 10.3 


6.10.4 


Source  Reduction  Activities 
[enler  ccde(s)[ 


Methods  to  identify  Activity  (enter  codes) 


NA 


8.11 


Is  additional  information  on  source  reduction,  recycling,  or  pollution  control  activities 
included  with  this  report  ?  (Check  one  boac) 


YES 


NO 


EPA  Form  9350-1  (Rev.  D1/20Q1)  -  Previous  editions  are  obsolete. 


*  For  Dfcwdn  or  Diaadn-lilce  compounds,  report  in  grams/*331" 
-Report  releases  pursuant  to  EPCRA  Section  329(11)  Including _ "any  «pWng,  WjjJ 
pumping  pouring,  emitting,  emptying,  discharging,  injecUng,  escaping,  leaching,  dumping 
or  disposing  into  the  environment.*  Do  not  include  any  quantity  treated  onsite. 


printed  01/27/201 1  8:15AM  by  Richard. Jordan  p.  487/746 


.1PQRTANT:  Type  or  print:  read  insffucricifls  before  completing  farm)  _ 

&  EPA        ' FORM  R 
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TOXIC  CHEMICAL  RELEASE 
INVENTORY  REPORTING  FORM 

United  States                Section  313  of  the  Emergency  Planning  and  Community  Right-to-Know  Act  of  1986, 
Environmental  Protection  alSQ  hn0wn  as  Title  111  of  the  Superfund  Amendments  and  Reauthorization  Act 
Agency   ,  , 


2.  APPROPRIATE  STATE  OFFICE 
(See  instructions  in  Appendix  F) 


IYVHER.E  TO  SEND  COMPLETED  FORMS;  1.    EPCRA  Reporting  Center 
11  P.O  8ok3348 

Memfiekl.VA  22116-3348 

ATTN:  TOXIC  CHEMICAL  RELEASE  INVENTORY 


Enter  *X"  here  rf  mis 
is  a  revision 


For  EPA  use  only  ~J 


Important:  See  instructions  to  determine  when  "Not  Applicable  (NAT  boxes  should  be  checked 


PART  I.  FACILITY  IDENTIFICATION  INFORMATION 


j  SECTION  1.  REPORTING  YEAR  2001 


SECTION  Z.  TRADE  SECRET  INFORMATION 


i  2.1 


Are  you  claiming  the  taac  chemical  identified  on  page  2  trade  secret? 


□ Yes  (Answer  question  2.2; 
Attach  substantiation  terms} 


BNc  (Do  not  answer  2.2: 
Go  to  Section  3) 


2.2 


is  this  copy  [^j  sanitiiea.  Q^j  Unsanitized 
(Answer  only  if  "YES*  in  2.1 }   


SECTION  3.  CERTIFICATION   (Important:  Read  and  sign  after  completing  all  form  sections.) 


I  hereby  certify  that  I  have  reviewed  the  attached  documents  and  that,  to  the  beat  of  my  knowledge  and  belief,  the  submitted 
information  is  true  and  complete  and  that  the  amounts  and  values  in  Ihis  report  are  accurate  based  t  reasonable  estates 
using  data  available  to  the  preparers  of  this  report. 


Name  and  official  title  of  ownerioperator  or  senior  management  official: 


GEORGE  T.  PHKJ.IPS 


VICE  PRESIDENT  HSGUL*TOfl>'  A^FARS 


Signature: 


Date  Signed: 


06/23/2002 


SECTION  4.  FACILITY  IDENTIFICATION 


Facility  W  Establish  mam  Name 
SP1  METALS  CORP. 


Street 


17J0  ELSTOM  AVENUE 


CityiCcun tyjState/Zip  Cadi  | 
CHICAGO  COOK 


TRI  Facility  ID  Number 


60fi22SPMTL172QE 


Facility  or  Establishment  Name  or  Mailing  AddrB55(if  different  from  street  addreiS) 


Mailing  Address 


C ity/S talegifl  Code 


Country  (Non-US) 


4.2 


4.3 


4.4 


4.5 


4.6 


This  report  contains  information  tor: 

{Important  1  check  a  or  b;  check  c  or  d  if  applicable) 


HAn  entire 
facility  b 


□ 


Part  of  a 
facility 


□ 


A  Federal 
facility 


□ 


GOCO 


Technical  Contact  Name 


Public  Contact  Name 


SIC  Code  (s)  (4  digits) 


GEORGE  PHILLIPS 


Gf=ORG£  PHILLIPS 


Primary 


3341 


4.7 


Latitude 


Degrees 


Minutes 


41 


Oun  &  Bradstreet 
Mumbertswg  digits) 


a. 


005121439 


b. 


4.8 


54 


b. 


Seconds 


51 


EPA  Id erttrfi cation  Number 
(RCRA  i.D.  No.]  {12  characters) 


a.     ILDQQ5 131439 


b. 


4.3 


Longituda 


Talephone  Number  i  include  area  code 


(773]  176-0070 


Telephone  Number  I  include  araa  coda 


(773)  278-0070 


Degree* 


087 


Facility  NPDES  Permit 
Number(s)  (9  characters) 


NA 


4.10 


Minutes 


39 


Seconds 


53 


Underground  Injection  Weil  Coda 
(UIC)  I.O.  Number(s)  {12  digits) 


NA 


SECTION  S.  PARENT  COMPANY  INFORMATION 


5.1 


5.2 


Name  of  Parent  Company 


NA 


Parent  Company's  Dun  &  Bradstreet  Number 


NA 


□ 


EPA  Form 


9350-1  (Rev.  01/2001)  -  Previous  editions  are  obsolete.    Printed  using  ATRS  for  Windows 


2001  version  6.02.00 


S/26V2Q0; 


pnnted  01/27/201 1  8:15AM  by  Richard.Jordan  p.  488/746 


Page  5  □(  5 


EPA  FORM  R 

PART  II.  CHEMICAL-SPECIFIC  INFORMATION  (CONTINUED) 


TR1  Facility  10  Number 


60622SPMTL1720E 


Toxic  Chemical.  Category  nr  Generic  Name 


EWC  COMPOUNOS 


SECTION  7B.  ON-SITE  ENERGY  RECOVERY  PROCESSES 


Not  Applicable  (NA) 


Check  here  if  no  on-site  energy  recovery  is  applied  to  any  waste 
stream  containing  the  toxic  chemical  or  chemical  category. 


Energy  Recovery  Methods  [enter  3-character  ccde(s)] 
2 


NA 


SECTION  7C.  ON-SITE  RECYCLING  PROCESSES 


HNot  Applicable  (NA)  -  Check  here  if  no  on-site  recycling  is  applied  to  any  waste 
stream  containing  the  toxic  chemical  or  chemical  category. 


Recycling  Methods  [enter  3-character  code(s)] 
2. 


NA 


6. 


a. 


.  9. 


5. 
10.. 


SECTION  8.  SOURCE  REDUCTION  AND  RECYCLING  ACTIVITIES 


8,1 


8-2 


8.3 


8.4 


8.S 


B.6 


8.7 


Quantity  released 


Quantity  used  for  energy  recovery 
ans  it  e 


Quantity  used  for  energy  recovery 
off  site 


Column  A 
Prior  Year 
(poumisiyeaO 


Column  5 
Current  Reporting  Year 
[poundafyaar') 


10242 


MA 


Quantity  recycled  onsita 


Quantity  recycled  offsite 


Quantity  treated  onsite 


a.B 


B.9 


8.10 


Quantity  treated  offsite 


NA 


67G1 


NA 


Column  C 

Fata*  trig  Year 
(pounds/year*) 


6701 


NA 


NA 


Column  D 
Second  Fallowing  Year 
(pounds/year-) 


5701 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


Quantity  released  to  the  environment  as  a  result  at  remedial  actions, 
catastrophic  events,  or  one-time  events  not  associated  with  production 
processes  (pounds/year) 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


HA 


Production  ratio  or  activity  index 


NA 


6.10.1 


8.10.2 


8.1Q.3 


8.10.4 


Did  your  facility  engage  in  any  source  reduction  actrvitiea  for  this  chemical  during  the  reporting  year?  If  not. 

enter  "NA"  in  Section  8.10.1  and  answer  Section  8.11.   

~        Methods  to  Identify  Activity  (enter  codes') 


Source  Reduction  Activities 
[enter  code  (a)] 


NA 


b. 


8.11 


Is  additional  information  on  source  reduction,  recycling,  or  pollution  control  activities 
included  with  this  report  7  (Check  one  box} 


YES 

n 


NO 


EPA  Form  9350-1  (Rev.  01/200,1]  -  Previous  editions  are  obsolete. 


"  For  Dioxin  or  Dioiln-like  compounds,  report  in  gramsJV8* 
-Reqort  releases  pursuant  to  EPCRA  Section  329(a)  including  'any  spilling  1^*^' 
pumpiru.  pouring,  emitting,  emptying,  discharging.  Injecting,  escaping,  leaching,  dumping, 
or  disposing  into  the  environment."  Do  not  include  any  quantity  treated  onsite. 


printed  01/27/201 1  8:15AM  by  Richard-Jordan  p.  489/746 


\mP0RTanT:  Type  orzrint;  read  instructions  before  completing  formj  

'       EPA  "  ^  FORM  R 


Form  Approved  UM3  N  urn  see:  iiu/u-uuaj 
Approval  Expires:  0U3H2.Q03 
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TOXiC  CHEMICAL  RELEASE 
INVENTORY  REPORTING  FORM 

United  States                 Section  313  of  the  Emergency  Planning  and  Community  Right-to-Know  Act  of  1986, 
Environmental  Protection  ajso  |tnown  as  xitle  II!  of  the  Super-fund  Amendments  and  Reauthorization  Act 
Agency  *    ,  H 


2.  APPROPRIATE  STATE  OFFICE 
(See  instructions  in  Appendix  F) 


I  WHERE  TO  SEND  COMPLETED  FORMS:  1.    EPCRA  Reporting  Center 
1  P.OBok334S 

Merrifield.  VA  Z21 16-3343 

ATTN:  TOXIC  CHEMICAL  RELEASE  INVENTORY 


Enter  'X'  here  if  this 
is  a  revision 


For  EPA  use  only 


[important:  See  instructions  to  determine  wtien  "Not  Applicable  <NA)"  boxes  should  be  checked. 


PART  I.  FACILITY  IDENTIFICATION  INFORMATION 


|  SECTION  1.  REPORTING  YEAR  2001 


SECTION  2.  TRADE  SECRET  INFORMATION 


I  2.1 


Are  you  claiming  the  toxic  chemical  identified  on  page  2  trade  secret? 


□ Yes  (Answer  question  22; 
Attach  substantiation  forms) 


HNo        not  answer  2.2; 
Go  to  Section  3) 


2.2 


Is  this  copy  |      |  Sanitized 

(Answer  only  if  "YES"  in  2.1) 


□ 


Unsanitiied 


SECTION  3.  CERTIFICATION   (Important:  Read  and  sign  after  completing  all  form  sections.) 
!  hereby  certify  that  l  have  reviewed  the  attached  documents  and  that,  to  the  best  of  my  knowledge  and  belief,  the  submitted 
information  is  true  and  complete  and  that  the  amounts  and  values  in  this  report  are  accurate  based  on  reasonable  estimates 
using  data  available  to  trie  preparers  of  this  report. 


Name  and  official  title  of  owner/operator  or  senior  management  official:  

GEOROE  T.  PHtUJ»3  VCt  PRESIDENT  REGULATORY  AFFAIRS 


Signature: 


Data  Signed: 


SECTION  4,  FACILITY  IDENTIFICATION 


4.1 


Facility  or  Establishment  Mame 


TRI  Facility  10  Number 


60622SPMTU720S 


S  PI  METALS  CORP. 


Street 


172QEL5T0NAV6NUE 


C'rty/County/Sta  teftip  Cnde_ 


CHICAGO 


COOK 


6C622- 


Facility  or  Establishment  Name  or  Hailing  Addreaijl'l  different  'front  street  address) 


Mailing  Address 


HA 


CitySlategip  Code 


Country  (Han-US)  j 


4.2 


4.3 


4.4 


4.5 


4.6 


This  report  contains  information  far: 

(Irnporiant  ;  check  a  or  h;  check  c  of  d  if  applicable) 


□ 


An  entire 
facility 


□ 


Part  af  a 

facility 


□ 


A  Federal 
facility 


d.  |        \  GOCO 


Technical  Contact  Name 


Public  Contact  Name 


SIC  Coda  (s|  (•*  digit*) 


GEORGE  PHILLIPS. 


GEORGE  PHILLIPS 


Talephone  Number  (include  area  cods 


(7T3)  2TS-0070 


Telephone  Number  [include  area  coda 


(773)  Z7&-O07Q 


Primary 


3341 


Latitude 


4.7 


Degrees 


41 


Dun  A  Brad  s  treat 

Numoer(s)  (3  digits) 


QQ51Z1439 


4.8 


Minutes 


54 


Seconds 


31 


EPA  Identification  Number 
^RCRALD.  NnQ  [12  characters) 


a.  ILD0O51ZU39 


4.9 


Longitude 


decrees 


087 


Facility  NPOES  Permit 
Number^)  (9  characters) 


NA 


4.10 


Minutes 


39 


Seconds 


53 


Underground  Injection  Well  Code 
(UIC)  I.D.  Numoerfs]  (12  digits) 


NA 


SECTION  5.  PARENT  COMPANY  INFORMATION 


5.1 


5.2 


Name  of  Parent  Company 


NA 


Parent  Company's  Dun  &  Bradslreet  Number 


NA 


□ 


EPA  Form  9330-1  (Rev.  0.1/2001)  -  Previous  editions  are  obsolete.    Printed  using  ATRS  far  Windows 


2QQ1  version  5.02.00 


6/28/200 


printed  01/27/2011  8:15AM  by  Richard.Jordan  p.  490/746 
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_  .  FORM  R 

PART  II.  CHEMICAL-SPECIFIC  INFORMATION  (CONTINUED) 


TRi  Facility  IP  Numoer 


60622SP  MTL 1 72QE 


Toxic  Chemical.  Category  of  Generic  Name 


CHROMIUM  COMPOUNDS  (EXCEPT  FOR  CHROMrTE  ORE 
MMfcO  W  TH£  TBANSVJIAL  R£G 


SECTION  7B.  ON-SITE  ENERGY  RECOVERY  PROCESSES 


Not  Applicable  (NA) - 


Check  here  if  no  on-site  energy  recovery  is  applied  to  any  waste 
stream  containing  the  toxic  chemical  or  chemical  category, 


Energy  Recovery  Methods  [enter  3-chararter  code(s)] 
2 


NA 


1 


ID 


SECTION  7C.  ON-SITE  RECYCLING  PROCESSES 


Not  Applicable  (NA)  -  Check  here  if  no  on-site  recycling  is  applied  to  any  waste 

straam  containing  the  lowc  chemical  or  chemical  category- 


Recycling  Methods  [enter  3-character  code(s)| 
2. 


NA 


7. 


3. 
8, 


[ 


5. 
10, 


SECTION  8.  SOURCE  REDUCTION  AND  RECYCLING  ACTIVITIES 


8.1 


a_2 


fl.3 


Column  A 

Prior  Year 
(pounds/year1) 


Quantity  released  "* 


Quantity  used  for  energy  recovery 
onsite 


B.5 


8.S 


Quantity  used  for  energy  recovery 
off  site 


Quantity  recycled  onsite 


178 


Column  B 
Current  Reporting  Year 
[pgunflslyeaO 


Column  C 
Fallowing  Year 
(pound  s/yeaO 


520 


NA 


NA 


Quantity  recycled  otfsrte 


Quantity  treated  onsite 


8.7 


8.3 


Quantity  treated  off  site 


NA 


NA 


NA 


NA 


NA 


520 


NA 


NA 


Coiumn  □ 
Second  Following  Year 
(pounrts/vaar") 


52Q 


NA. 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


IBS 


NA 


NA 


185 


Quantity  released  to  the  environment  as  a  result  ot  remedial  actions, 
catastrophic  events,  or  one-time  events  not  associated  with  production 
processes  (pounds/year) 


8.9 


a,io 


a.io.i 


Production  ratio  or  activity  index 


NA 


Oid  y^r  facility  engaae  in  any  source  reduction  activities  for  this  chemical  during  the  reporting  year?  if  not, 
enter  "NA"  in  Section  a.10.1  and  answer  Section  8.1 1. 


Source  Reduction  Activities 
[enter  codecs  >] 


Methods  to  Identify  Activity  [enter  codes) 


8.10.2 


a.io.3 


a, 10.4 


8.11- 


NA 


b. 


Is  additional  information  on  snurce  reduction,  recycling,  or  pollution  control  activities 
included  with  this  report  7  (Check  one  box) 


YES 


NO 


EPA  Form  9350-1  (Rav.  01/2Q01)  -  Previous  editions  are  obsolete. 


■  For  Dioxin  or  Diown-tike  compounds,  report  In  grams/year 
"Reoort  releases  pursuant  to  EPCRA  Section  329(8)  Including /WW™*  •  *£S; 
?umP^ ^5**8 fitting,  emptying,  dicing.  in|«bng  du<^ 
at  disposing  into  the  environment"  Do  not  include  any  quantity  treated  onsrte. 


printed  01/27/201 1  8:15AM  by  Richard.Jordan  p.  491/746 


■IMPORTANT:  Type  or  print:  read  instrjctijrts  before  zamptegng  farm)  
4rs  EPA                ;           FORM  R 


Approval  Expires:  01/31/2003 
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TOXIC  CHEMICAL  RELEASE 
INVENTORY  REPORTING  FORM 


United  States 


u.mcu  o^ks  Section  313  of  (tie  Emergency  Planning  and  Community  Rignt-to-Know  Act  of  1996, 

,m  Environmental  Protection  ajSQ  |<nawn  as  7jt|e  m  0f  the  Superfund  Amendments  and  Reauthorization  Act 
Agency 


I WHERE  TO  SEND  COMPLETED  FORMS:  1.    EPCRA  Reporting  Center        2,  APPROPRIATE  STATE  OFFICE 
P.O  Box  3343  (See  instructions  in  Appendix  F) 


Memfield,  VA  22115-3348 

ATTN:  TOXIC  CHEMICAL  RELEASE  1NVENTQRY_ 


Enter  "X"  here  rf  this 
is  a  revision  - 


Pgr  EPA  use  onty 


ATTN:  TOXIC  CHEMICAL  Kfcl.fcAi.ti  [itv&ri  i    I   

||~  Important:  See  instructions  to  determine  when  "Not  Applicable  (NAT  boxes  should  ie  checked 

i 


PART  1.  FACILITY  IDENTIFICATION  INFORMATION 


SECTION  1.  REPORTING  YEAR  2001 


I  SECTION  2.  TRADE  SECRET  INFORMATION 


I 


2.1 


i 


Are  you  claiming  the  toxic  chemical  identified  on  page  2  trade  secret? 

□ Yes  (Answer  question  2.2:             I  x  j  No  (Da  not  answer  2.2: 
Attach  substantiation  forms)     I  I       Go  to  Section  3) 


2.2 


1& Ma  copy  \     ]  Sanitized         !      I  Unsanrtad 

(Answer  only  if  "YES' in  2.1) 


I 

I 


SECTION  3.  CERTIFICATION   (Important:  Read  and  sign  after  completing  all  form  sections.) 
I  hereby  certify  that  I  have  renewed  the  attached  documents  and  that,  to  the  beat  of  my  Knowledge  and  belief,  the  submitted 
information  is  true  and  complete  and  that  the  amounts  and  values  in  this  report  are  accurate  based  on  reasonable  estimates 
using  data  available  to  the  preparers  of  this  report,   '  


Name  and  official  title  of  owner/operator  or  senior  management  official:  

GSOHGETPHILUPS  VICE  PRESB8MT  REGULATORY  AFFARS 


Signature*. 


Date  Signed: 


0U2S/2002 


SECTION  4.  FACILITY  IDENTIFICATION 


4.1 


I 


Facility  or  Establishment  Name 


SIM  METALS  CORP. 


i  Street 


I.  4.3 


I 
I 
I 
I 

I 
I 
I 
I 

I 


1 730  ELSTQM  AVENUE 


|  caylCounty/Stategip  Code 
}  CHICAGO 


COOK 


TRI  Facility  ID  Number 


S0S22S  PMT  L 1 710E 


Facility  gr  Establish  em  Name  or  Mailing  AddrwtH  different  from  street  addresi) 


Mailing  Address] 


City/StateffipCode 


Counfry  (Non-US) 


j  4.2 


4.4 


4.5 


This  report  contains  information  for 

Mmnortant  :  check  a  or  b;  check  c  or  d  if  applicable)  a 


LH 


An  entire  I  I  Part  of 
facility       b-  \  J  facility 


A  Federal 
facility  d 


GOCO 


Technical  Contact  Name 


Public  Contact  Name 


SIC  Code  ts]  (4  digits) 


4.6 


4.7 


GEORGE  PHILLIPS 


GEORGE  PHILLIPS 


TdiepHane  Number  (include  area  soda 


(773)  Z7B-DQ7Q 


Tulaphons  Number  (ineluda  area  sods 


(773)  276-Q07Q 


Primary 


a.  3341 


Latitude 


□egress 


41 


Dun  &  Bradstreel 

Number(s)  (9  digits) 


a.  005121439 


4.8 


Minutes 


54 


Seconds 


■  51 


EPA  Identification  Number 
[RCRA  i.O,  No.)  (12  characters) 


a.  1LD005121439 


4.9 


Longitude 


Decrees 


Qfl7 


Minutes 


39 


Facility  NPOES  Permit 
Numbers)  [9  characters) 


a.  NA 


b. 


4.10 


Seconds 


S3 


Underground  Injection  Well  Code 

(UlC)  l-D.  Number(s)  Q2  digits) 


a.  NA 


SECTION  5.  PARENT  COMPANY  INFORMATION 


5.1 


5.2 


Name  of  Parent  Company 


NA 


Parent  Company's  Dun  &  Bradstreet  Number 


NA 


EPA  Form  9350-1  (Rev.  01/2001)  -  Previous  editions  are  obsolete.     Printed  using  ATR5  (or  Windows 


2001  version  6,02,00 


6r28f2QC 


printed  01/27/201 1  8:15AM  by  Richard.Jordan  p.  492/746 
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EPA  FORM  R 

PART  11.  CHEMICAL-SPECIFIC  INFORMATION  (CONTINUED) 


Tftl  Facility  ID  Number 


60622SPMTL1T206 


Toxic  Chemical,  Category  or  Generic  Name 


leao  commjunds 


SECTION  7B.  ON-SITE  ENERGY  RECOVERY  PROCESSES 


|j(J         Not  Applicable  (NA)  ■ 


Check  here  if  no  on-site  energy  recovery  is  applied  to  any  waste 
stream  containing  the  loxic  chemicai  or  chemical  category. 


Energy  Recovery  Methods  [enter  3-character  codecs)' 
2 


NA 


1 


SECTION  7C.  ON-SITE  RECYCLING  PROCESSES 


(JJ 


Not  Applicable  (NA)  -  Check  here  tf"  no  on-site  recycling  is  applied  to  any  waste 

stream  containing  the  loaie  chemical  or  chemical  category. 


SECTION  8.  SOURCE  REDUCTION  AND  RECYCLING  ACTIVITIES 


a.1 


Quantity  released  " 


6J 

a. i 


Quantity  used  for  energy  recovery 
onsite 


Column  A 

Prior  Year 
(pounds/year") 


15022 


NA 


Column  B 
Current  Reporting  Year 
[pounds/year") 


Quantity  used  for  energy  recovery 
off  site 


NA 


Quantity  recycled  onsite 


8.5 


a.s 


8.7 


a.e 


Quantity  recycled  offsite 


Quantity  treated  onsite 


Quantity  treated  offsite 


NA 


MA 


NA 


NA 


Column  C 

Folkwing  Year 
{pound  ilyeaf) 


S854 


NA 


NA 


NA 


NA 


NA 


NA 


MA 


Column  O 
Second  Following  Year 
(pound-jVyftaf') 


3Q54 


NA 


NA 


NA 


MA 


NA 


NA 


8.9 


8.10 


Quantity  released  to  the  environment  as  a  result  of  remedial  sctisns, 
catastrophic  events,  of  one-time  events  not  associated  with  production 
processes  (pounda/year) 


Production  ratio  or  activity  index 


NA 


NA 


: 


NA 


NA 


NA 


NA 


NA 


□id  your  facility  engage  in  arty  source  reduction  activities  for  this  chemical  during  the  reporting  year?  If  not. 
enter  "NA*  in  Section  3.10.1  and  answer  Section  B.1 1 . 


Source  Reduction  Activities 
[enter  code(s)] 


B.10.1 


8.10.2 


B.10.3 


B.10.4 


NA 


8.11 


Methods  to  Identify  Activity  (enter  codes) 


IS  additional  information  on  source  reduction,  recycling,  or  pollution  control  activities 
included  with  this  report  ?  (Check  one  box) 


NO 


EPA  Form  9350-1  (Rev,  01/2001) -  Previous  editions  are  obsolete. 


■  For  Dtorin  or  Diown-llke  compounds,  report  to  grams^3' 

•Report  leases  pursuant  to  EPCRA  Section  *W*<^/WJ^-*&, 
oumpino  pouring,  emitting,  emptying,  discharging,  injecting,  escaping,  leaching,  dump'"*- 
«  disposing  into  the  environment'  Do  not  include  any  quantity  treated  onsite. 
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'KtPQRTANT:  Type  or  print,  read  instructions  before  completing  farm)  ____ 

4rs  EPA  ~ " ~~  FORM  R 
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_  _.    -pQ^|Q  CHEMICAL  RELEASE 

INVENTORY  REPORTING  FORM 
UnitedStates                Section  313  of  the  Emergency  Planning  and  Commumr^  RighWo- Know  Act  oM9  86,  _ 
Environmental  Protection  a{go  known  as  Title. Ill  of  the  Superfund  Amendments  and  Reauthorization  Act 
Agency  '* J     "  ^==««1=«»==_K 


HERE  TO  SEND  COMPLETED  FORMS:  1. 


2.  APPROPRIATE  STATE  OFFICE 
(See  instructions  in  Appendix  F) 


EPCRA  Reporting  Center 
P. O  Box  3348 
MemfieW,VA  22116-3348 

ATTN:  TOXIC  CHEMICAL  RELEASE  INVENTORY 


Enter  "X"  here  if  this 
is  a  revision 


For  EPA  use  only  ~~f 


[important  See  instructions  to  determine  when  "Not  Applicable  (NAT  boxes  should  be  checked. 

PART  !.  FACILITY  IDENTIFICATION  INFORMATION 


'  SECTION  1.  REPORTING  YEAR  2O01 


SECTION  2.  TRADE  SECRET  INFORMATION 


2.1 


Are  you  claiming  the  tone  chemical  identified  on  page  2  trade  secret? 

□ Yes  (Answer  question  2.2;             I  X  |  No  (Go  not  answer  2.2: 
Attach  substantiation  forms)     I  |       Go  lo  Sexton  3) 


2.2 


Is  this  copy  |      |  Sanitised         Q  UnsanitizeC 

(Answer  only  if  "YES"  in  2.1) 


SECTION  3.  CERTIFICATION   {Important:  Read  and  sign  after  completing  all  form  sections.) 


.1  hereby  certify  that  I  have  reviewed  the  attached  documents  and  that,  to  the  best  of  my  knowledge  and  belief,  the  submitted 
information  is  true  and  complete  and  that  the  amounts  and  values  in  this  report  are  accurate  based  on  reasonable  estimates 
using  data  available  to  the  preparers  of  this  report. 


Name  and  official  title  of  owner/operator  or  senior  management  official: 


GEDRGe  T.  PHtUUPS 


VtCE  PRESENT  REGULATORY  AFFAIRS 


Signature: 


Oate  Signed. 


SECTION  4.  FACILITY  IDENTIFICATION 


4.1 


Facility  a  r  Establish  merit  Kama  | 


SP I  METALS  CORP 


I 
I 
I 
I 
I 

t 

I 
I 
I 
I 


Street 


IfZO  ELSTON  AVENUE 


TRI  Facility  ID  Number 


SQe22SPMTL1720E 


Facility  or  EstaMstimenl  Name  or  Mailing  Address<M  different  from  afreet  address)  \ 


MaiLbfvg  Address  I 


CrtyJC  aunty' Stale/Zip  Code  | 


CHICAGO 


COOK 


City/Statetep  Code 


Country  (Non-US) 


4.2 


4.3 


This  report  contains  information  for: 

(imnnrtant  :  checK  a  or  b:  check  c  or  d  if  applicable) 


Part  of  a 
facility 


□ 


A  Federal 
facility 


□ 


GOCO 


4.4 


4.5 


4.6 


4.7 


Technical  Contact  Name 


Public  Contact  Name 


SIC  Code  (s)  <4  digits) 


GEORGE  PHILLIPS 


GEORGE  PHILLIPS 


Primary.. 


3341 


Latitude 


degrees 


41 


Dun  4  Bradstreet 
Number(s)  [9  digits) 


a.  005121439 


4.8 


MinulM 


54 


Seconds 


51 


EPA  Identification  Number 
ffiCRA  I. Q.  No.)  f  12  characters) 


a.  ILDO05121439 


4.9 


Telephone  Mum  bat  lincluds  area  cada| 


(773)  278-0070 


Telephone  Number  i  include  area  code 


<773)  !78-0070 


Longitude 


Degrees 


037 


Minutes 


39 


Seconds 


53 


Facility  NPOES  Permit 
Number(s)  (3  characters). 


a.  NA 


4.10 


Underground  Injection  Wetl  Code 
{UIC)  I.Q.  Number(s)  <l2digitsl 


NA 


SECTION  5.  PARENT  COMPANY  INFORMATION 


5.1 


5.2 


Name  of  Parent  Company 


NA 


Parent  Company's  Dun  &  Bradstreet  Number 


NA 


□ 


EPA  Form  9350-1  (Rev.  0tJ2QD1)  -  Previous  editions,  are  obsolete.     Printed  using  ATRS  for  Windows       Z001  version  6.Q2.00 
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Page  S  oi  5 


EPA  FORM  ft 
-SPECIFIC  INFORMATION  (CONTINUED) 

TRl  Facility  ID  Number 
e0622SPMTL1720E 

PART  1!.  CHEMICAL 

Tonic  Chemical.  Category  or  Generic  Name 

MANGANESE 

~rcT!ON  7B    riM-SITE  FNFRC5Y  RECOVERY  PROCESSES 

j  x  j         Not  Applicable  (NA)  - 

Check  here  if  no  on-site  energy  recovery  is  applied  So  any  waste 
stream  containing  the  tome  chemical  or  chemical  category. 

Energy  Recovery  Methods  (enter  3-character  codets)] 

1 

NA 

2 

3 

4 

SECTION  7C.  ON-SITE  RECYCLING  PROCESSES 

j  ]         Nor  Applicable  (NA)  -  Chec*  here  if  no  on-site  recycling  is  applied  to  any  waste 

I  *  I                                     stream  containing  the  Iomc  chemical  or  chemical  category. 

Recycling  Methods  [enter  3-character  codefs)] 

1. 

NA 

2. 

3. 

4. 

S. 

6. 

7. 

8. 

9. 

10. 

SECTION  8.  SOURCE  REDUCTION  AND  RECYCLING  ACTIVITIES 


S.1 


8.3 


B.4 


8.5 


Quantity  released  *™ 


Quantity  used  for  energy  recovery 
onsite 


Quantity  used  (or  energy  recovery 
offsite 


Column  A 
Prior  Year 
(poundsfyear*) 


87 


NA 


Column  B 
Current  Reporting  Year 
(pQundsfiraar") 


122 


NA 


NA 


Quantity  recycled  onsite 


Quantity  recycled  offsite 


3.6 


1 


8.7 


8.8 


8.9 


Quantity  treated  onsite 


Quantity  treated  oftste 


NA 


NA 


NA 


NA 


NA 


NA 


Column  C 
Following  Year 
(pounds/year") 


122 


NA 


NA 


NA 


NA 


NA 


Quantity  released  to  the  environment  as  a  result  ot  remedial  actions, 
catastrophic  events,  or  one-lime  events  no!  associated  i**(th  production 
processes  (poundsfyear) 


NA 


Column  D 
Sacond  Foilowing  Year 
{pounds /year"] 


122 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


Production  ratio  or  activity  index 


NA 


8.10 


Did  your  facility  engage  in  any  source  reduction  activities  for  this  chemical  during  the  reporting  year?  If  not, 
enter  "NA"  in  Section  3.10.1  and  answer  Section  8.11.  


Source  Reduction  Activities 
[enter  eode(s)l 


8.10.1 


8,10.2 


8.10.3 


8.10.4 


8.11 


+1A 


Methods  to  Identify  Activity  (enter  codes) 


b. 


is  additional  information  on  sourca  reduction,  recycling,  or  pollution  control  activities 
included  with  this  report  ?  (Check  one  box) 


yes 


NO 


EPA  Form  9350-?  {Rev.  01/2001)  •  Previous  editions  are  OtJSdete. 


"  For  Diowt  or  Oiojdn-likB  compounds,  report  in  gramsfrear 
—  Report  releases  pursuant  to  EPCRA  Section  329(8)  including  "any  spilling,  teakirfl. 
pumping,  pouring,  emitting,  emptying,  discharging,  injecting,  escaping,  leaching,  dump™, 
or  disposing  into  the  environment.'  Do  not  include  any  quantity  treated  onsite. 
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IMPORTANT:  Type  or  print;  read  instructions  before  comnletinq  form)  
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TOXIC  CHEMICAL  RELEASE 
INVENTORY  REPORTING  FORM 


United  States 


Section  313  of  the  Emergency  Planning  and  Community  Right-to-Know  Act  of  1936, 


Environmental  Protection  ajs0  knowri  as  Title  lit  of  the  Superfund  Amendments  and  Reauthorization  Act 


Agency 


2  APPROPRIATE  STATE  OFFICE 
(See  instruct] otis  in  Appendix  F) 


'■WHERE  TO  SENO  COMPLETED  FORMS:  1.    EPCRA  Reporting  Center 
■  P.O  Box  3348 

MenifiHid,  VA  221 1 6~334S 

ATTN:  TOXIC  CHEMICAL  RELEASE  INVENTORY 


Enter  "X"  fiere  if  this 
is  a  rewsion 


Fof  £PA  use  Q"ly 


[important:  See  instructions  to  determine  when  "Not  Applicable  (NA)"  boxes  should  be  checked 


PART  I.  FACILITY  IDENTIFICATION  INFORMATION 


I  SECTION  1.  REPORTING  YEAR  2O01 


SECTION  2.  TRADE  SECRET  INFORMATION 


!  2.1 


Are  you  claiming  the  toxic  chemical  identified  on  page  2  trade  secret? 

HNo  (Oo  no!  answer  2.2: 
.  Goto  Section  3) 


□ Yes  {Answer  question  2,2; 
Attach  substantiation  forms). 


2.2 


Is  this  copy  Sanitized         I      I  Unsanitized 

(Answer  only  if  "YES"  in  2.1) 


□ 


SECTIO  NX  CERTIFICATION   {Important:  Read  and  sign  after  completing  all  form  sections.) 
Iheretay  certify  that  t  have  reviewed  ths  attached  documents  and  thai.  W.the  best  of  my  knowledge  and  belief,  the  submitted 
information  is  true  and  complete  and  that  the  amounts  and  values  in  this  report  are  accurate  based  on  reasonabte  est.mates 
using  data  available  to  the  preparers  of  this  report. 


Name  and  official  title  of  twiner/operator  or  senior  management  official: 


GEORGE  T.  PHIUJPS 


VICE  PK£SOeNTfl£GUtXirjRYAfFAIflS 


M  SECTION  4.  FACILITY  IDENTIFICATION 


Signature: 


□ate  Signed: 


06rjaJ2OO2 


4.1 


Facility  or  Establishment  Name 


5 pi  METALS  COUP. 


Street  j 


1720  EL5T0N  AVENUE 


City/ County! State/zip  Code 


TRl  Facility  ID  Number 


6Q622SPMTL 17206 


Facility  or  Establishment  Kame  or  MaiHnfl  Addrasslit  different  from  street  a<Ul«M] 


Mailing  Address 


CHICAGO 


COOK 


IL  60622- 


City/State/ZjpCode 


Country  (Nan-US> 


4.2 


This  report  contains  information  for: 

flmportant  :  chee*  a  or  b:  checK  c  ord  rf  applicable)  a' 


GOCO 


4.3 


4.4 


4.5 


4.6 


Technical  Contact  Name 


Public  Contact  Name 


SIC  Coda(s)  [4  digits) 


GEORGE  PHILLIPS 


George  phillips 


Primary 


3341 


4.7 


Latitude 


Degrees 


41 


Minutes 


54 


Seen flds 


51 


Dun  &  Brad  street 
Numberts)  (9  digits) 


a.  005121439 
b. 


4.8 


EPA  Identification  Number 
(RCRA  I.O.  No  )  (12  characters) 


a.  1LDO0S12U39 


4.9 


Longitude 


Telephone  Number  (include  area  coda 


(773)  278-0070 


Telephone  Number  (include  area  soda 


(771)  178-0070 


Degrees 


067 


Minutes 


39 


Seconal 


53 


Facility  NPDES  Permit 
Numbers)  [9  characters) 


a.  NA 


I  underground  injection  Well  Coda 
4-10|   (UlCj  I.D.  Number(s)  (12  digits) 


a.  NA 


SECTIONS.  PARENT  COMPANY  INFORMATION 


5.1 


5.2 


Name  of  Parent  Company 


NA 


Parent  Company's  Oun  A  Sradstreet  Number 


NA 


EPA  Form  3350-1  (Raw.  O1/20Q1)  -  Previous  editions  ara  obsolete. 


Printed  using  ATRS  for  Windows 


2001  version  S,02.QO 


6/2S/3QI 


printed  01/27/201 1  8:15AM  by  Richard.Jordan  p.  496/746 
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EPA  FORM  R 

PART  II.  CHEMICAL-SPECIFIC  INFORMATION  (CONTINUED) 


TRI  Facility  ID  Number 


6DS22SPMTL1 720E 


Tome  Chemical.  Category  or  Genetic  Name 


NICKEL 


SECTION  7B.  ON-SITE  ENERGY  RECOVERY  PROCESSES 

la 


Not  Applicable  [NA)  - 


Check  here  if  no  on-site  energy  recovery  is  applied  to  any  waste 
stream  containing  the  toxic  chemical  or  chemical  category. 


- 


1  NA 


Energy  Recovery  Methods  [enter  3-character  codets)] 
2 


SECTION  7C.  ON-SITE  RECYCLING  PROCESSES 


Not  Applicable  (NA)  -  Check;  here  if  no  on-site  recycling  is  applied  to  any  waste 

stream  containing  the  toxic  chemical  or  chemical  category- 


Recycling  Methods  [enter  3-character  code(s)] 
2. 


NA 


SECTION  8,  SOURCE  REDUCTION  AND  RECYCLING  ACTIVITIES 


8.1 


Quantity  released 


B.2 


3.3 


8.4 


Quantity  used  for  energy  recovery 
onstte 


Quantity  used  (or  energy  recovery 
off  site 


Column  A 
Prior  Year 
(pounds^fear"t 


1457 


NA 


Column  B 
Current  Reporting  Year 
(pounds/year') 


55 


NA 


NA 


Quantity  recycled  onsite 


B.5 


3.G 


B.7 


Quantity  recycled  off  site 


Quantity  treated  onsite 


Quantity  treated  offsite 


NA 


NA 


NA 


NA 


Column  C 
Foikvring  Year 
(pound  sryear) 


63 


NA 


Column  0 
Second  Following  Year 
(paundsiyaar*) 


68 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


a.a 


a.9 


8.10 


Quantity  released  to  the  environment  as  a  result  of  remedial  actions, 
catastrophic  events,  or  one-time  events  not  associated  with  production 
processes  {oaurtdsiYflar) 


NA 


NA 


MA 


NA 


NA 


NA 


NA 


NA 


NA 


Production  ratio  or  activity  index 


NA 


Did  your  facility  engage  in  any  source  reduction  activities  for  this  chemical  during  the  reporting  year?  If  not. 
enter  "NA"  in  Section  8.10.1  and  answer  Section  8.11.   


Source  Reduction  Activities 
[enter  code(s)] 


8.15.1 


8.10.2 


8.10.3 


8.10.* 


8.11 


NA 


Methods  to  Identity  Activity  (enter  codes) 


i! 


Is  additional  information  on  source  reduction,  recycling,  or  pollution  control  activities 
included  with  this  report  ?  (Check  one  box) 


EPA  Form  9350-1  (Rev.  01/2001)  -  Previous  editions  are  obsolete. 


'  For  Dioxin  or  Oioan-ltke  compounds,  report  in  grams/year 
-Report  releases  pursuant  to  EPCRA  Section  329(3)  Including  "any  spiffing.  ^"9- 
pumpirtg.  pounng,  emitting,  emptying,  discharging,  injecting,  escaping,  leaching,  dumping, 
or  disposing  into  the  environment  "  Do  not  include  any  quantity  treated  oflSrte, 


printed  01/27/201 1  8:15AM  by  Richard-Jordan  p.  497/746 


I 

1 


ryuu  .-vyy  w"^*-!  ^L 
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United  States  Section  313  of  the  Emergency  Planning  and  Community  RighWo-Know 

Environmental  Protection  a|50  knovvn  as  title  ill  of  the  Superfund  Amendments  and  Reauthonzati 

Agency  "  *  =- 
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TOXIC  CHEMICAL  RELEASE 
INVENTORY  REPORTING  FORM 

Act  of  1986, 
;ion  Act 


2.  APPROPRIATE  STATE  OFFICE 
(Sea  instructions  in  Appendix  F) 


WHERE  TO  SEND  COMPLETED  FORMS:  1.    EPCRA  Reporting  Center 

P.O.  Box  3348  - 
Merrifiefd.VA  221 15-3148 

ATTN-  TOXIC'CHEMICAL  RELEASE  INVENTORY 


Enter  "X*  here  if  this 
is  a  revision 


For  EPA  use  only 


important:  See  instructions  to  determine  when  "Not  Applicable  tNA)"  boxes  should  be  checked. 

PARTI.  FACILITY  IDENTIFICATION  INFORMATION  

'M  SECTION  1.  REPORTING  YEAR  2001_ 


SECTION  2.  TRADE  SECRET  INFORMATION 


2,1 


Are  you  claiming  ttte  tonic  chemical  identified  on  page  2  trade  secret? 

□ Yea  (Answer  question  2,2; 
Attach  substantiation  forms) 


□ 


No  (Do  not  answer  2.2; 
Go  to  Section  3) 


2.2 


la  mis  copy  j  .    |  Sanitized 

(Answer  only  if  "YES"  in  2.1) 


|       |  Unsan 


irlized 


SECTION  3.  CERTIFICATION .  (Important:  Read  and  sign  after  completing  all  form  sections.) 
i  hereby  certify  that  I  haw  reviewed  the  attached  documents  and  that,  to  the  bwt  of  my  knowledge  and  belief,  the  submitted 
information  is  true  and  complete  and  that  the  amounts  and  values  in  this  report  are  accurate  baaed  on  reasonable  estimates 
using  data  available  to  ttie  preparers  of  this  report. 


Name  and  official  title  of  owner/operator  or  senior  management  official: 


Signature: 


□ate  Signed; 


GEORGE  T.  PHliPS 


VICE  PRSSOENT  REGULATOR V  AF FAIRS 


06/2flJ!0O2 


SECTION  4.  FACILITY  IDENTIFICATION 


4.1 


TRl  Facility  ID  Number 


80622SPMTL 1 7  20  E. 


Facility  or  Establishment  Name 


SFI  METALS  COW. 


Street 


EL5TON  AVENUE 


CityrCaunty/StatefZip  Cade  | 

C  MICA  SO  COOK 


60622- 


Fasility  of  establishment  Name  or  Mailing  Addreasfif  different  (ram  itreet  address) 


Mailing  Address 


City/Stateglp  Cade  j 


Country  (Non-US) 


T 


4.2 


4.3 


4.4 


4.S 


This  report  contains  information  for: 

(Important  :  check  a  or  b;  check  c  or  d  if  applicable) 


HAn  entire  ^  |  j  Part  of  a 
facility     .    b-  |  J  fsatl^ 


□ A  Federal  I  I 
facility         d-  \  | 


GOCO 


Technical  Contact  Name 


Public  Contact  Name 


SIC  Code  (s)  (4  digits) 


GEORGE  PHILLIPS 


GEORGE  PHILLIPS 


Primary 


3341 


4.6 


4.7 


Latitude 


Degrees 


41 


Dun  &  Brsdstreet 

_Nurribgr{s)  O  ai9il3> 


a.  QQS121433 


4.8 


Minulei 


j  


S4 


Seconds 


51 


Longitude 


EPA  Identification  Number 
[RCRA1.D-  No.)  (12  characters) 


a.  ILOO0SUU39 


4.9 


Telephone  Number  |  include  araa  code[~ 


(773)  Z7B-OO70 


Tale  phone  Numbar  (include  area  coda 


(773)  276-0070 


d. 


Degrees 


087 


Minutes 


39 


Seconds 


53 


Facility  NPDES  Permit 
Number(s)  (9  characters) 


NA 


4.10 


Underground  Injection  Well  Code 
-  JUIC)  I.D.  Numbers)  (12  digits) 


a.  NA 


SECT10 N5.  PARENT  COMPANY  INFORMATION 


5.1 


5.2 


Name  of  Parent  Company 


NA 


Parent  Company's  Dun  &  Bradstreet  Number 


MA 


EPA  Form  9350-1  (Rev.  01/2001)  -  Previous  editions  are  obsolete.    Printed  usmg  ATRS  lor  Windows       2001  version  6.02.00 
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EPA  FORM  R 

PART  II.  CHEMICAL-SPECIFIC  INFORMATION  (CONTINUED) 


TRI  Facility  ID  Number_ 


6O622SPMTL1720E 


Tonic  Chemical.  Category  gr  Generic  Name 


SECTION  7B.  ON-SITE  ENERGY  RECOVERY  PROCESSES 


Nol  Applicable  (NA)  - 


Check  here  if  no  on-site  energy  recovery  is  applied  to  any  waste 
stream  containing  the  toxic  chemical  or  chemical  category. 


Energy  Recovery  Methods  (enter  3-charaeter  code[s)] 
2 


NA 


SECTION  7C.  ON-SITE  RECYCLING  PROCESSES 


Nat  Applicable  (NA)  -  Cheek  here  if  no  on-site  recycling  is  applied  to  any  waste 
stream  containing  the  toxic  chemical  or  chemical  category. 


Recycling  Methods  [enter  3-character  code{s)] 
2. 


NA 


3. 
8. 


5. 
10. 


SECTION  8.  SOURCE  REDUCTION  AND  RECYCLING  ACTIVITIES 


8.1 


8.2 


Quantity  released 


Quantity  used  (w  energy  recovery 
orrsrte 


S.J       Quantity  used  for  energy  recovery 
affstle 


a.4 


8.5 


8.6 


8.7 


s.s 


B.9 


□uantrty  recycled  on  site 


Quantity  recycled  offsite 


Quantity  treated  onsite 


Quantity  treated  offsite 


Column  A 
Prior  Year 
(pounds/yean 


1457 


NA 


NA 


NA 


NA 


Column  B 

Current  Reporting  Year 
( pound  sfyear") 


68 


NA 


NA 


NA 


Column  C 
Following  Year 
(pound  a/year") 


SB 


NA 


NA 


MA 


NA 


MA 


NA 


NA 


NA 


Quantity  released  to  the  environment  as  a  result  of  remedial  actions, 
catastrophic  events,  or  one-time  events  not  associated  with  production 
processes  (pound  a  /year) 


Production  ratio  or  activity  index 


NA 


Column  D 
Second  Following  Year 
(pounds/year") 


68 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


NA 


8.10 


a.10.1 


a.  10.2 


8.1 0.3 


8.10.4 


8.11 


Did  your  facility  engage  in  any  source  reduction  activities  for  this  chemical  during  the  reporting  year?  If  net, 
enter  "NA"  in  Section  3.10. 1  and  answer  Section  S.11. 


Source  Reduction  Activities 
[enter  code(s)] 


NA 


Methods  to  Identify  Activity  (enter  codes) 


o. 


is  additional  tnf ormaiion  on  source  reduction,  recycling,  of  pollution  control  activities 
included  with  this  report  7  {Chech  one  box) 


YES 


NO 


EPA  Form  9350-1  (Rev.  01/2001)  -  Previous  editions  are  obsolete. 


*  ForQkjxi/i  or  Clcan-lika  compounds,  report  in  grarrts'Year 
—  Report  releases  pursuant  to  EPCRA  Section  323(3)  Inducing  "any  spilling, 

pumping,  pouring,  emitting,  emptying,  discharging,  injecting,  escaping,  leaching,  dumping. 
or  disposing  into  the  environment.*  Do  not  include  any  quantity  Ireatad  onsite. 
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217/782-2113 


FEDERALLY  ENFORCEABLE  STATE  OPERATING  PERMIT  -  NSPS  SOURCE 

PERMITTEE 

Sipi  Metal  Corporation 
Attn:  George  Phillips,  V,p. 
172  0  North  Els ton  Avenue 
Chicago,    Illinois       60622- 1573 

Application  Ho, ;  72090151 
Applicant 1 3  Designation : 

Subject :  Copper  and  Non  Ferrous  Alloys  Smelting  Facility 
Date  Issued:  July  6,  2001  Expiration  Date:  July  6 

Location:    1720  North  Elston  Avenue,  Chicago 


I -P.    Mo, :  031600ARH 
Date  Received:     February  21,  2O01 


2006 


This  permit  is  hereby  granted  to  the  above-designated  Permittee  to  OPERATE 
emission  source (s)    and/or  air  pollution  control  equipment  consisting  of  the 
following  units  pursuant  to  the  above-referenced  application: 


Emission  Units 

Rotary  furnace  BERTHA 
Reverberatory  U-  furnace 
Rotary  furnace  TILLIE 
Rotary  furnace  BESSIE 
Tin  shot  kettle 
6  crucible 

Induction  furnace  BLANCH 
Roasting/Drying  furnace 
Induction  furnace  ROSIE 
Induction  furnace  PHYLLIS 
Shredder  mill 
Screen  mill 
Hammer  mill 
Shotblaster 


Control  Equipment 

Settling  chamber  &  baghouse  #1 
Settling  chamber  &  baghouse  #1 
Baghouse  #2 

Baghouse  #3  &  afterburner 
Baghouse  #4 
Baghouse  #4 
Baghouse  #4 
Baghouse  #4 
Baghouse  #3 
Baghouse  #3 
Baghouse  #5 
Baghouse  #5 
Baghouse  #S 
Baghouse  #7 


&  afterburner 


This  Permit  is  subject  to  standard  conditions  attached  hereto  and.  the 
following  special  condition ( s ) : 


la.       This  federally  enforceable  state  operating  permit  i3  issued  to  limit 

the  emissions  of  Particulate  Matter   CPM-10),   Volatile  Organic  Material 
(VOMJ    and  Hazardous  Air  Pollutants    [HAPs)    from  the  source  to  less  than 
major  source  thresholds    (i.e.,    100  tons/year  for  PM-1Q,   25  ton/year  for- 
a  VOM  and  10  tons/year  far  a  single  HAP  and  25  tons/year  for  totaled 
HAP) .     As  a  result,   the  source  is  excluded  from  requirements  to  obtain 
a  Clean  Air  Act  Permit  Program  permit.     The  maximum  'emissions  of  this^ 
source,   as  limited  by  the  conditions  of  this  permit  are  described  in 
Attachment  A. 


b. 


Prior  to  issuance,  a  draft  of  this  permit  has  undergone  a  public  notice 
and  comment  period. 
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c.      This  permit  supersedes  all  operating  permits  for  this  location  - 

2a.       The  Electric  Induction  Furnaces  ROSIE,   BLANCH  and  PHYLIS  are'  subject  to 
a" New  Source  Performance  Standard    (NSPS)    for.  Secondary  Brass  and  Bronze 
Production  Plants,   40  CFR  60,   Subparts  A  and  M.     The  Illinois  EPA  is 
administering  WSPS  in  Illinois  on  behalf  of  the  United  States  EPA  under 
a  delegation  agreement .  , 

b.  The  opacity  from  the  electric  induction  furnaces  shall  not  exceed  10%. 

c.  '  At  all  times,   the  Permittee  shall  also,   to  the  extend  practicable, 

■  maintain  and  operate  these  furnaces,   including  "associated  air  pollution 
control  equipment,   in  a  manner  consistent  with  good  air  pollution 
control  practice  for  minimizing  emissions .  . 

3a.       The  raw  material  throughput  of  all  fumaceo  at  the  plant  Ehall  not 
exceed  the  following  limits :  < 


Item  of  Equipment 

3  Rotary  Furnaces  (Total) 

Reverberatory  Furnace 

3  Induction  Furnaces  (Total) 

Tin  shot  kettle  and  6  Cubicle  (Total) 

Roaster/Dryer 


Process  Rate 

(Tons /Month)  (Tons/Year) 


4,  000 
950 

1,  600 
200 
300 


37, 700 
9,500 
IS, 200 

2,  000 

3,  000 


Emissions  of  all  furnaces  at  the  plant  shall  not  exceed  the  following 
limits; 


Operating 

E  M 

I    s  s 

I  O 

N  S 

Hours 

PM 

so 

2 

CO  ■ 

Furnaces 

(Hr/Yr) 

(T/Mo) 

(T/Yr) 

(T/Mo) 

(T/Yr) 

(T/Mo) 

(T/Yr) 

3  Rotary 

7,560 

1.7 

17  .  2' 

0.1 

O.S 

0  .8 

8 

Reverberatory 

7,  5S0 

1.3 

12.  4 

S  Crucibles 

3  ,  840 

0  .02 

0.2 

Tin  Shot  Kettle  & 

Blanch  Induction 

3  ,  840 

0  .05 

0.5 

0.4 

3.7 

Phyllis/Rosie 

Induction 

' 8, 400 

0  .  05 

0.5 

0.6 

5.9 

Roasting/Drying 

3,B4  0 

0.8 

7.7 

Totals 

38  .5 

0  .  9 

17  .6 

Operating, 

E  " 

MIS 

S  I 

O  N 

S 

Hours 

NO  it 

VOM 

Furnaces 

(Hr/Yr) 

(T/Mo) 

(T/Yr) 

(T/MO) 

(T/Yr) 

3  Rotary 

7  ,550 

0  .08 

0  .  8 

1 

2 

12  . 1 

Tin  Shot  Kettle  & 

Blanch  Induction 

'3  ,  840 

0  .06 

0  .56 

0 

3 

2  .  9 

Phyllis/Rosie 

Induction 

8,400 

0 

4 

3  .  8 

Tacala 

1.3S 

13  ,8 
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c.  These  limits  are  based  on  stack  test  data,   Fire  5.0  and  standard 
emission  AP-42  factors. 

d.  Compliance  with  annual  Limits  shall  be  determined  on  a  monthly  basis 
from  the  sum  of  the  data  for  the  current  month  plus  the  preceding  11 
months . 

4  .         The  emissions  of  HAPs  as  listed  in  Section  112 (b)   of  the  Clean  Air  Act 
shall  not  equal  or  exceed  10  tons  per  year  of  any  single  HAP  or  25  tons 
per  year  of  any  combination  of  such  HAPs,   or  such  lesser  quantity  as 
USEPA  may  establish  by  rule  which  would  require  the  Permittee  to  obtain 
a  Clean  Air  Act  Permit  Program  permit  from  the  Agency.     As  a  result  of 
this  condition,    this  permit  is  issued  based  on  the  emissions  of  any  HAP 
from  this  source  not 'triggering  the  requirement   to  obtain  a  Clean  Air 
Act  Permit  Program  permit  from  the  Agency,' 

5.  This  permit  is  issued  based  on  negligible  emissions  of  particulate 
matter  from  three  mills  and  shotblaster.     For  this  purpose,  emissions 
from  each  emission  source  shall  not  exceed  nominal  emission  rate  of  0 . 1 
lb/hour  and  0.4  4  ton/year. 

6.  Natural  gas  combustion  shall  not  exceed  the  following  limits: 


EMISSIONS 
NO*  CO  VOM  PM 

Total  Maximum  Firing  Rate  (T/Yr}        (T/Yr)        (T/Yr)  (T/Yr) 

51. 5  mmBtu/HOur  21  17.8  1.2  l.S 

7.         This  permit   is  also  issued  based  on  emissions  of  carbon  monoxide  (CO) 
from  any  fuel  combustion  emission  source  not  exceeding  200  ppm 
corrected  to  a  50%  excess  air  pursuant  to  .3S  111.  Adm.   Code  216.121. 

8  -         This  permit   is  issued  based  on  emissions  of  volatile  organic  material 

from  any  emission  unit  not  exceeding  8  lb/hour  pursuant  to  35  111-  Adm. 
Code  218.301. 

9a.       This  permit   is  also  issued  based  on  emissions  of  particulate  matter  not 
exceeding  the  limits  determined  by  35  111.  Adm.   Code  212.321. 

b.       This  permit  is  also  issued  based  on  visible  emissions  of  particulate 

matter  from  any  emission  unit  not  exceeding  30%  opacity,  pursuant  to  35 
111.  Adm.  Code  212.123. 

10.  This  permit  is  also  issued  based  on  emissions  of  sulfur  dioxide  (S0:) 
from  any  emission  unit  no't  exceed  2,000  ppm  pursuant  to  35  111.  Adm. 
Code  214.301. 

11-  The  Permittee  shall,  in  accordance  with  the  manufacturer  and/or  vendor 
recommendations,  perform  periodic  maintenance  on  the  pollution  control 
equipment  covered  under  this  permit  such  that  the  pollution  control 
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equipment  be  kept  in  proper  working  condition  and  not  cause  a  violation 
of  the  Environmental  Protection  Act  or  regulations  promulgated 
thereunder. 

12-       Wo  person  shall  cause  or  allow  any  visible  emissions  of  fugitive 

,■  particulate  matter  from  any  process,   including  any  material-  handling  or 
storage  activity  beyond  the  property  line  of  the  emission  source, 
pursuant  to  35  111.  Adm.   Code  212.301. 

13 .  In  the  event  that  the  operation  of  this  source  results  in  an  odor 
nuisance,    the  Permittee  shall  take  appropriate  and  necessary  actions  to 
minimise  odors,   including  but  not  limited  to,   changes  in  raw  material 
or  installation  of  controls,   in  order  to  eliminate- the  nuisance. 

14.  The  Permittee  shall  maintain  records  of  excess  emissions  during 
malfunction  and  breakdowns .     As  a  minimum,   these ■ records   shall  include : 

a.  Date  and  duration  of  malfunction  or 'breakdown : 

b.  A  full  and  detailed  explanation  of  the  cause  for  such  emissions; 

c.  The  contaminants  emitted  and  an  estimate  of  the  quantity  of 
emissions  ,- 

d.  The  measures  used  to  reduce  the  quantity  of  emissions  and  the 
duration  of  the  occurrence,-  and 

e.  the  steps  taken  to  prevent  similar  malfunctions  or  breakdowns  or 
reduce  their  frequency  and  severity. 

15a .     The  Permittee  shall  maintain  monthly  records  of  the  following  items : 

i.  Amount  of  the  materials  charged  to  each- furnace   (tons/month); ■ 

ii.  Description  of  the  materials  charged  to  each  furnace    (VOM  and  HAP 
content,  weight  percent  of  precious  metals,  etc.) 

b.       The  Permittee  shall  maintain  operating  and  maintenance  logs  for  the 

pollution  control  system,    including:   operating  data,   with  pressure  drop 
and  stack  condition,  maintenance  activities,  with  date  and  description 
of  inspection,   repair  actions,  and  equipment  or  filter  bag 
replacements,  etc. 

15.  All  records  and  logs  required  by  this  permit  shall  be  retained  at  a 
readily  accessible  location  at  the  source  for  at  least  three  years  from 
the  date  of  entry  and  shall  be  made  available  for  inspection  and 
copying  by  the  Illinois  EPA  upon  request.    Any  records  retained  in  an 
electronic  format    (e.g.,    computer)    shall  be  capable  of  being  retrieved 
and  printed  on  paper  during  normal  source  office  hours  so  as  to  be  able 
to  respond  to  an  Illinois  EPA  request  for  records  during  the  course  of 
a  source  inspection- 
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17.       If  there  is  an  exceedance  of  the  requirements  of  this  permit  as 

determined  by  the  records  required  by  this  permit,   the  Permittee  shall 
submit  a  report  to  the  Illinois  EPA's  Compliance  Section  in 
Springfield, ■ Illinois  within  30  days  after  the  exceedance.     The  report 
shall  include  the  emissions  released  in  accordance  with  the 
recordkeeping  requirements,    a  copy  of  the  relevant  records,   and  a 
description  of  the  exceedance  or  violation  and  efforts  to  reduce 
emissions 'and  future  occurrences . 

IS.       Two   [2)   copies  of  required  reports  and  notifications  concerning 

equipment  operation  or  repairs,  performance  testing  or  a  continuous 
monitoring  system  shall  be  sent  to : 

Illinois  Environmental  Protection  Agency 
Division  of  Air  Pollution  Control 
Compliance  Section  (#40) 
P.O.   Box  19276  ■ 

Springfield,    Illinois  62794-9276 

and  one  (1)  copy  shall  be  sent  to  the  Illinois  EPA's  regional  office  at 
the  following  address  unless  otherwise  indicated: 

Illinois  Environmental  Protection  Agency  - 

Division  of  Air  Pollution  Control 

9511  West  Harrison 

Des  Plaines,    Illinois  60016 

19.     The  Permittee  shall  submit  the  following  additional  information  with  the 
Annual  Emissions  Report,   due  May  1st  of  each  year:     amount  of  materials 
charged  to  each  furnaces    (tons/month  and  tons/year);  description  of 
materials  charged  to  each  furnace   (VOM  and  HAP  content,   wt .  %  of  precious 
metals ,   etc) . 

If  you  have  any  questions  on  this,  please  call  Randy  Solomon  at  217/782-2113. 


Donald  E.   Sutton,  P.E. 

Manager,    Permit  Section 

Division  of  Air  Pollution  Control 

DES :RBS :psj 


cc :       Iepa,   FOS  Region  1 
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Attachment  A  -  Emissions  Summary 

This  attachment  provides  a  summary  of  the  maximum  emission  from  the  Precious 
Metals  Recovering  Facility  operating  in  compliance  with  the  requirements  of 
this  federally  enforceable  permit.     In  preparing  this  summary,    the  Agency 
used  the  annual  operating  scenario  which  results  in    maximum  emissions  from 
such  a  plant.     This  is  processing  of  68,400  tons  of  the  materials  per  year. 
The  resulting  maximum  emissions  are  well  below  the  levels,   e.g.,    LOO  tons  per 
year  of  PM-10,   25  tons  per  year  of  VOM,    10  tons  per  year  for  a  single  HAP, 
and  25  tons  per  year  for  totaled  HAP  at  which  this  source  would  be  considered 
a  major  source  for  purposes  oE  the  Clean  Air  Act  Permit  Program.  Actual 
emissions   from  this   source  will  be   less  than  predicted  in  this   summary  to  the 
extent  that  material  is  handled, , and  control  measures  are  more  effective  than 
required  in  this  permit. 

1.         Emissions  of  all  furnaces  at  the  plant  shall  not  exceed' the  following 
limits :       '  ■ 


Operating ■ 

E  K 

I    s  s 

I  O 

N  S 

Hours 

PM 

so 

CO 

Furnaces 

(Hr/Yr)- 

(T/Mo) 

IT/Yr) 

(T/MO) 

(T/Yr) 

(T/Mo)  (T/Yr) 

3  Rotary 

7,  SSO 

1.7 

17  .2 

0.1 

6  .9 

0.8            8  ' 

Reverberatory 

7,  560 

1.3 

12  .4 

6  Crucibles. 

3,840 

0  .  02 

0  .2 

Tin  Shot  Kettle  & 

Blanch  Induction 

3,  840 

0  .  05 

0.5 

0.4      "  3.7 

Phyllis/Rosie 

Induction 

8,400 

0  .  05 

0  .5 

0.6  5.9 

Hoas ting/Drying 

3,  840 

0  .  8 

7  .  7 

Totals 

38  .  S 

0.9 

17  .  6 

Operating 

E 

■MIS 

S  I 

0     N  S 

Hour  3 

NOx 

VOM 

Furnaces 

(Hr/Yr) 

(T/Mo) 

(T/Yr) 

'  (T/Mo)  {T/Yr) 

3  Rotary 

7 , 560 

0.08 

0  .  8 

1 

2  12:i 

Tin  Shot  Kettle  & 

Blanch ■ Induction 

3  ,  340 

0  .  06 

0.56 

0 

3  2.9 

Phyllis/Rosie 

induction 

8  ,  400 

0 

4  3.8 

Totals 

r 

1.36 

-  18.8 

2.  This  permit  is  issued  based  on  negligible  emissions  of  particulate 
matter  from  three  mills  and  shotblaster.     For  this  purpose,  emissions 
from  each  emission  source  shall  not  exceed  nominal  emission  rate  of  0.1 
lb/hour  and  0.44  ton/year. 

3.  Natural  gas  combustion  shall  not  exceed  the  following  limits: 

EMISSIONS 
HOx  CO  VOM  PM 

Total  Maximum  Firing  Rate  [T/Yr)        (T/Yr)        (T/Yr)  jT/Yr) 

51.5  mmBtu/HoUr  21  17.8  1.2  1.6 
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4.         As  a  consequence  of  the  requirements  of  this  permit,   the  emissions  of 

hazardous  air  pollutants   (HAP)   as  listed  in  Section  112(b)  of  the  Clean. 
Air  Act  from  this  source  will  be  less  than  10  tons/year  of  any  single 
HAP  and  25  tons/year  of  any  combination  of  such  HAPS'  so  that  HAP 
emissions  do  not  trigger  the  requirements  to  obtain  a  Clean  Air  Act 
Permit  Program  permit  from  the  Agency. 


DES :RBS ;ps j 
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STATE  OF  ILLINOIS 
ENVIRONMENTAL  PROTECT  ION  AGENCY 
DTVISION  OF  A IB  POLLUTION  CONTROL 

P.O.  BOX  1950S  . 
SPRINGFIELD,    ILLINOIS  62794-SSOS 


STANDARD  CONDITIONS 
FOR 

OPERATING  PERMITS 


May,   1993  ' 

The  Illinois  Environmental  Protection  Act"  {Illinois  Revised  statutes,  Chapter  111-1/2,  Section 
1039)  grants  the  Environmental  Protection  Agency  authority  to  impose  conditions  on  permits  which  it 
issues . 

The  fallowing  conditions  are  applicable  unless  superseded  by  special  permit  conditions (s >  . 

1.  The  issuance  of  this  permit  does  not  release  the  Permittee  from  compliance  with  state  and 
federal  regulations  which  are  part  of  the  Illinois  State  Implementation  Plan,  as  well  as  with 
other  .applicable  statues  and  regulations  of  the  United  States  or  the  State  of  Illinois  or  with 
applicable  local  laws,  ordinances  and  regulations . 

2 .  The  Illinois  EPA  has  issued  this  permit  baaed  upon  the  information  submitted  by  the  Permittee 
in  the  permit  application.  Any  misinformation,  false  statement  or  misrepresentation  in  the 
application  shall  be  ground  for  revocation  under  35  111.  Adm.  Code  201.166. 

3.  a.     The  Permittee  shall  not  authorise,   cause,   direct  or  allow  any  modification.,   as  defined  in 

35  111 .  Adm.  Code  201 . 102 ,  of  equipment ,  operations  or  practices  which  are  reflected  in 
the  permit  application  as  submitted  unless  a  new  application  or  request  for  revision  of 
the  existing  permit  is  filed  with  the  Illinois  EPA  and  unless  a  new  permit  or  revision  of 
the  existing  permit (s)   is  issued  for  such  modification. 

b.  This  permit  only  covers  emission  sources  and  control  equipment  while  physically  present  at 
the  indicated  plant  location(s).  Unless  the  permit  specifically  provides  for  equipment 
relocation,  this  permit  is  void  for  an  item  of  equipment  on  the  day  it  is  removed  from  the 
permitted  location (s)  or  if  all  equipment  is  removed,  notwithstanding  the  expiration  date 
specified  on  the  permit- 

4 .  The  Permittee  shall  allow  any  duly  authorised  agent  of  the  Illinois  'EPA,  upon  the  presentation 
of  credentials,  at  reasonable  times: 

a .  To  enter  the  Permittee' s  property  where  actual  or  potential  effluent,  emission  or  noise 
sources  are  located  or  where  any  activity  is  'to  be  conducted  pursuant  to  this  permit;  . 

b .  To  have  access  to  and  to  copy  any  records  required  to  be  kept  under  the  terms  and 
conditions  of  this  permit; 

c.  To  inspect,  including  during  any  hours  of  operation  of  equipment  constructed  or  operated 
under  this  permit ,  such  equipment  and  any  equipment  required  to  be  kept,  used,  operated, 
calibrated  and  maintained  under  this  permit; 

d.  To  obtain  and  remove  samples  of'  any  discharge  or  emission  of  pollutants;  and 

e.  To  enter  and  utilize  any  photographic,  recording,  testing,  monitoring  or  other  equipment 
for  the  purpose  of  preserving,  testing,  monitoring  or  recording  any  activity,  discharge  or 
emission  authorized  by  this  permit. 

5.  The  issuance  of  this  permit: 

a .  Shall  not  be  considered  as  in  any  manner  affecting  the  title  of  the  premises  upon  wh  ich 
the  permitted  facilities  are  located; 
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b.  Does  not  release  the  Permittee  from  any  liability  for  damage  to  person  or  property-  caused" 
by  or  resulting  rrom  tile  construction,  maintenance,   or  operation  of  the  facilities/ 

c.  Does  not  take  into  consideration  or  attest  to  the  structural  stability  of  any  unit  or  part 
of  the  project;  and 

d.  In  no  manner  implies  or  suggests  that  the  Illinois  EPA  (or  its  officers,  agents,  0r 
employees)  assumes  any  liability,  directly  or  indirectly,  for  any  loss  due  to  damage"- 
installation,  maintenance,  or  operation  of  the  proposed  equipment  or  facility.  ". 

The  facilities  covered  by  this  permit  shall  be  operated  in  such  a  manner  that  the  disposal  of 
air  contaminants  collected  by  the  equipment  ahall  not  cause  a  violation  of  the  Environmental 
Protection  Act  or  regulations  promulgated  thereunder. 

The  Permittee  shall  maintain  all  equipment  covered  under  this  permit  in  such  a  manner  that  the 
performance  of  such  equipment  shall  not  cause  a  violation  of  the  Environmental  Protection  Act 
or  regulations  promulgated  ther&uner . 

The  Permittee  sha.ll  maintain  a  maintenance  record  on  the  premises  for  each  item  of  ait 
pollution  control  equipment.  This  .records  shall  be  made  available  to  any  ■ agent  of  the 
Environmental  Protection  Agency  at  any  time  during  normal  working  hours  and/or  operating  hours. 
As  a  minimum,  this  record  shall  show  the  dates  of  performance  and  nature  of  preventative 
maintenance  activities. 


9.  No  person  ahall  cause  or  allow  continued  operation  during  malfunction,  breakdown  or  startup  of 
any  emission  source  or  related  air  pollution  control  equipment  if  such  operation  would  cause  a 
violation  of  an  applicable  emission  standard  or  permit  limitation.  Should  a  malfunction, 
breakdown  or  startup  occur  which  results  in  emissions  in  excess  of  any  applicable  standard  or 
permit  limitation,   the  Permittee  shall: 

a.  immediately  report  the  incident  to  the  Illinois  EPA's  Regional  Field  Operations  Section 
Office  by  telephone,  telegraph,  or  other  method  as  constitutes  the  fastest  available 
alternative,  and  shall  comply  with  all  reasonable  directives  of  the  Illinois  EPA  with 
respect  to  the  incident:,- 

b.  Maintain  the  following  records  for  a  period  of  no  less  than  two  (2)  years: 

i.  Date  and  duration  of  malfunction,  breakdown,  or  startup, 

ii.  Full  and  detailed  explanation  of  the  cause, 

iii.  Contaminants  emitted  and.  an  estimate  of  quantity  of  emissions, 

iv.  Measures   taken  to  minimise  the  amount  of  emissions  during  the  malfunction,  breakdown 
or  startup,  and 

v.  Measures  taken  to  reduce  future  occurrences  and  frequency  of  incidents. 

10.  If  the  permit  application  contains  a  compliance  program  and  project  completion  schedule,  the 
Permittee  shall  submit  a  project  completion  status  report  within  thirty  (30)  days  of  any  date 
specified  in  the  compliance  program  and  project  completion  schedule  or  at  six  month  intervals, 
whichever  is  more  frequent . 


11. 


The  Permittee  shall  submit  an  Annual  Emission  Report  as  required  by  35  111 
and  35  111.  Adm,  Coda  Part  254. 


Adm.   Code  201.302 


2315C 
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SENT  VIA  U.S.  REGULAR  MAIL 


June  3, 2004 


•"""'am 


OFFICE  OF  THE  ILLINOIS  STATE  FIRE  MARSHAL 

Freedom  of  Information  Office 
1035  Stevenson  Drive 
Springfield,  IL  62703-4259 


Attn:   Ms.  Cathy  Bormida 
Dear  Ms.  Bormida: 

With  this  letter,  lam  requesting  a  copy  of  the  file  information  (e.g.  UST  registration 
forms,  Inspector's  Log,  etc.)  for  the  following  properties: 

SiPi  Metals  Corporation  Prototype  Services,  Inc.  or  Uniquip  Corp. 

1720 N.  Elston  Ave.  1660  N.  Besly  Court 

Chicago,  IL  60622  Chicago,  IL  60622  f{) 

0316005SS7- Cook  County  ILD984781906  AT  AD®Pf  or  vfi 


Enclosed  is  tfi^J^OOjee-per  site  required  to  process  the  information.  Thank  you  for 
your  prompt  attention  to  this  request. 


Alissa  Schultz 

Staff  Environ  mental  Scientist 

Environmental  Services 
Chicago  Regional  Office 


Enclosure: 


Check  for  SIO 


ACS 
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^•~>  I  -J  '0 


I.O.  Number 


STATE  USE  ONLY 


-annn.M  n 


Oate  Received 


(ff-  /."/Or"  -^^ 

Notification  »  required  by  Federal  liw  [or  all  underground  tanks-thai  havf  E«n>j! 
toed  to  store  regulated  subs  lances  since  January  1. 1974.  thai  art  in  the  ground  as  of-i 
May  8,1986.  or  that  are  brought  into  use  after  Ma;  8, 19Sfi.Thc  inrurmatiun  requrtltd 
is  required  bv  Section  9002  of  the  Resource  Conservs lion  and  Recovery  Act.JRCRA), 
as  amended. 

Tne  primary  purpose  of  ibis  noTification  program  is  to  locate  and  evaluate  under- 
ground tank*  that  store  or  half  slored  petroleum  or  hazardous  substances.  It  is 
especicd  that  the  information  you  prmidt:  nil!  be  based  on  reasonably  available 
records,  or.  in  the  absence  of  such  records,  your  Lnusi  ledge,  belief,  or  rccolleciion. 

Who  Must  Notify?  Section  9002  of  RCRA,  as  amended,  requires  (hat.  unkvs 
exempted,  twiner*  ul  undergjuunti  tints  iIvMMoie  rcgulaKu  substances  must  notify 
desr^natcd  State  or  local  agencies  of  the  existence  of  their  tanks.  Osvncr  means--  ■ 

(a)  in  the  cam  uf  an  underground  .storage  lank  in  Jse  on  November  B.  19B<J,  or 
brought  into  use  after  thai  date,  am  person  uho  o»Jii  an  underground  storage  tank 
used  lor  the  storage,  use,  or  dispensing  of  regulated  substances,  and 

(t>>  in  The  case  ^f  any  underground  storage  tank  in  use  before  Nos^mber  it.  I9&4, 
but  no  longer  in  use  oh  thai  date,  any  person  n'hd  owned  such  tank  immediately  before 
[he  discontinuation  of  its  use. 

VVhat  Tank*  Are  Included?  Underground  storage  Eanlc  is  ddmed  as  any  one  or 
combination  of  tanks  that  (!)  is  used  to  contain  tin  accumulation  of  "regulated'  sub- 
stances,'* and  ( 2 J  w hose  ;  rjlumc  {including  connected  underground  piping!  is  10Ci  ttr 
more  beneath  the  ground.  5rjitff  examples  are  underground  tanks  storing  1.  gasoline, 
used  oil.  or  diesel  fuel,  and  2.  industrial  salients,  pesticide*,  herbicides  or  lumigaflts. 

What  Tank*  Arc  Excluded?  Tanks  removed  from  [be  ground  are  not  subject  to 
notification.  Other  tanks  excluded  from  notification  sire: 

I.  farm  or  residential  tanks  of  1, 100  gallons  or  Itfss  capacity  used  fur  storing  ma  tor  fuel 
for  nemeommriciai  purposes: 

1.  tanks  used  for  storing  heating  oil  for  consumptive  use  an  the  premises  u  here  stored*. 
i.  septic  tanks; 


4.  pipeline  facilities  |  including  gathering  lines)  regulated  under  the  Natural  (ks 
///'Pipeline  Safety  Act  of  ll7c#.  ur  the  Hazardous  Liquid  J'lpcline  Saltt>  Act  of  1970,  u, 

which  isaninirastaie  pipeline  Facility  regulated  under  Stale  bus: 

5.  surface  impoundments,  pits,  ponds,  or  lagoons: 

6.  storm  witter  ur  wasiu  waier  colleciion  systems: 

7.  (low -thru  ugh  process  tanks; 

S,  liquid  traps  or  associated  gat  hering  lint's  directly  relu  led  to  nit  or  gas  production  arid 
gatheringopcrations;  . 

<f,  siDr-jjjt:  tanks  simmer!  in  an  under-; round  ares  (such  as  a  basemertl.  cellar, 
mine  working,  drift,  shaft,  or  lunncl)  it  the  slorjjie  lank  is  siluiiied  upnn  or  ahukv  I  he 
surlatc  uf  ihe  Hour. 

What:  Substances  Are  Covered?  The  notification  requirements  apply  lo  under- 
ground  .storage  tanks  thai  contain  regulated  substances,  This  includes  any  substance 
defined  as  hazardous  in  section  1DI  { 14>  of  the  Co  m  fire  hens  i\ e  Eni'irnnmenia! 
Response.  Compensation  and  f.iabili(>  Act  of  l9Hf) (CERC'l.A).  nith  ihe  exception  of 
those  substances  regulated  as  hazardous  siuste  under  Subtil le  C"  of  RCRA.  Ii  also 
includes  petroleum,  e.g..  crude  oil  or  any  frjeiicin  therenl  which  is  liquid  til  s(;ind:ird 
conditions  of  temperature  and  pressure  (Ml  decrees  Kahrcnhuii  und  14.7  pounds  per 
square  inch  afrsoluiel. 

Where  To  /"iolify?  Ciimpleted.  notification  Tornti  should  be  sent  to  ihe  address 
giisrn  at  the  lop  of  this  page. 

When  ToNotif)?  1.  Owners  orundvrground  storage  tanks  in  ase  or  that  ha \e  been 
lafcen  oui  of  operation  al  ter  January  I,  1974.  bul  stilt  in  the  ground,  must  ijolifv  by 
May  K.  |s)S)o.  2.  Owners  si-fio  hring  underground  storage  tanks  into  use  alter  May  it. 
I9S6.  musi  notify  within  10  days  of  bringing  the  tanks  into  use. 

Penalties:  Anj  rniner  vrhu  hnowinglyr  tailrs  to  nolify  or  submits  faKe  informalion 
shall  be  subject  to  »  ejril  penalty  not  to  exceed  110,000  for  each  tank  for  which 
notification  is  not  liven  or  for  which  raise  informal  ion  n  submined. 


;■  INSTRUCTIONS ; Qtelkt-^ggt^  ZP&>l€r&3 


Please  type  or  print  in  ink  all  items  except  "sijnaiurc"  in  Section  V,  Thisfomt  must  by  completed  fi>r 
each  location  containing  underground  storage  tanks.  If  morr  than  5  tanks  are  owned  at  this  location, 
photocopy  the  rev  erse  side,  and  staple  continuation  sheets  to  this  forrn. 


Indicate  number  of 
continuation  sheets 
attached 


Qrtner  Name  t  Cat  po  rat  ion,  ind^titjual.  Public  Agency,  or  Other  Entity) 


idijttrfual.  Pui 


Street  Address 


op  l< 


9*1 


State 


(    ,v4,  r  At.  n 


Ti.  I 


ZIP  Cade 
t_J  ^  <G  t-~  *■ — 


Area  Code         Prions  Number 
312-        gL7£  -OQ7Q 


Typeof  Owner  (Mark  alt  thai  apply  ft) 
eVj'Current  □  State  of  Local  Gov't 

□ Pormer  i~l  Federal.Gosi't 

Former  |_|  (GSA  lacility  I.D.no. 


fei'frivate  or 
I^J  Corporate 
f-|  Ownership 
' — '  uncertain 


-) 


(If  same  as  Section  1,mar(c  box  here  [3  ) 
Facility  Name  or  Company  Site  Identifier,  as  applicable 

Street  Address  or  State  Road,  as  applicable 
County 


'City  (nearest) 


Slate 


ZIP  Code 


(ndicate 
number  of 
tanfcs  at  this 
location 


Mark  box  here  if  tank(s) 

are  located  on  land  within  r— ■ 

an  Indian  reservation  or  LJ 
on  other  Indian  trust. lands 


a;?:...^-  i.r  :-  •  ■  ^  ~~>,"^ 4$ f-'-,^::;.  ■     in. CONTACT PEflSON ATTANrtLOCATJON    & i , VjTr :^fV^.?^i^;>^>7^^^= 


Area  Code         Phone  Number 


Nacie  (If  same  as  Station  I,  mark  box  here  Q  )  JobXye 


-%i  *^fi>&  -v.  ^^!^®s'^v  -  5  <i  ik  type  of  fmmfcMax®te$^  r^viyti&T^ 


\   |    Mark  box  here  only  if  this  is  an  amended  or  subsequent  notification  for  this  location. 


'■  ■  ■■    •  Y-  v:.-  ■;':^':\; t^C* CERTIFICATION (B*bcJ and ilflri atter eoinj^llne5edlo»Vl^ 


]  certify  jnder  penally  of  law  that  1  have  personally  examined  and  am  familiar  with  the  information  submitted  in  this  and  all  attached 
docurner.ts,  and  that  based  on  my  inquiry  of  those  individuals  immediately  responsible  for  obtaining  the  information,  I  believe  that  the 
submitted  information  is  true,  accurate,  and  complete. 


yam*  and  atficia+^rcie  o(  owner  or  owner's  authorised  rscreseruative 


□ate  Signed  , 


£PA  Form  7530-1(1 1-85 J 
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Owner  Name  (from  R«-«rtnt)  Op/    fifT/}  Li    f}?P     ,  nrafkin  ((rrr,            i.}  ^Itf/^fl                         p=a-N^    /     nt    '  Pigc- 

1':;^ S JS^Sl  HHI  £ vtbescnipTibiN o'PUNbEaGROu 

Tank  Identification  No.  (e.g.,  ABC -123),  or 
Arbitrarily  Assigned  Sequential  Number  (e.g.,  1,2,3.-) 

Tank  No. 

\ 

Tank  No. 

Tank  No. 

Tank  No 

Tank  Nn 

1.  Status  at  Tank  _ 
(MzritMllttetappfyn)                  Current*  in  Use- 
'          Temporarily  Out  of  Use 
Permanently  Out  of  Use 
Brought  into  Use  after  5/B/S6 

'     t  1 

1  1 

1  1 

i  i 

1  1 

r~i 

I  1 

1  1 

i — I 

1  1 

r — t 

1  1 

i  i 

1  1 

i "  i 

1  1 

,l  I 

1  J 

!     1  1 

I  I 

Z  Estimated  Age  (Yean) 

3.  Estimated  Total  Capacity  (Gallons) 

4.  Material  of  Construction  t 
(Marie  one  W 

Concrete 

Fiberglass  Reinforced  Plastic 
Unknown 

Other,  Please  Specify 

f  1 
t  I 
I  i 

J><r 
i  i 
i  i 

I  f 

I  I 

1  1 
I  1 
1  1 

1  1 
1  1 
1     1  - 

i  I 

\  1 

1  1 

5.  Internal  Protection                  _  .     ,  _ 
{Mar*  all  lhat  apply  m)              Cathodic  Protection 
Interior  Lining  (e.g.,epoxy  resins) 

None 
Unknown 

Other ,  Please  Specify 

i  i 
t  | 

t  \ 
i — i 

L  r 

.     \  1 
1  ( 

1  1 

i  t 

•  * 

i  I 

!  1 

i  » 

l  l 
i  \ 

1  1- 

1  t 

i  j 

1  1 

I  l 

1       1  . 

6.  External  Protection                  ~„„  „  ' 

(MarXBllttetapplyB) 

7    '          Painted  (e.g.,  asphaftic) 

Fiberglass  Reinforced  Plastic  Coated"  ■ 

None 

Unknown 

j                                             Other,  Please  Specify 

I  i 
t  I 

I  i 

l  l 

|  | 

1  | 

I  | 
1  1 

1  1 

1  1 

I  \ 

f  i 

I  | 

I  | 

|  | 

t  I 

[  1 

1  1  . 

1  1 

l  I 

1  1 

1  1 

■     1       I  - 

7,Plp,n9                                                 Bare  Steel 
(Mark  all  that  apply  m)                    ^  ,  _ 

7    '                  Galvanized  Steer 

Fiberglass  Reinforced  Plastic 

Cathodlcally  Protected 

Unknown 

Other,  Please  Specify 

I  1 

L.   ,  1 

1  .  1 

1  1 

1  1 

i — i 

i  i 

I  1 

I  i 

1  1 

1  I 

I  1  ! 

1  1 

1  1 

1  1 
t  1 

f  l 
.  i  1 

t  f 
i  i 

1  1 
L  I 

1       1  1 

n 

8,  Subxtaitce  Curre-niiy  or  Last  Stored             ^  emDtu 
In  Greatest  Quantity  by  Volume                „  s 
.„    ,    „„   .       .                              D.  Petroleum 
(Mark  all  that  apply  09 )  „ 

Diesel 

Kerosene 

'  Gasoline  {including  alcohol  blends] 

Used  Oil 

Other,  Please  Specify 
c.  Hazardous  Substance 

Please  Indicate  Name  of  Principal  CEFtCLA  Substance 

OR 

Chemical  Abstract  Service  (CAS)  No. 
Mark  box  Q  if  tank  stores  a  mixture  of  substances 

d.  Unknown 

1  1 

r i 

1  f 

I  i 

i    i  | 

1  1 
!      1  - 

t  i 
i  i 

F  1  - 

t  I 
l  I 

r  1 

1  1 

1  1 

L . .  .J 

i  i 
r  i 

L  J 

1  1 

f  ] 

i  1 

i  ( 

i  -i 

i  i 

1  1 

1  1 

1  -  1 

1  1 

1  1 

1  1 

1  1 

1  1 

r  i 

[      1  i 

L  1 

1  1 

1  1 

i  i 

1  1 

9.  Additional  Information  (lor  tanks  permanently 
taken  out  o(  service} 

a.  Estimated  date  last  used  (mo/yr) 
.'  b.  Estimated  quantity  of  substance  remaining  (gal.) 
c.  Mark  box  (3  if  tank  was  filled  with  inert  material 

(e.g., sand,  concrete) 

/ 

/ 

/ 

/ 

/ 

1  1 

■  I  1 

I  I 

!  [ 
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CITY  OF  CHICAGO-  DE 


PERMIT  NO. 

713159 


WORK  COOS 

250HO 


Plan  no. 


WRTMENT  OF  INSPECTIONAL  SERVICES 


1730- 


PfflMAflf  A00RES5 

N  ELSTON 


PERMIT  NOB.  718159 


SECONDARY AQQHE5S 


DESCRIPTION  Of  WOP K 

REMOVE  ONE' EM  GAS  TAMK5 


PHILLIP  PINSGF 


OWN  EH 
REFR1G 

oeNeaAU    D.R-U.  SERVICES 

ARCHITECT 
HEATfVENT 
MASON 

PLUM  B 1NO   


17E0  ELSTON 
2152  GLENWOOD 


CHGO 


LYNWO 


CA 


DATE  ISSUED 

11/23, 


IL 


IL 


COMB 

TRACTOR 
UCSNSS 


J 


PERMANENT  REAL  ESTATE  INDEX  NO. 


PL  FiX. 


COIlST. 


PES 


STDRJES 


PKG.  SP 


CD 


LOAO 


BSMTS. 


APPLIC  PHONE 

E76-007Q 


slog.  vol. 


EST.  COST 


OCC.  CLASSIFICATION 


I 


METAL  CO 


FES 


CO 


FEE 


CD 


PES 


CD 


FEE 


LEGAL  DESCRIPTION 


APPROVED  PLANS  AND  PERMIT  SMALL  BE  KEPT  ON  PILE  AT  THE  CONST BUC; 
TON SITS  WHILE  THE  WORK  IS  IN  PROGRESS.  ISEC  101  IF  WORK  DOES  NO. 
5T.OT  WITHIN  SIX   MONTHS   OF  THE  DATE  Ul"  THVS  PErWlT.   .he  rZfc-'B 


11. ZONING  EXPLANATION  OF  FEE  COOES 

M-IRON  .     M-PLUMgiNS    ■  26-TANKS 
i  t  ■  ELE  CTH IC  A  L  i*-ELE  VA  TOH  3  T.FU  fi  N  AC  E 

22.NEW  CONST.'        i5-HEATIVEHT  iB-SMOKE  ABATEMENT 


29-  WATER 

30-  P.EPfllGERATION 

a  2- WRECKED  SLOGS, 
Si-GARAOES   


START  WITHIN  SIX  MONTHS  OF  THE  DATE 
SHALL  BECOME  VOIO,  |S£C, 


Any  person  uigiating,  or  resisting.  Qt  aorjosing  the  snrorcramflnl  of  any  ol  ins  provisions  of  the  Code  pertaining  la 
peimiif  mall  Oa  firnd  riot  Itu  Irian  I2S.00  not  mare  (Fiifi  5250,00  lot  t«cti  ultima,  gacn  day  sucrt  violation  shall  eon. 
tinua  snail  comtitult  >  lipaiatl  and  dislinet  olltrije.  ana  any  ouiiplnr;  or  contractor  wno  mail  eanitrucl  any  ouilamg  in 
mention  at  ine  pro">s>ori3  of  ine  Clev  Coca,  and  anv  arcniiect  wnn  snail  design,  Cfiw  clans  for.  of  have-  supervision  al 
jucn  Building,  or  wno  null  psrmii  it  (o  □■  constructed,  shall  in  liaoie  tar  fn*  flenamej  proviasii  ay  ma  section. 


Receivec*  amount  indie  at  ad  Hereon 


1 
1 


SEWER  DEPT 


JUL  3  8  7992 


I 
I 
I 
I 
I 
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FOR 
TANKS 
IN 

9L 


.  RETURN 
COMPLETED 
'  FORM 
TO 


UST  Coordinator,  Division  of  Fire  Prevention 
,  Office  of  State  Fire  Marshal  . 
f;  3f50"Scecutive-Park,Qr|ye 


1.0  Number 


STATE  USE  ONLY 


Date  Received 


'ff '  W^Mffi^^fc'r^  ■    ^  *  ■'  u  '    •  GENERAL  INFORMATION.  ::'     r  v?>>'  ''"i  ■iA-^::^^.^'.#?c  S'*v^>' 


Notification  is  required  by  Federal  law  for  all  underground  tanks  that  have  bcM 
used  lo  slore  regulated  substances  since  January  ],  1974,  that  are  in/the  ground  as  of 
Mar  S.  "84.  or  that  are  brought  into  mealier  May  g,  IJSS.  The  information  requested 
b  required  by  Section  9MS  or  I  he  Rejourn  Conservation  and  Recovery  AcUKCRA). 
aj  amended. 

The  prima  r>'  purpose  of  this  notification  program  is  to  locate  arid  evaluate  under- 
ground tanks  that  store  or  have  stored  petroleum  or  hazardous  substances,  It  is 
expected  thai  the  information  you  provide  will  be  based  on  reasonably  available 
records,  or.  in  the  absence  of  such  records,  your  knowledge,  belief,  or  recollection. 

Who  Musi  Notify?  Section  9002  of  RCRA.  as  amended,  requires  that,  unless 
exempted,  owners  of  underground  tanks  that  store  regulated  substances  must  notify 
designated  State  or  local  agencies  of  the  existence  of  their  tanks.  Owner  means  — 

(a)  in  the  case  of  an  underground  storage  tank  in  use  on.  November  8,  B!4,  of 
brought  into  use  after  that  date,  any  person  who  owns  an  underground  storage  tank 
used  for  the  storage,  use.  or  dispensing  of  regulated  substances,  and 

(u)  in  the  ease  of  any  underground  Storage  tank  in  use  before  November  8.  1984. 
but  no  longer  in  use  on  that  daie.any  person  who  owned  such  tank  immediately  before 
~  the  discontinuation  of  its  use, 

What  Tanks  Are  Included?  Underground  storage  tank  is  defined  as  any  one  or 
combination  or  tanks  that  (I)  is  used  to  contain  an  accumulation  of  "regulated  sub-  . 
stances,  "and  (2)  whose  v  olume'f  including  connected  underground  piping)  is  \0%  or 
more  beneath  the  ground.  Some  examples  are  underground  tanks  storing:  1,  gasoline, 
used  oil.  ordiesel  fuel,  and  2.  industrial  solvents,  pesticides,  herbicides  or  tumigints. 

What  Tank j  Are  Excluded?  Tanks  removed  from  the  ground  are  not  Subject  to 
not  i  fica  tion.Qtherianksesc!  uded  fromnotificationare: 

1.  Farm  or  residential  tanks  of  1, 100  gallons  or  less  capacity  used  for  storing  motor  fuel 
for  noncommercial  purposes; 

2.  tanks  used  for  storing  heating  oil  for  consumptive  use  on  the  premises  where  stored: 

3.  septic  tanks: 


4.  pipeline  facilities  (including  gathering  lines)  regulated  under  the  Natural  Gas 
Pipeline  Safety  Act  of  I96S.  or  the  Hazardous  Liquid  Pipeline  Sitew  Aci.of_1^79.  or 
which  isan  intrastate  pipeline  Facility  regulated  under  Stjt?  layvs^i^; '  \j  fc^  iJ 

5.  sorfaceimpoundrnents,  piii,  ponds,  or  lagoons; 

fi.storm  wateror  waste  water  collection  systems;  j  a 

f.  flow-through  process  tanks:  |  ft  f ,j    1    [}  jijqiy 

9.  liquid  (raps  or  associated  gathering  lines  directly  relaleif  to b!l  or  gas  production  and 

gathering  operations;  *  _  ^   ,,,..,„. 

9.  storage  tanks  situated  in  an  underground  area  (41ibh'-„as  a^ba'^emeni^  tsllar, 
mineworking.drifi.shaft.ijr  tunnel)  if  the  storage  tank  is'iit'Jai'ed '  uponWsfttove  [he 
surface  of  the  floor. 

What  Substances  Are  Covered?  The  notification  requirements  apply  to  under- 1 
ground  storage  tanks  that  contain  regulated  substances,  This  includes  any  substance 
defined  as  hazardous  in  section  101  (14)  of  the  Comprehensive  Environmental 
Response,  Compensation  and  Liability  Act  of  1980(CERCLA ).  with  the  except! on  of 
those  substances  regulated  as  ha;ardous  waste  under  Subtitle  C  of  RCRA.  It  also' 
includes  petroleum,  e.g..  crude  oil  or  any  fraction  thereof  which  is  liquid  al  standard 
conditions  of  temperature  and  pressure  (60  degrees  Fahrenheit  and  id. 7  pounds  per 
square  inch  absolute). 

Where  To  Notify?  Completed  notification  forms  should  be  vrnt  to  the  address 
given  al  the  top  of  this  page. 

When  To  Notify?  1.  Owners  of  underground  storage  tanks  in  use  or  that  have  been 
taken  out  of  operation  after  January  I.  1974.  but  still  in  the  ground,  must  notify  by 
May  S,  1986. 1.  Owners  who  bring  underground  storage  tanks  into  use  after  May  8, 
1986.  must  notify  within  JO  days  of  bringing  the  tanks  into  use. 

Penalties:  Any  owner  who  knowingly  fails  to  notify  or  submits  fa  be  information 
shall  be  subject  to  a  civil  penalty  not  lo  exceed  S10.M0  for  each  lank  for  which 
notification  fa  not  given  or  for  which  false  information  is  submitted. 


>.       :•  .  INSTRUCTIONS.  .  ,  -■■;:>/'■"■.;,: -■"•..!!.         ^'*  :\y!~:  •■j^"  '  ■■ 


Please  type  or  print  in  ink  all  items  except  "signature"  in  Section  V.  This  form  must  by  completed  for 
each  location  containing  underground  storage  tanks.  If  more  than  5  tanks  are  owned  at  this  location, 
photocopy  the  reverse  side,  and  staple  continuation  sheets  to  this  form. 


Indicate  number  of 
continuation  sheets 
attached 


•  -  <L^;,::.:r?    -    -..r.  OWNERSHIP  OF  TANK(S) 


Owner  Name  [Corporation,  Individual,  Public  Aqe 


ency,  or  Other  Entity) 


Street  Address 

ay^o  r^usro/O  Ave, 


County 


'Cook. 


-City;--'- 


■■-  Slate" 


 ZIP  Code  


Area  Code        Phone  Number 

3±Z^i  Z^LA  -on  7n 


Type  of  Owner.  (Mark  all  thai  apply  (3  J 

"0  Curren!  L~J  State  or  Local  Gov't 

□ c„pm„  I    I  Federal  Gov't 

Former  l_l  [QSAfacilily  I.D.  no. 


•C71  Private  or 

ted  Corporals 

I    I  Ownership 

1 — 1  uncertain 


-) 


II  LOCATION  OFTANKfS) 


(If  same  as  Section  1,  mark  box  here 
Facility  Name  or  Company  Site  Identifier,  as  applicable 

Street  Address  or  State  Road,  as  applicable 

County  "  ~"  '  " "  ' 


City  (nearest) 


State 


ZIP  Code 


Indicate 
number  of 
tanks  at  this 
location 


9- 


Mark  box  here  if  tankfs) 

are  located  on  land  within  r— i 

an  Indian  reservation  or       I  I 

on  other  Indian  trust  lands 


^rS^WS^  lir.  CONTACT  PERSON  AT  TANK  LOCATIOM^^^^ 


Name(lfsameasSeciioaJ,markboxhere  I   1 1 


rfjy  the 


Area  Code 


Phone  Number 


1 


1^1    Mark  box  here  only  if  this  is  an  amended  or  subsequent  notification  for  this  location. 


'I ( ;     Ji -"      ' i  . >  .It CERTtFICATION. {Reaeiand Slcjn atler compteHng'SecUdn Vr.(  ^. ; .  \ 'f; » * 


I  certify  urdar  penalty  of  law  that  I  havB  personal  examined  and  am  familiar  with  the  information  submitted  in  this  and  all  attached 
documents,  and  that  based  on  my  inquiry  of  those  individuals  immediately  responsible  for  obtaining  the  information,  I  believe  that  trie 
submitted  information  is  true,  accurate,  and  complete. 


^fcjame  and  official  lifle^r  wner  ^r  owner's  authorized  rep^ssntativ^ 


Date  Signed 


/-9-90 


i^i$^!t-££^^  'ic^coNtjNOi?o>r.RCTERSEsib         '  *&Q; ■ ;' t 
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)  ^ipi  Tle-mLs 


Owner  Name  (from  Section  I) . 


on  (from  Section  II). 


•PageNo..^. 


-of. 


.Pages 


Tank  Identification  No.  (e.g.,  A8C-123),  or 
Arbitrarily  Assigned  Sequential  Number  (e.g.,  1,2,3.-0 


1.  Status  of  Tank     }  ' 
(Mark  all  thai  apply 


Currently  in  Use 
Temporarily  Out  of  Use 
Permanently  Out  of  Use 
Brought  into  Use  after  5/8/86 


2,  estimated  Age  (Years) 


3.  Estimated  Total  Capacity  (Gallons) 

4.  Material  o(  Construction 
(Msrk  oneEJ) 


Steel 
Concrete 
Fiberglass  Reinforced  Plastic 
Unknown 


Other.-Please  Specify 


Cathodic  Protection 


5.  Internal  Protection 
(Mark  all  thai  applysi) 

Interior  Lining  (e.g.,  epoxy  resins) 

None 
Unknown 

Other,  Please  Specify 


Tank  No. 


is 


CZZ 


I  Oj  coo 


^3 


6.  External  Protection 
(Ma rk  ail  that  apply  20 } 


Cathodic  Protection 
Painted  (e.g.,  asphaltic) 
Fiberglass  Reinforced  Plastic  Coated 

None " 
Unknown 

Other,  Please  Specify 


7.  Piping 
(Mark  all  that  apjofyaj 


Bare  Steel 
Galvanized  Steel 
Fiberglass  Reinforced  Plastic 
CathodlcaHy  Protected 
Unknown 

Other  Pie?sf»  Srjeafv 


S.  Substance  Currently  or  Last  Stored 
in  Greatest  Quantity  by  Volume 

(Markail  thatapply®) 


a.  Empty 
b.  Petroleum 

Diesel 
Kerosene 

Gasoline  (including  alcohol  blends) 

Used  Oil 
Other,  Please  Specify 
c.  Hazardous  Substance 

Please  Indicate  Name  of  Principal  CERCLA  Substance 

Chemical  Abstract  Service  (CAS)  No. 
Mark  box  E  if  tank  stores  a  mixture  of  substances 

d.  Unknown 


9-  Additional  Information  (for  tanks  permanently 
taken  out  of  service) 

a.  Estimated  date  last  used  (mo/yr) 
b.  Estimated  quantity  of  substance  remaining  (gal.) 
c,  Mark  box  H  if  tank  was  filled  with  inert  material 

(e.g.,  sand,  concrete) 


CZZ1 
LZZ] 
CZZ 


CZZ1 


LZZJ  • 
feu  gseR 


Tank  No. 

9^ 


LS] 
LZZ] 
CZZ 


S 


czzi 
czz 

CZZ 


^3 
CZZ 

r~i 


r 


n 


CZZ 


LZZ 


i  I 


Oft 


LZZJ 


A// A. 


lzz] 


LZZI 
r — i  . 


Tank  No. 


CZZ 


CZZ! 


I  1 

CZZf 
CZZI 
fZZJ 


IS 
LZZ] 
I  1 


LZZJ 


czz 

CZZJ 


CZZi 


LZZI 


J 


/ 


CZZJ 


CZZ 


LZZI 


CZZI 


Tank  N,o. 


LZZ] 


[EE! 


CZZJ 


LZZI 


LZZI 
CZZ 


czzi 


LZZJ 


CZZJ 


LZZ] 


CZZI 


CZZ 
CZZ 
CZZ 


LZZI 
CZZ 


CZZ 

I  I 


CZ3 


CZZ 


CZZ 

CZZ 
CZZ 


CZZ 


CZZ 


CZZ 


SPA  Form7530-t  (n-a5)  Reverse 


*  U.S.  CB-rtrniTHiH  Mntlnj  OfFleff;  19BE — 495-7:13 


Page  2 


"nted  01/27/2011  8:15AM  by  Richard-Jordan  p.  515/746 


m 


CITY  OF  CHICAGO-    DEPARTMENT  OF  INSPECTION AL  SERVICES 

1720- 


PERMIT  NO.  S.  724037 


PERMIT  NO. 


WORKCOOE 

25020 


plam  ho. 


■FfllMABV  ADD  HESS 

N  ELSTDM 


SECONDARY  AO  OH  ESS 


DESCRIPTION  OF  WORK. 

REMOVE:    2-1QM  F.C  TKS 


CACT 

24C 


OATE  ISSUED 


OWNER 
REFRlQ 


SIPI   METALS  CGRP 


general    D  R  W  SERVICES,  INC 

;.a  ARCHITECT 


1720  N  ELSTQN  AVE 
2152  BLENWODD  DR 


•  CHICAGO 
LYNWQDD 


IL" 
IL  ' 


ij^uqVfp  HEAT/VSNT 

PERMANENT  REAL  ESTATE  INDEX  NO 


CON- 
TFiACTOF 
LICENSE 


15E 


D.U. 


aCC.  CLASSlFiCATlOf 
J  ■ 


FEE 


TOTAL  FEES 


700( 


70. 


EXPLANATION  OF  FEE  cgp£S 
I3-PLUMBING  26-TANKS. 
J4-ELEVATOR  27-FURKACE 
M-HgATWEMT  -         3B-SMOKE  ABATEMENT 


SB-WATER 
3Q.flEFRIGERAT10N 
SZ-W PECKED  3 LOGS. 
M-GARAGES 


PERMIJSICII'Ij  hareby  gnniu  the  shove  cismetf  pe ™ ri  or  II tm  w 
buftdlnSl.ai.d  do  aui.fW  ai  Indicate  In  <ne  «*«;ul* 
shown.  Ail  wfliw  Is  1°  °«  done      aeeordanca  *M  app^d  pl»ns  ana  i" 
Itdlnintasofin^CIty  o(  CWcaao.  and  this  parmU  may  be  f™^*' "mB  ,c 

illation  -at  tria'drd  I  nances  in  cannactlon  wit*  ^°rk  harem  mtnorlzBd.  

HPfWVEfl  KANS.AWD  PERMIT  SHALL  BE  KEPT  ON  FILE  AT  THE  CON|Tnjjr 

SHALL  BECOME  VUIO.  (SEC,  43-91   „   .  _ 


Recatvad  amount  Indicated  hofaoft 


Dept.  o'  Revenue 


APPLICANT 


ril 


ntl  Notification  for  Underground  Storage  lanks  j  OFFICE  USE. ONLY 
L"~  L — _  -'.„:..t  "  10  number  ~~~7T 


A  separate  form  must  bs  used  (or  each  site. 

If  you  have  more  than  live  tanks,  photocopy  pages  1-5 
and  attach  to  this  notification  form. 

Please  type,  or  print  in  ink;  the  signature  under 
"certification"  {section  IX)  must  be  signed  in  Ink. 


.J2  J  ^ 


Facility.  ID.  #  [if  known) 


Owner  I.O.  #  (if  known) 


DATE  RECEIVED 

JUN  1 1  1996 


TYPE  OF  NOTIFICATION 

[ — ]  New  Facility   jg|  Amended  tChanges/CorrBciions/AdciiifanaiTanks}    Mark  aJI  that  apply: 

 Owner  Address  Change  (this  facility  only)  .   .Tanks  Relined  (Permit  #  

 Owner  Address  Change  (ail  facilities  owned)   Tanks  Installed  (Permit  9  . 

 NewOwner  "*   Tanks  Upgraded/Repaired  (Permit 

X-  Tank(s)  Removed  (Permit  $7 i 8  ^3  J   Abandonment  Nolica  (Permit  #  

 :  Other  ;  .  .  


L  Ownership, otTank(s) 


'■Si  PI    fr7€LT%US  Ca&f> 


Owner  Name  (Corp..  Individual.,  Public  Agency  or  other  Entity! 
Wailing  Address 

Slate  Zip 


11.  Location  ot  Tank(s} 
(if  same  as  Saction  !,  Mark  box) 


Facility  Name  or  Company  Site  Identifier,  aa  applicable 


City 


County 

Contact  Name 


-3i'2-         poi  & 


(Area  Code)  Phone 


Street  Address  or  Slate  Road,  as  applicable  (saact  address) 


City 


Slate 


Zip 


County 


Contact  Name 


,A.nA  phnpA 
[nj^a  ^wo^./  r,L*/s.- 


III.  TYPE  OF  OWNERSHIP  (mark  *R  that  apply) 


^|  Current  Owner  of  Tanks 
Date  Purchased   

Former  Owner 


j  ]  Ownership  Uncertain 
□  Other   


IV.  TYPE  OF  FACILITY 


Typa  of  Facility:  (Clrda  catrael  coda) 

(^^Induslrial/Martufac  luring 

H.  Private  Institution 

I.  Residence  (Non-Farm) 


A,  Service  Station 
b:  Bulk  Plant 

C,  Petroleum  Distributor 

D.  Convenience  Store 

E,  Auto  Dealer 

F.  Commerciat/'Retail 


J.  Farm 
K.  Airport 
L.  Marina 


M.  City/Town 
N.  County 
O.  Stale 

P.  Federal  (Military) 

Q,  Federal  (Non-Milllary) 

R,  School  District 


S.  Port  District 
T.  Utility  District  ■ 
U.  Fire  Dept. 
v.  Other  Special 

Service  District3 
W.  Other 

(pleass  Speci(>. 


1 
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v  n^rrintlnn  of  Underaround  Storaqe  Tanks  (Complete  entire  column  for  eact 

"!  tank)  '\  I 

Tank  Identification  Number 

Tank  No.  / . 

Tank  No._  

Tank  No.  ;  | 

Tank  No.  

Tank  No._J\ 

1.  Status  of  Tanks 
Currently  in  use 
Temporarily  out  of  use 
■  (Section  2  must  ba  completed) 

Permanently  out  of  use 
(Section  2  must  be  completed)  , 

Removed 

(Section  3  must  ba  completed) 

Abandoned  in  place 
(Section  4  must  ba  completed) 

□ 

□ 

f><] 

□ 

u 
□ 

■  □ ' 

□ 

□ 
i_J 

□ 

□ 

o  ■ 

■DDDDD 

a 

□  ; 

.  '.□ 
i — i 

2,  Tanks  Permanently  & 

Temporarily  Out  of  Use  ! 

Estimated  dale  Fast  used 

/ 

/ 

/  / 

/  / 

/  / 

ii 

3.  Tanks  Removed 

Date  tank(s)  removed 
Estimated  date  last  used 

/  / 

7  / 

/  / 

i  i 

-  / 

/ 

.    /  / 

/  / 

/  / 

i  i 

4.  Abandoned  tn  Place 

Dale  tariffs  tilled 
Tank  filled  with: 

Inert  materials  (sand,  etc.) 

Water 

Unknown 

Other  (please  specify) 

/ 

/ 

/      /  . 

/  / 

/  / 

i  /•  ; 

□ 
n 

L_J 

s 

B 
□ 

□ 
□ 

L_ 

5,  Age  of  Tank 

UaiS  lanK  insiaileu 

Dale  product  placed  in  tank 

2.1  fPC 

/  / 

/  / 

/  / 

II 

21 

/  / 

/  / 

/  / 

II. 

5.  Estimated  Total  Capacity 

(gallons) 

■"X-OOQ 

7.  Substances  Currently  or . 
Last  Stared: 

Petroleum 

Diesel 
Kerosene 
,■  Gasoline 
Used  oil 

.  Other  (Please  specif'/)  . 

petroleum  Use  Of  applicable):. 
Heating  oil 

{consumptive!  use  on  premises) 
!       Sack-up  generator 
Other  (please  specify.) 

Hazardous  Substance: 

Name  of  principal  Cshcijl  substanci 
-ical  Abslract  Service  (CAS  No 

j. — i 

LJ 

a 
cz 
i 

c: 

a 

o 

B 

□ 

□ 
□ 

a 
o 

a 
□ 

a 

.  □ .  - 

□  - 
i — i 

z 

p 
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■-     V).  Description  of  Underground  Storag 

e  Tanks  (Complete  entire  column  far  each  tank) 

Tank  Identification  Number 

Tank  No.  £ 

Tank  No.  

Tank  No. 

Tank  No. 

Tank  No. 

1.  Materia)  of  Construction 

(mark  ail  that  apply) 

Asphalt  coated  or  bare  steel 

[2] 

LJ 

■  □ 

□ 

.  Cathodically  protected  steel 

,  □  ■ 

□ 

□ 

□ 

□ 

Dielectric  coated  stee! 

LJ 

□ 

LJ 

□ 

Composite  [steal  with  fiberglass) 

□ 

.  n 

□ 

O  j 

n 

Fiberglass  reinforced  plastic- 

□ 

□ 

□ 

■'  r~i 

LJ 

Lined  Interior 

CD 

a 

□ 

Double-walied 

i  i 

t      1  ! 

rn 

Secondary  containment . 

□ 

'  LJ 

□ 

Steel  STI-P3 

□ 

n  ' 

LJ 

□ 

OiflSf  /oIppj^p  ^n^crTvl 

2.  Piping  Materials 

(mark  all  that  apply) 

Bars  steel 

□ 

□ 

LJ 

CD 

i'   .  Galvanized  steel 

i  i 

CJ. 

□  . 

□ 

Fiberglass  reinforced  plastic 

□ 

□ 

□ 

n 

□ 

P,athnHir>allu  nmloHorl 

□ 

,i — j  . 

i  j 

-  EJ 

Doufale-walled 

□ 

□ 

LJ 

j— — j 

■Secondary  containment 

□ 

n 

LJ 

□ 

r — i 
i  i 

i  [ 

I — 1 
t  i 

t — I 

OttlPr  fntaaca  cn&i-lfwl 
witid  [|J(^doc  SpcCHyj 

3.  Piping  Type 

(mari<  alt  that  apply) 

.  European  suction 

□ 

□ 

□  ■ 

American  suction 

1 — ! 

LJ 

1 — | 

[ — 1 

L  1 

Pressure 

□ 

□ 

LJ 

□ 

□ 

Gravity  fe^ 

n 

□ 

'"'ease  specify) 
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Tank  Identification  Number 


4.  Release  Detection 

(Mark  all  that  apply) 

Manual  tank  gauging 

Inventory  controls 

Automatic  tank  gauging 

Vapor  monitoring 

•  Groundwater  monitoring 

Interstitial  monitoring 
double-walled- tank/piping 

Interstitial  monitoring 
/secondary  containment 

Tank  tightness  testing 

Automatic  line  leak  detector 

Line  tightness  testing 

Automatic  shut-off  device 

Continuous  alarm  system 

No  requirements 
(european  suction)  ■ 

Other  (please  specify) 


5.  Corrosion  Protection 

(mark  all  that  apply) 

Cathodic  protection 
Impressed  current 
Secondary  containment 
Exterior  coating 
Fiberglass  reinforced  plastic 
Double-walled 
.  Interior  lining 
.>    Other  (please  specify) 


Tank  No. 


Tank  Piping 


□ 

□ 
□ 
□ 

□ 


□ 


Tank 


□ 

a 
a 
□ 
□ 


a 

□ 

□ 


□ 


Piping 


□ 


a 
□ 
□ 
□ 


Tank  No. 


Tank 
□ 

a 
□ 
□ 
□ 

□ 
□ 


6.  Spill  &  Overfill  Prevention 

(Mark  all  that  apply) 

Overfill  device 
Automatic  shut-off 
Overfill  Alarm 
-♦■valve 

~^nt  device 


□ 


a 
□ 

□ 
□ 


Tank 


i\fr 


□ 
□ 

CD 
O 
□ 
□ 


P'woun  Tank 


Tank  No. 


Tan    \  Pipi 


□ 


□ 

□ 
□ 


C3 
□ 
□ 
□ 

□ 


□ 

□ 

□ 
□ 


□ 

□ 

□ 
□ 

□ 


Piping 


□ 

□ 
□ 
□ 
□ 


Tank  No. 


Tank  No, 


Tank  Piping 


□ 

□ 
□ 

□ 
□ 


□ 


Tank 


□ 

n 

n 
□ 


□ 


□ 
□ 

□ 


□ 
□ 

□ 
□ 


Tank '  ■ 
□ 

n 

□ 
□ 

□ 


Piping  \ 


Piping 


□ 
□ 
□ 
□ 

□ 
□ 


Tank 


o 

a 

□ 
□ 
□ 
□ 

□ 


□ 
□ 


□ 

□ 

□ 

a 


Piping 


□ 

□ 
□ 


□ 

□ 
□ 


□ 
□ 
□ 
□ 
□ 


□ 
□ 

□ 
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VII:  Certification  of  Compliance   (Complete  for  ail  new,  upgraded  and  reiined  lanks  al  this  tocS]ion} 


Installation      (mark  all  that  apply) 

Installer  certified  by  tank  and 
piping  manufacturers 

Installer  certified  or  licensed  by 
Implementing  agency 

Inslalier  registered  by 
implementing  agency 

Installer  is  the  owner  of  the  tank(s) 

Installation  inspected  by  a 
registered  engineer 

Installation  inspected  a  approved 
by  Implementing  agency 

Manufacturer's  installation 
cbeckJists'ftave  been  completed- 

Another  method  allowed  by  state 
agency  (please  specify) 


□ 

□ 

I — I 

i  n 

□ 

□ 

□ 

□ 

□ 

a 

a 

OATH  f  certify  the  .nforrr.aI.on  thai  .s  provided  in  section  Vil  Is  lnj9  to  ihe  best  ol  my  knowledge,  and  certify  that  the 
™°"  v^^IS de!"  Mwrdance  with  ail  applicable  slate  and  federal  laws  and  regulations.  (THIS  SECTION 
MAY  ONLY  BE  COMPLETED  BY  THE  CONTRACTOR.  "SEPARATE  OATH  MUST  BE  SUBMITTED  FOR  EACH 

ACTIVITY  PERFORMED  BY  DIFFERENT  CONTRACTOR. ) 


Tank  No. 


PermK  No. 


Contractor: 


Nam  a 


Signatu/a  [must  b«  original) 


Data 


Position 


Com  pan/ 


VIII.  Financial  Responsibility 


Mark  all  that  apply:  ~ 

□  Sert-lnsurance  □Guarantee       □  Certificate  ol  Deposit 

□  Commercial  Insurance   nsurefy  Bond     CJ  Taisl  Fund 

□  Risk  Retention  Group    Qletter  of  Credit  O  Other  Method  Allowed 

(please  specify) 


IX.  Certification  {Read  and  sign  after  completing  all  sections) 


:=> 
Name 

owner's  authorized  representative 
  (Print) 


and  ofllcial  lille  of  owneoer 


Signature 
(must  be  original) 


Date  Signed 


cert,  y  underpenaily  of  law  that  I  have  personally  examined  and  am  familiar  with  the  Information  submitted: 
nis  aneTall  attacked  documents,  and  that  based  on  my  inquiry  of  those  immediately  responsible  lor 
/j-^jQ^ £■     ^^l^^tri^inrounation,  J  believe  that  the  submitted  information  is  true, 
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fnXTT     Notification  for  Underground  Storage  Tanks 


'  A  separate  form  must  be  used  for  each  site. 

If  you  have  mors  than  five  tanks,  pfioiocopy  pages  1-5 
and  attach  to  this  notification  form. 

•  Please  type,  or  print  in  ink;  the  signature  under 
"certification"  (section  IX)  must  be  signed  in  Ink. 


OFFICE  USE. ONLY. 


ID  NUMBER 


J  DATE  RECEIVED 

JUN  11  1996 


Facility.  I.D.  #  (if  known) 


Owner  I  D.  #(H  Known) 


CHEMICAL  SAFETY 


TYPE  OF  NOTIFICATION 

[~J  New  Facility         Amended  tchangBs/coFrections/AdditianaSTanks)    Mark  all  that  apply: 

_  Owner  Address  Change  (this  facility  onfy}'  "    1  :  Tanks  Refined  (Permit  #  ,  

 Owner  Address  Change  (al!  facilities  owned)   Tanks  Instated  (Permit*.  

New  Owner   Tanks  Upgraded/Repaired  (Permit  #. 


Tank(s)  Removed  (Permit  tf  Q2J£. 

 Other  


.Abandonment  Notice  (Permit  ft- 


I,  Ownership  of  Tank(s} 


Owner  Name  (Corp.,  Individual.,  Public  Agency  orcLner  Entity) 
Mailing  Address 


City 


Slate 


Zip 


County 


Contact  Name 


(Area  Code)  Phone 


"irTLocation  af.Tank(s)  ■  ~7~ 

til  sama  as  Section  1,  Mark  box)         1  ,- 


Facility  Name  or  Company  Site  Idenliiier.  as  applicable 


Street  Address  or  State  Road,  as  applicable  (ojf.sct  address) 


City 


Slate 


Zip 


County 


Contact  Name 


(AreaCode)'Prtone 


111.  TYPE  OF  OWNERSHIP  (mark  all  that  apply) 


|>1  Current  Owner  of  Tanks  ' 

/    Date  Purchased  /  / 

O  Former  Owner 


[~J  Ownership  Uncertain 
□  Other   ;  


IV.  TYPE  OF  FACILITY 


Typa  ol  Facility:  (Cirda  correct  code) 

A.  Service  Station  <t^l  Industrial/Manufacturing 


8,  Bulk  Plant 

C.  Petroleum  Distributor 

D.  Convenience  Store 

E.  Aulo  Dealer 

F.  Commercial/Retail 


H,  Private  instilution 

I.  Residence  (Non-Farm) 
J.  Farm 

K.  Airport 
L  Marina 


M.  City/Town 
N.  County 
0.  Stale 

P,  Federal  (Military) 
Q.  Federal  (Non-Military) 
R.  School  District 


S.  Port  District 
T,  Utility  District 
U-  Fire  Dept. 
V.  Other  Special  t 
Service  Districts 
W.  Other  


(please  Spaciti 


1 
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y.  Description  of  Underground  Storage  Tanks  (Complete  entire  column  for  each  tanfo 


Tank  Identification  Number 


1.  Status  of  Tanks 
Currently  in  use 

Temporarily  out  of  use 
(Section  2  must  be  completed) 

Permanently  out  of  use 
{Section  2  must  be  completed) 

Removed 

(Section  3  must  be  completed) 

Abandoned  in  place 
(Section  4  must  be  completed) 


2.  Tanks  Permanently  & 
Temporarily  Out  of  Use 

Estimated  date  last  used 


3.  Tanks  Removed 
Date  tank(s)  removed 
Estimated  date  last  used 


Tank  No. 


□ 
□ 

o 

m 
□ 


7  / 


$  til  90 


Tank  No. 


□ 

□ 


Tank  No. 


/  / 


4.  Abandoned  in  Place 

Date  tanks  tilled 
Tank  lilted  .with: 
Inert  materials  [sand,  etc.) 
Water 
Unknown 

Other  (please  specify) 


5.  Age  of  Tank 

Date  tank  installed 
Date  product  placed  in  tank 


/  / 


.□ 


6.  Estimated  Total  Capacity 


7.  Substances  Currently  or 
Last  Stored: 

Petroleum 

Diesel  .  , 

Kerosene 
Gasoline 
Used  oil 

Other  (Please,  specify)  . 

Petroleum  Use  (if  applicable): 
Heating  oil 

(consumptive  use  on  premises) 
Back-up  generator 
Other  (plaaaa  specify) 

Hazardous  Substance: 

Name  of  principal  Cehcia  substance 
-^cat  Abstract  Service  (CAS  No 


i  I-I7<f 
CI  //V 


i  i 


10  .<Q(D.O 


□ 

E 
□ 


is. 
□ 


□ 


□ 


□ 

□ 
□ 


/  / 


/  / 


/  / 


/  / 


□ 


/  / 


/J  L2S\    /  / 


□ 

u 
a 
□ 


□ 

□ 


Tank  No. 


□ 

□ 
□ 


/  / 


/  / 


/  7 


Tank  Ntf; 


/  / 


□ 


/  / 


/  / 


□ 

□ 


□ 
□ 

□ 

□ 


/  / 


/  / 


/  / 


/  / 


□ 


/  / 


/  / 


B 
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VI.  Description  of  Underground  Storage  Tanks  (Complete  entire  column  for  each  tank) 


Tank  Identification  Number 

Tank  No.  / 

Tank  No.jjL- 

Tank  No.  

Tank  No._ 

Tank  No.  _ 

1.  Material  of  Construction 

{mark  ail  that  apply) 

Asphalt  coated,  or  bare  steel 

O  ■ 

□ 

CathodicaiSy  protected  steel' 

LJ 

□ 

□  ■ 

□ 

Dielectric  coated  steel 

L_J 

u 

□ 

'  □ 

Composite'  (steal  with  fiberglass) 

n 

'n 

n 

Fiberglass  reinforced  plastic 

■  r~i 

□  -. 

□ 

■  □ 

Lined  interior 

o 

n 

i  i 

Double-wafled 

■  a- 

LJ 

LJ 

□ 

Secondary  containment  ■ 

n  . 

LJ 

LJ 

Steel  STI-P3 

i  i 

n  ■ 

□ 

□ 

■  n 

Other  (please  specify} 

;  — 

9  DEninrt  Material*: 

(mark  all  that  apply} 

Bare  steel 

■  CD 

n 

□ 

□ 

.  □ 

Galvanized  steel 

□ 

.  □ 

.  a 

Fiberglass,  reinforced  plastic 

0  ■ 

o. 

LJ  ■ 

Cathodically  protected 

I  I 

■  □  ■ 

i  i 

n 

o  ■ 

Double-walled 

:  LJ 

□  ■ 

□ 

.  □  ■ 

□ 

Secondary  containment 

■  ■  L_l  ' 

□ 

Dielectric  coating 

I  I 

1  1 

□ 

■  lj 

Other  (please  specify) 

(mark  all  that  apply) 

European  suction 

i  i 

□ 

American  suction 

□ 

n 

□ 

□ 

■  Pressure 

n 

i  i 

LJ 

LJ 

i — i 
i  i 

Gravity  feed 

n  . 

1  1 

■  Please  specify) 
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Tank  Identification  Number 


4.  Release  Detection 

(Mark  all  thai  apply) 

Manual  tank  gauging 

Inventory  controls 

Automatic  tank  gauging 

Vapor  monitoring 

Groundwater  monitoring 

Interstitial  monitoring 
double-walled  tank/piping 

Interstitial  monitoring 
/secondary  containment 

Tank  tightness  testing 

Automatic  tine  leak  detector 

Line  tightness  testing 

.   Automatic  shut-off  device 

Continuous  alarm  system 

-  No  requirements 
(european  suction) 

Other  (please  specify) 


Tank  No.  / 


Tank  Piping 


□ 

□ 

□ 
□ 


□ 

□ 


5.  Corrosion  Protection 

tmark  all  trial  apply) 
Cathnriin  prntPctiOft 

impressed  current 

Secondary  containment 

Exterior  coating 

Fiberglass  reinforced  plastic 

Doubte-walled 

Interior  lining 

Other  (please  specify) 


6,  Spill  &  Overfill  Prevention 

(Mark  ail  that  apply) 

Overfill  device 
'  Automatic  shut-off 
Overfill  Alarm 
^  valve 

~^nt  device 


C3 

□ 


□ 

n 

a 

a 


Tank  No.  %^ 


Tank 

□ 

□ 
□ 
□ 

'  □ 

□ 


Tank  Piping 


□ 

B 
□ 
□ 

□ 


a 
□ 

□ 


Piping 


□ 
□ 
□ 

□ 


□ 

□ 
□ 

□ 
□ 


Tank  No. 


Tank 

□ 
□ 
□ 
□ 
□ 
□ 

□ 

□ 


Piping 


Tank 


Piping 


l_J 

□ 

□ 

□ 

□ 

□ 

□ 

□ 

□ 

LJ 

□ 

□ 

□ 

□ 

□ 

Tank 

a 

CD 

a 
□ 

□ 


□ 

□ 


□. 
□ 


Tank  No,       j  Tank'f^  V"<jH 


□ 
□ 
□ 

□ 


□ 
□ 

□ 


Tank 

□ 
□ 
□ 
□ 


Piping 


□ 
□ 

□ 
□ 
□ 
□ 


□ 
□ 

a 
a 
□ 


Piping 


□ 


□ 

a 
□ 


□ 
□ 


Tank 

□ 
□ 
□ 
□ 
□ 
□ 

□ 


Piping 


Tank 


□ 

□ 
□ 
□ 
□ 

□ 


Piping 


□ 

□ 

□ 
□ 

□ 


a 

□ 
□ 


Tank 


□ 
□ 

□ 

□ 
□ 
□ 

□ 


□ 
□ 
□ 

□ 


□ 

□ 

□ 
□ 


Piping  ■ 


o 
a 

□ 


□ 
□ 
□ 
□ 
a 


nted 
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fnstartar  certified  by  tank  and 
P'pmg  manufacturers 

'nslafler  certified  or  licensed  by 
'mplemeniing  agency 

Installer registered  by  ■ 
implementing  agency 

InsiaiJer  is  the  owneroi  the  tank(s) 

Installation  inspected  by  a 
registered  engineer 

installation  Inspected*  approved 
■   by  Implementing  agency 

Manufacturer's  Installation 
checklists  .have  been  completed 

Anolher  method  allowed  by  state 
agency  (please  specify) 


□ 
□ 

□ 

□ 
□ 

□ 


a 
a 
a 

□ 
□ 

a 
□ 


□ 
□ 
□ 
□ 

□ 


activity  peh^rmbd  W^^^^  submitted  for  each 


Contractor: 


Tank  No. 


P  arm  ft  No. 


Signatura  (must  be  original) 


Posilicn  . 


Company 


VIII.  Financial  Responsibility 


Mark  air  that  apply 

Sett- Insurance  j — j„  ,  . 

I — iGuaranlee  □  Certificate  of  Depcsii 

CD  Commercial- Insurance  f  !c     ,  «  i  . 

I — JSurety  Bond  □  Trust  Fund 

Risk  Retention  Groun  f — U  ,.  r  , 

rauP  1 — JUller  of  Credit  £J  other  Method  flowed 

(please  specify) 


I  certify  under  penalty  of  law  that  J  have  oersanaiiv  I      ~,     "  :  ' — 

in  this  and  aLaUacbed  document,,  ^^^T^T^  IT"*  with  ^  Mammon  submitted* 
S  -  ^&*f  th.  information,  I  beliel  »hat  SZ  !nqhUK£T0Se  ""OiediaWy  responsible  for  ,; 


Name  and  oillclal  title  of  owner  or' 
owner's  authorized  representing 
(print) 


Signature 
(must  be  original) 


Date  Signed 
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APPENDIX  H 
ENVIRONMENTAL  REGULATORY  DATABASE  REPORT 


I 
I 
1 


Phase  I ESA 

SiPi  Metals  Corporation  /  Chicago,  Illinois 
15-O4183rEiO0t  /  SW2004  t  R/C/BRS 
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rAjis^Sciiul^  ^  05-  942s'."f3df 


The  EDR  Radius  Map 

with  GeoCheck® 


SiPi  Metals  Corporation 
1720  N.  Elston  Ave. 
Chicago,  IL  60622 

Inquiry  Number:  1205194.25 


June  03, 2004 


EDR'  Environmental 
Data  Resources  Ine 


The  Standard  in 
Environmental  Risk 
Management  Information 


440  Wheelers  Farms  Road 
Milford,  Connecticut  06460 

Nationwide  Customer  Service 


_ 


Page  1j 


Telephone:  1*800-352-0050 
Fax:  1-800-231-6802 
Internet:  wvww.edmet.com 
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A-1 

a-: 

A-T 

A-a 

A-23 


Thank  you  foryour  business. 
Please  contact  EDFt  at  1-SOO-352-0050 
with  any  questions  a  comments. 


Dlsdrtnsr-  Copyright  ami  TrsdtmaritNotle* 

^l^Lt^^™.™™  SSi,nE2.IMm  a.^*^  "  *****  soj":e*.      no  warranty  expsEsaeo  on  iMr-ueo.  a  made 

au^c^SS^SS^pSSS?^™™  s,!^iS^wif,?IHel,TAL  0ArA  R6S0U*cas.  ,nc.  spbcificau.-*  disclaims  the  making  or- ahy 

ll^^  »i^?HS  *"™<?JT  UMITATICK,  HERCHANTABUJIT  ORFITNEJ3  COR  A  PARTICULAR  USE  OH  PURPOSE.  ALL  ftBK  IS 

r£  r.1?A"*£  StWLL£DR  "P  L,ASLa  TO^VCWS,  WITHES  AFWINOflUTCf  ERRORS OR  wis^^gugence. 

Se^L^rTQ^„»???R  ^$^?lif*£J?  0ASlMSt^C,i^M'1M^  UjrfATION.  SPSdAL,  INCIDENTAL,  .WlbJeN^W 
^:,T~i^iK^  *    U  can  rW  &b  concluded  from  IN*  r  sport  lhal  covers?)  information  for  the  target  and  surround  ro  propsrtiiH  das  not 

^\J^T^^Sl^V^^^m3,B-l?'^i  a  "A  ^  P™"w«in  MS  reports  Of^dSf^irusmw^  ^ 

">  f3"1?9' ™  s*>"uld  t"W  5*ir,i«rpreled  as  raiding  any  tea  regarding,  or  p-Wialon  or  fcrucasl  of.  any  em 
ai*  property  AnyliaBtlllyanmBpartor  EDR  is  »W«y[imited  £  a raftjrdof^ 

«'S^^^^r™,en5lP^'Re™ur=el'lne-  Mfi9»if«e™Bl.  HeprMucttW!  in  ^  meda  or  tarn;*.  In  whde 
or  tnp^c*  any  reporter  map.  of  EmirmrnBMal  Data  fiajourcej.  Inc..  or  its  aUNales,  is  prchioitad  without  prior  written 

Ijg*  (induing  Sanborn  and  Sanborn  Map)  areiradema-ks  of  Envircnmental  Data  R  bombs,  inc.  or  its  affiiiaie* 
(raaemanu  m«d  her  an  are  thaorcperlV  of  Hdr  rsMaeSw  awiers. 


Iroime 


aermisjicn. 


inJltfor 


TC120SIM.2s  Parp  1 


A.issa  3c;-mitz  6519425.:^ 
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EX ECUTIVE  SUMMARY  T 


A  search  gf  available  environmental  reooids  was  conducted  by  Environmental  Da&  Resources,  he 
(EDR).  The  report  meets  the  government  records  search  requirements  of  ASTM  Standard  Pradke  for 
Environmental  Site  AssssBmente,  S  1527-00.  Search  distances  are  per  ASTM  standard  or  custom 
distances  requested  by  the  user. 


TAR  SET  PROPERTY  TN  FORMATION 

ao  oases 


172QN.ELSTONAVE. 
CHICAGO,  IL6uB22 


COORDINATES 


Labtude  (North): 

Longitude  (West); 

Universal  Tranversa  Mercator 

UTMX  (Meters): 

LfTM  Y  (Meters): 

Elevaitort: 


-41' 
-57 


54' 


41.913300 
87.964000 
Zone  18 
444932.9 
4540150.0 
SB3  ft.  above  sea  level 


47.9' 
50.4* 


USCS  TOPOGRAPHIC  MAP  ASSOCIATED  WITH  TARGET  PROPERTY 

Target ProperV  41087-HB  CHICAGO  LOOP.  IL 

Source:  USGS  7.5  min  quad  index 

TAB SST  PROPERTY  SEARCH  RESULTS 


The  target  property  was  identified  in  the  ftjllcwing  government  records.  For  more  Information  on  this 
property  see  page  6  of  the  attached  EOR  RadiusMap  report 

SH«  Databases)   EPA  ID 

SIPPME7ALSCORP  ftCWS-LQG  606J2SPMTW 

1720  N  ELSTON  FINDS 

Chicago,  il  soea  tris 


DATABASES  WrTH  NO  MAPPED  SfTES 

No  mapped  sites  wero  found  in  EOR  a  search  of  available  (  "reasonably  ascertainable ")  government 
records  either  on  the  target  property  orwitnin  the  ASTM  E  1527-00  searsh  radius  around  the  tergal 
property  for  the  rbllovting  databases; 


FEDERAL  ASTM  STANDARD 

NPt  rational  PricrityList 

Proposed  NPL  P  no  posed  National  Priority  UstSites 

ERNS  Emergency  Response  r+athlcalon  System 


STATE  ASTM  STAN  CARP 

SWFfLF  Available  Disposal  tor  Solid  Waste  in  Illinois  -  Solid  Waste  Landslls  Subject 

to  State  Surcnarge 


TCtawtst  2*  execumve  sumuahv  < 
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IMPOTENT . 


„_„  Surface  Impoundment  Inventory 


FEDERAL  A3TM  SUPPLEMENTAL 

CONSENT  SupertJHd(CERCLA)Cons9ntDecrees 

ROD  Records  Of  Decision 

Delisted  NPI  National  Priority  List  Deletions 

HMIRS  _.,  Haaandoua  Materials  InftxmaSon  Reporting  System 

MLT3  .  _,.  Material  Licensing  Tradorig  System 

WINES  Mines  Mas**  Index  File 

MPLUens  Federal  Supertind  U*ns 

PADS  :  PCaAcEvityDafabaseSystern 

DOD  Departnent  of  Defense  Sites 

US  DROVW  FIELDS  A  Us«ng  of  B(OV*llieW3  Sites 

FUD5  Formerly  Used  Defense  Sites 

INDIAN  RESEFV  Indian  Fteservarjons 

RAATS  RCRA  AdrrwilstraSvfl  Action  Trading  System 

TSCA  ,  TojticSubsbncGaConlrolAa 

SSTS  „  Seeti«i7Traei<ingS/s»arro 

FTTS1NSP   FIFRW TSCA  Tracking  System- FIFRMFederal  InsecSeide,  Fungicide,  & 

Podentidde  ActyTSCA  (Toxic  Substs noes  Control  Act) 


STATE  OH  LOCAL  ASTM  SUPPLEMENTAL 


B.NIPC  


ENG  CONTROLS 


,  Solid V^staLandtlD Inventory 
.  Sitesuith  Engineering  Controls 


BRPWNFIELDS  DATABASES 

US  BROWN  FIELDS  

BROWN  FIELDS  


.  A  Listing  of  Brawnfetds  Sites 

.  Pvtinreipal  BrouaileldsRedavetaprriBntGrantProgram  Project  Descripions 


SURROUNDING  SITES:  SEARCH  RESULTS 

Surrounding  abas -wars  identified. 

Elevations  have  been  (teteminod  from  the  JSCS  Digital  Bevatton  Model  and  should  be  evaluated  on 
a  relative  {not  an  absolute)  basis.  Relative  elevation  information  between  sites  of  dose  proximity 
should  be  Held  verified.  Sites  with  an  elevation  equal  to  or  higher  than  the  target  property  have  been 
dl(terafliatedbelov/(romdlasv«th  an  elevator  lower  than  the  targe' property. 
Page  numbers  and  map  identification  numbers  refer  to  the  EDR  Radius  Map  report  where  deteiied 
data  on  individual  sites  can  be  reviewed. 

Sites  listed  in  bold  Italics  are  in  multiple  databases, 

Unmappabio  (orphan)  sites  are  not  considered  in  tie  foregoing  analysis. 


FEDERAL  A3TM  STANDARD 

CEF6CU5:  The  Carrpnehercsw  Envlronmenteil  Response,  Compensation  and  Uatt lit/ Information  System 
contains  dab  on  potentially  hazardous  waste  sites  that  have  been  reported  to  the  USEPA  by  states, 
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TOrio'palttes.  private  companies  and  private  persona,  pursuant  to  Sedion  103  of  the  Comprehensive 
En«ranmenlal  Resoonsa.  CompensatiQn  and  Liability  Ad  (CEFCLA). 

CERCUS  contains  sites  which  are  sither  proposed  ts  of  on  the  National  Priorities  List  (IfL)  and  sites 
which  are  in  the  screening  and  assessment  phase  for  possible  indusion  on  the  npl, 

A  review  of  the  CERCUS  list  as  provided  by  EDR,  and  dated  02*26/2004  has  revealed  that  there  are  2 
CERCUS  sites  vU#iin  approximately  0.75  miles  of  the  target  property. 

Lower  Elevalion   /Wress       'J~  Cist  /  Dh*        Map  ID  Page 


RlANCH6DCi.CO  1401-90  WWABANSIA  AVE  0-1/8    E       AS  11 

PEOPLES  GAS  LIGHT  &  COKE  WILLO  1701-1TB3  KINGSBURY  1/4-1/ZE       129  115 

CERCUS -N FRAP:  AsoFFebruary  199S.  CERCUS  Sites  desgnated  "No  Further  Remedial  Action  Planned" 
(NFRAP)  have  been  removed  tram  CERCUS .NFRAP  sites  may  be  sites  where,  toUcmrg  an  initial 
Investigation,  no  contamination  was  found,  contamination  wis  removed  quiCktywjthoLtthe  need  far  Hie 
site  to  be  placed  on  the  WL.  or  the  contamination  was  not  serious  enough  to  require  Federal  Superfund 
Action  or  NPL  consideration.  EPA  has  removed  approximately 25,000  NFFWP  sites  to  Hftthe  unintended 
Gamers  to  the  redevelopment  of  these  properties  and  has  archived  them  as  historical  records  so  EPA 
does  not  needlessly  repeat  the  invesS^alons  in  the  future.  This  policy  change  is  part  of  the  EPA'  s 
Brawnflelds  Redevelopment  Program  to  help  dtjes,  stabs,  private  investors  and  affected  dtaens  to 
promote  economic  redevelopment  oi  unproductive  urban  sites. 

A  review  of  tie  CERC-NFRAP  list,  as  provided  by  EOR  and  dated  02/26/2004  has  revested  that  there  are 
4CEP&^fFPAP^itesvMthtnapproM^matrily  O.Srriiesofthetoigetproperty. 


Equal/Higher  Elevation 

Address 

MstlOIr 

Map  ID 

Page 

ELKWOOO  PLATING  INCORPORATED 

1657  NORTH  ELSTONAVENU 

0-1/8  5SE 

C9 

14 

GRIFFIN  PLATING  CO  WC 

2020  N  HOLLY  ST 

1»  - 1/2  NW 

AJ119 

109 

Lower  Elevation 

Address 

Disl/Dir 

MapD 

Page 

FORT  DEARBORN  MFQ 

1574  HOMER  STREET 

"1/4-1/2  NNW 

S69 

57 

ACCURATE  DIE  &  STAMPNG  COMPAN 

1947  NORTH  MAUD  AVENUE 

W  - 1/2  ENS 

138 

123 

CORRACTS:  CORRACTS  Is  a  list  of  handlers  vwith  RCHA  CorrecSue  Acton  Activity,  This  report 
shows  which  nationelly-deSned  correcfive  action  cora  events  have  occurred  far  every  handler  that  has 
had  corrective  action  adlvhy 

A  review  of  the  CORRACTS  lisL  as  provided  by  EDR,  and  dated  03/16/2004  has  revealed  that  there  are  4 
CORRACTS sileswithin approximately  t-25mitesoFthefergetpropert/. 


E  quaWfigher  Elevation 

Address 

Dtet/Qr 

Map  ID 

Page 

ELXWOOO  PLATING  (NCORPORATEO 

f  eST  NORTH  ELS  TON  AVENU 

0 . 1/8  sse 

ca 

14 

REICHOLD  CHEMICALS 

2100  N  ELS  TON  AVE 

1/2-1  NNW 

AR157 

135 

US5NERCORP 

1000  N  OQDEN  AVE 

1  -  2  SSE 

210 

172 

Lswar  Elevation 

Address 

Dtst/Dfr 

Map  ID 

Page 

AERO  PLATING  WORKS 

1880  N  ELSTON 

1IH  -  1(4  NNW 

Q23 

27 
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EXECUTIVE  SUMMARY 


RCRB:  Resource  Conservation  ami  Recoverylriformalfori  System  RCRIS  includes 
selective  infbrmattan  on  sites  which  generate,  transport  stem.  Inealand/br 
dispose  of  hazardous  waste  as  defined  dytrte  Resource  Conservation  and  Recovery 
Act(RCRA).  Conditionally 9*Bmpt  small quantity  generators (CESQGs): generate 
less  than  100  kg  of  hazardouswaste.orlessthsn  1  fcg  of  acutely  hazardous 
waste  per  month.  Small  quantity  generators  (SQGs):  generate  between  100  kg 
and  1 .000  kg  nl  hazardous  waste  per  month.  Large  quantity  generators  (LQGs>: 
generate  over  1,000  Hlograms  (kg)  of  hazardous  waste,  or  over  1  Kg  of  acutely 
hazardous  waste  from  *ie  generator  ofT-aite  tea  facility  that  can  recycle, 
treat  store,  or  dispose  of  the  waste,  TSDFs  treat,  store,  or  dispose  of 
the  waste. 


A  review  of  the  RCRtS-TSD  list,  as  prowled  by  EDR,  and  dated  04/1 3(2004  haa  revealed  that  there  is  i 
RCRIS-TSDsite  wilrin  appnjMTOtely  0.75  miles  of  the  target  property. 


Lower  Elevation  

AERO  PLATING  WORKS 


Address 
1 860  N  ELSTON 


□tat/CKr 


Map  D  Page 


1/8-1/4NNW  G28 


27 


RCRtS;  Resouroa  Conservation  and  Recovery  Information  System.  RCFSS  Includes 
selective  information  cm  sites  which  generate,  transport,  store,  treat  andtor 
dispose  of  hazardous  waste  asdelined  by  the  Resource  Conservation  and  Recovery 
Act(RCRA).  Conditionally eKemptsmaltquanb^generatirs(CESQGs): generate 
less  than  100  kg  of  hazardous  waste,  or  lass  than  1  kg  of  acutely  twzardous 
waste  per  month.  Small  quantity  generators  (SQGs>:  generate  between  100  kg 
and  1,000  kg  of  hazardous  waste  per  month.  Large  quantify  generators  (LOGS): 
generate  over  1j0O0  kilograms  (kg)  of  hazardous  waste,  or  over  1  kg  of  acutely 
hazardous  waste  from  the  generator  ofWte  to  a  facility  that  can  recycle, 
treat,  store,  or  dispose  of  the  waste.  TSDFs  treat  store,  ordfcpose  of 
the  waste. 

A  review  of  Itve  RCRJS-LQG  list  as  prowded  by  EDR,  and  dated  04/1 3/2004  has  revoaled  hat  tiere  are 
16  RCRtS-LQG  sites  within  approximately  0.5  miles  of  Ihe  target  property. 

Equal/Higher  Elevation 
lLDOT 

WOODNORTH  HARRY  AUTO 
GABREL  LABORATORIES  LTD 
SVC  ABOVE  BEYONO 
GRIFFIN  PLATING  CO  IMC 

Lower  Elevation 

FRAN  CHE  D  C  &  CO 
U  S  STEEL  CORP  SUPPLY  WV  PAM 
DAVIE  g  PLATING  INC 
MUCH  LEATHER  COMPANY 
PROCTER  &  GAMBLE 
02tNd  A  RE ChMIX  PALNT  YARDS 
AFINKL&SONSCO 
HORWEEN  LEATHER  COMPANY 
BATES  INC 

GREAT  LAKES  SOLVENT  COMPANY  TE 
SCIENTIFIC  PLATING  COMPANY  INC 


Address 

Dtat/Clr 

Map  ID 

Page 

1700  N  SOS  WORTH  AVE 

1/8  -  1tt  WSW  H23 

25 

1850  N  BOS  WORTH 

1/8  - 1«  SW 

127 

27 

1814  N  MARSHFIELD 

1M-iaWMWS3 

51 

1512  N  TROOP 

1/4 -1«  SSE 

T4 

B1 

ZMO  N  HOLLY  ST 

1/4 -IS  NW 

AJ119 

109 

Address 

Dist/Drr 

MapID 

Pag* 

1401  -flOWWABANSIA  AVE 

0-1/8.  E 

A5 

11 

1M9NTHROOP  ST 

1/8-lrtESE 

29 

28 

1 BJO  N  THROOP 

.1/4  SE 

an 

29 

1S25W  HOMER  ST 

1/4-1/2  NNW 

Ses 

57 

1232  WEST  NORTH  AVENUE 

1/4-1/2  ESE 

T82 

66 

3001  N  MENDALL  ST 

1/4-1C  NNW 

sas 

53 

21111  NSOUTHPORT  AVE 

1*4-1/2  N 

X95 

73 

201 5  N,  ELSTON  AVE, 

1/4 -lO  NNW 

Y99 

77 

1M0NMARCEY  ST 

1/4 -1/2  ENE 

AC10S 

84 

1750  WNGSBURY  STREET 

1*4-1/2  E 

AG  113 

as- 

2073  N.  SOUTHPORT  AVE, 

1/4-1/2  N 

AL131 

118 
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RCRIS;  F^wurce  Consecration  a/id  Recovery  Information  System.  RCfiJS  includes 
select™  information  on  sites  whit*  generate,  transport  stars,  treat and/or 
dispose  of  hazardous  waste  as  defined  by  the  Resource  Con  swvatfan  and  Recovery 
Aa  (RCRA).  Condi Bgnaliy  exempt  small  quantity  generators  (CESQGs):  generate 
IsssOian  100  kg  of  hazardous  waste,  or  less  than  1  kg  of  acutely  hazardous 
Mass  per  month,  SrrBHquan!rVgeneralore(5aGs);  generate  oetwaan  lOOtg 
and  1XJOO  kg  of  hazardous  wasie  per  month.  Large  quant  ly  generators  (LQGs): 
gene  rata  over  1 ,000  kilograms  (kg)  of  haardaus  vraste,  or  oven  taj  of  acutely 
hazardous  waste  from  trie  generator  off-site  to  a  facility  that  can  recycle, 
teat,  store,  or  dispose'  of  tw  waste.  TSDFs  treat,  store,  or  dispose  at 
the  waste. 


A  reviewoftheRCRIS-SCrGliSk  as  provided  by  El^  . 

42  RCRtS-SQG  sites  within  approximately  05  miles  Of  the  target  property. 

Equal/Higher  -  k>va  tkxi 

Address 

Dist/Oir 

Map  ID 

Page 

ELKWOOD  PLATING  INCORPORATED 

1857  NORTH  ELSTON  AVE  Nil 

0-1/3  SSE 

ca 

14 

PROTOTYPESERVrCEStJC 

1660  N  BE3LY  COURT 

0-1/S  S 

C10 

n  * 

ME  RfT  GRAPHICS 

1642  N  BES  LEY  CT 

0-1/9  S 

C14 

1 1 

JAMES  PRECIOUS  METALS  PLATING 

1609-11  ELS  TOW  AVE 

1/B -1/4  SSE 

F19 

A  t 

AMOCO  1SB91 

1  SOt)  N  ELS  TON  AND  NORTH 

1/B-1/4  SSE 

F24 

25 

UPIN  ENTERPRISES  INC 

1300  N  ASHLAND  AVE 

1/8-1/4  WNW  J36 

?1 

TRt  CREST  OFFSET  INC 

1701  THRU  13  H  ASHLAND 

lffi-1/4  WSW  H33 

37 

SHELL  Ott.  CO 

1525  W  NORTH  AVE 

Iffl  - 1/4  5SW 

K41 

38 

AMOCO 

1551 W  NORTH  AVE 

1/B- 1/4  SW 

N46 

.42 

BURR 

1621  WWABAMSIA 

1/8-1(4  WSW  P53 

47 

FLEXOGRAPHIC  PUNTERS  4  DESIGN 

1 720  N  MARSHFIELD 

1/4-1/2VK 

P60 

50 

NICHOLS  JAY 

1720  N  MARSHF1ELDAVE 

1/4-1/2  W 

P61 

50 

Mfl-LER  WAGNAAR  STUDK5S 

1720  N  MARSHPlELO 

1/4-1/2  W 

P62 

51 

BODY  BUILDERS  INC 

1 834  W  NORTH  AVE 

1/4  •  1/2  SW 

U71 

53 

WESTERN  BUCKLE  CO 

1 7S7  N  PAULINA  ST 

1/4  - 1/2  W 

V73 

60 

BILBO  PLATWQ  COMPANY 

1 654  W  NORTH  AVENUE 

1/4  -  IB  SW 

U79 

65 

MAXANT 

'    1700  W  CORTLAND  ST 

1/4-1/2  WNW 

132 

71 

CHICAGO,  CTTV  OF  ABANDONMENT 

1430  N  ELS  TON 

1/4  - 1/2  SSE 

AS94 

72 

AMERICAN  RACK  CO 

1919  NPAUUNA 

1/4-1/2  NW 

238 

73 

HOY 

2020  N  ASHLAND  AVE 

1/4-1/2  NMW  Y101 

81 

LOZANO  SCHOOL 

1424  N  CLEAVER  ST 

1/4  - 1/2  S 

AF112 

S3 

R03COE  METAL  FINISHING  CO 

1785  W  NORTH  AVE 

1/4-1/2  WSW 

AH1ZB 

114 

SHELL  3£RVfCE  STA 

1 729  W  ARMTTAGE 

1/4-1/2  NW 

AQ1S1 

130 

Lower  Elevation 

Address 

Dtei/rjtr 

Map  ID 

Page 

HANNACYUNDERS 

1765  N  ELS  TON  AVE 

0-1/S  NW 

BS 

14 

WELDING  APPARATUS  CO 

ItHWNADAST 

0-1JS  ESE 

D12 

17 

KILO  BAR  COMPACTING  CORP 

17Q0NTHR0OP  ST 

0  - 1/8  ENE 

E13 

17 

CHICAGO  CITY  OF  FLEET  ADMW 

1635NTHROOP 

1/8  - 1/4  E 

EH 

20 

AERO  PLATWG  WORKS 

1880  N  ELS  TON 

1/a  - 1/4  hnw 

G23 

27 

MARTHA  GRAPHICS  . 

1307  MENDELL 

1/4  - 1/2  NNW 

LS4 

52 

GENERAL  IRON  INDUSTRIES  INC 

1909  N  CLIFTON  AVE 

1M  ■  1/2  ENE 

W7T 

63 

HOME  DEPOT  #1912 

1232W  NORTH  AVE 

1/4  •  1/2  ESE 

TB1 

60 

GENERAL  PAINT  $  CHEMICAL  CO  ME 

2001  N  MEND  ALL  ST 

1/4  -1J2  NNW 

S84 

67 

J  ARROW  PRODUCTS  IMC 

3OUTHP0RT  AND  ARMrTAGE 

1/4-1/2  N 

xaa 

70 

LAKH  GENERAL  CORP 

2044  N  COM  [NICK 

1/4  - 1/2  M 

AA93 

72 

SWAN  CLEANERS 

1953  N  CLYBOURN 

1/4- 1/2  ENE 

A0115 

106 

CHESTER  BROTHERS  MACHNE  PFtOO 

1414W  MACLEAN  AVE 

1/4-1/2  N 

AA118 

109 

LOCKUP  CLY 80 URN 

1920  N  CLY  BOURN  ST 

1/4-1/2  ENE 

AC120 

110 

CLEANING  CLU8  CLEANERS 

2121  hi,  CLYBOURN 

1/4-1/2  NNE 

132 

118 

WEST  END  DENTAL 

1 1 70  W  ARWJTAGE 

1/4  -  M2  ,NE 

AMI  34 

130 

TC12051WJ2S  EXECUTIVE  SUMMARY  5 


.1  i  ssa  Sch u jtz  -  051 942s . pdf   "  """"""""pagT 


Lower  Elevation  Address  Pbt/CHr  Map  ID  Page 

HEDMANLOFTS  1158  WARMTAGE  AVE  1/4-1/2NE  AM139  123 

MORTON  SALT  COMPANY  13S7  N  ELSTON  AVE  1W-1/2SSE  A014S  128 

TRIZECHAHN  CLYBOURN  TECH  CTR  1B40  N  CLYBOLiftN  AVE  1M .  1ffi  E  AP149  130 


STATE  ASTM  STAHPAHD 

SHWS:  The  Slate  tejanlnus  Waste  Sites  records  are  thft  states'  equivalent  to  CERCUS.  These  sites 
may  or  rray  not  already  be  listed  on  the  federal  CERCLlS  list  Priority  sites  planned  fer  cleanup  using 
state  kinds  (state  equivalent  erf  Supertund)  are  identified  along  win  ales  wnere  cleanup  wSI  tja  paid 
tor  by  potentially  responsible  parties.  The  data  come  team  Hie  Illinois  environmental  PrptecSori 
Ageno/  s  Category  Lid. 

A  review  of  ihe  SHWS  list,  as  provided  by  EDR  has  revealed  Hal  there  is  i  SHWS  sib  within 
approximately  1  25milssaflhatei^etproperV. 

Lower  Elevation   Aridrw_  Dal /Or        Map  C  Pans 

ELECTRO  RUSHERS  1 662  W.  HJLL6RTQN  1/2-1    NNW  208  171 


LUST:  The  Leaking  Underground  Storage  Tank  Incident  Repcrta  contain  an  inventory  of  reported 
leaking  underground  storage  lank  inddents.  The  data  come  from  the  Illinois  Environmental  Protectort 
Agency"  s  LUST  Incident  Report 

Ar^ewottheLLiSTIiAasprovid*dl>yEDR,and  dated  02r23C004  has  revealed  thatthera  arsGO 
LUST  sites  widin  approximately  0,75  rnflesofttte  target  property. 

Equal/Higher  Elevation 


RS.  INDUSTRIES  INC 
M.CM  PROPERTIES 
rWRTHTOVVN  AUTOMOTIVE 
MUSKIE  ENTERPRISES 
EQUHLON  ENTERPRISES 
GOMEZ  SHELL 
SHELL  OIL  CO 
SCR1BCOR1NC. 

8P  PRODUCTS  NORTH  AMERICA,  INC 

RMHCCORP. 

WESTERN  SUCKLE  CO 

HDY 

WORLD  EQUITIES 

FRANK.  ZDLLIE 

CHCAGO  PARK  OIST. 

BAKER  DEVELOPNENT  CORP. 

SHELL  OIL  CO. 

N  HENRY  &  SON  INC 

BUDGET  RENT  A  CAR 

BP  AMOCO  #5275 

REICHHOLO  CHEMCALS  INC 

CAVID  DURBINA  ASSOC 

A  WE  Rl  GAS 

DUB  IN  RESIDENTIAL  COMMUNITIES 
ST,  STANISLAVS  KOSTA 


Address 

Qat/Dtr 

Map  ID 

Page 

1651  NORTH  ELSTON  AVE. 

0- 

IB 

SSE 

C11 

18 

1 650  NORTH  BOSWORTH  ST. 

1/8 

-1/4 

SW 

126 

26 

1400  WEST  NORTH  AVE. 

1IB 

-1/4 

SSE 

R33 

31 

1401  WEST  NORTH  AVE. 

1/B 

-1/4 

SSE 

F33 

31 

1525  WEST  NORTH  AVE. 

1J8 

-1/4 

SSW 

K39 

37 

1 525  WEST  NORTH  AVE 

1JB 

-1/4 

SSW 

K40 

36 

1 525  W  NORTH  AVE 

1/8 

-1/4 

SSW 

K41 

36 

1 533  WEST  NORTH  AVE. 

IB 

-1M 

SSW 

K42 

39 

1551  WEST  NORTHAVE. 

1/B 

-T/4 

SW 

me 

43 

1535  NORTH  ELS  TON  AVE 

1/B 

-1/4 

SSE 

M54 

47 

1757NPAUUNA  ST 

1/4 

-1/2 

w 

V73 

60 

2020  M  ASHLAND  AVE 

1/4 

-1/2 

NNW 

V101 

SI 

2033  NORTH  ASHLAND 

114 

-1/2 

NNW 

Y102 

S2 

1924PAUL1NAST. 

1  At 

-  i/2 

WW 

AEltu 

8/ 

1  419  WEST  BLACXHAWK 

w 

-1/2 

s 

API  26 

113 

2062  NORTH  ELS  TON  AVE 

1/4 

-1/2 

NW 

AJ137 

122 

1 729  WESTARMTTAGE  AVE, 

"1/4 

-1/2 

NW 

AQ1S2 

131 

1W3WWABAN5IA 

1/2 

-1 

w 

158 

136 

11 15  VI  ARffflTAGE 

ia 

-1 

NE 

159 

137 

1 763  W  ARMITAG  E 

112 

-1 

NW 

AQ160 

139 

2120  NORTH  ELSTON  AVE 

1/2 

-1 

NW 

AR163 

142 

JULIAN  /  WOOD  ST. 

112 

•  1 

SW 

164 

142 

1 300  NORTH  ELSTON  AVE. 

1/2 

-1 

SSE 

167 

144 

1 334  WEST  WE  BSTER  A  VE- 

1/2 

-1 

N 

166 

145 

1255  NORTH  NOBLE 

1/2 

- 1 

S  ■ 

173 

148 
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EX  ECUTIVE  SUMMARY 

Equa  VHjgher  Ek?va1k)n 

Address 

Oist/Oir 

Map  ID 

Page 

CORE  &  KAY  E  INC  ' 

1459  NORTH  MILWAUKEE  AV 

1/2. 

1 

sw 

177 

150 

LA  SALLE  NATIONAL  TRUST  S20643 

1 742  NORTH  WINCHESTER 

1/2- 

1 

w 

178 

151 

ALBANY  CHICAGO  CO 

1*30  N  WINCHESTER 

1/2- 

1 

w 

179 

151 

MYQNG,  YGNG 

1920-1924  WEST  NORTH  AV 

1/2- 

1 

WSW  180 

152 

SHELL,  OIL  CO. 

1400  WEST  DIVISION  / 

1*2- 

1 

s- 

AV181 

153 

FR  DONALD  OURS 

21 30  NORTH  KENMORE  AVE. 

1/2- 

1 

NE 

185 

15B 

GfWNT  INOUSTPJ  E  S .  INC. 

- '  1 735  NORTH  DAMEN  AVE. 

1/2- 

1 

W 

186 

157 

SHELL  OiL  PRODUCTS  US 

1400  WES 7 DIVISION  ST. 

1/2- 

1 

s 

AV187 

1S7 

CHURCHILL  PLACE  LLC 

1802  NORTH  QAMENAVE. 

1/2- 

1 

w 

AY169 

159 

AMOCO  OIL  CO.  #15438 

1334  WEST  DIVISION 

1/2- 

1 

s 

190 

1S9 

LARRYS  SVC  CTR 

1834  N  DAMEN  AVE 

1/2- 

1 

w 

AY  191 

1B0 

1 21 9-1 229  PALUhW ,  LLC 

1227-1229  NORTH  PAULINA 

1/2  - 

1 

ssw 

194 

192 

LOS  CUATROS  CAMNOS 

1955  WEST  APMTAGE  AVE. 

1/2- 

1 

WNW  195 

1B3 

NEWMLL  NOODLE  CO. 

1 3D0  NORTH  WOOD  ST. 

1*2- 

1 

SW 

204 

168 

LITTLE  SISTERS  OF  THE  POOR 

.  2325  NORTH  LAKE1AOOD 

1*2- 

1 

NNE 

207 

170 

Lower  Elevation 

Address 

Dst/Dir 

Map  ID 

Page 

REXROAD  HANNA  CORP. 

1785  NORTH  ELSTON 

0-1/8 

NW 

B7 

13 

EXOHO  ASSOC  LTD.  PARTNERSHIP 

1B24  NORTH  BESLY 

1*8- 

1/4  NW 

G20 

21 

FIRE  KING  SERVICE  INC 

1 901  NORTH  ALSTON  AVE. 

1*8- 

1/4  NNW 

049 

44 

COMETCQ 

1S09  WEST  CORTLAND 

1*8- 

1/4  NNW 

L52 

46 

A.  FINKL  a  SONS  CO. 

1 300  NORTH  SOUTHPORTAV 

1*4- 

1/2  N 

R58 

49 

CTRE  INC. 

2001  NORTH  ELSTON  AVE 

1/4- 

1/2  NNW  YBS 

59 

GENERAL  IRON  INDUSTRIES 

1068  WEST  NORTH  AVE. 

1/4- 

1/2  CSC 

ANJ4Q 

124 

CHICAGO  WELDING  &  QOLERREPAI 

21 45  NORTH  CLYBOURN  AVE 

tM- 

1/2  N 

AL144 

127 

MORTON  SALT  CO. 

1 357  NORTH  ELSTON  AVE, 

1*4- 

1J2SSE 

AQ147 

128 

TRIZEC  HA  HN  TECHNOLOGY  CENTER 

1 840  NORTH  CLYBOURN 

1*4- 

1*2  E 

AP148 

129 

ST.  TERESA  CATHOLIC  CHURCH 

1 330  NORTH  KENMORE 

1*2- 

1 

ENE 

1B1 

141 

UR8CON1MC 

171 4  NORTH  SHEFFIELD 

1*2- 

1 

E 

ASIBfl 

143 

SQ-ULA  ASSOC  LTD  PAt&HEPSHP 

1830  NORTH  5HEFHELO 

1/2- 

1 

E5E 

ASTS9 

145 

KLEMP  CORP 

1133  BLACKHAWK 

1/2- 

1 

SE 

AT172 

147 

MCZ  DEVELOPMENT  INC. 

1 555  NORTH  SHEFFIELD 

1*2- 

1 

ESE 

AU175 

149 

NATIONAL  BY  PROD. 

1371  NORTH  NORTH  BftANCH 

1/2- 

1 

SE 

176 

150 

NORTH  AV  6.  COLLECTION 

925  WEST  NORTH  AVE. 

1/2- 

1 

ESE 

AW182 

154 

OFF  TRACK  BETTING 

911  WEED  ST.,  901-911  W 

1/2- 

1 

FSE 

Axiaa 

158 

SlEGLE'  S  HOME  &  BLOG  CTR 

900  WEST  NORTH  AVE 

1/2- 

1 

ESE 

AW192 

161 

TRI  EQUmES  LLC 

865  WEST  NORTH  AVE, 

1/2- 

1 

ESE 

AWI93 

162 

WRONKIEWCZ.  JOHN 

2245  NORTH  CLYBOURN  AVE 

1*2- 

1 

NNW 

196 

184 

.8LACKHAVVK  BLDG. 

1504  NORTH  FREMONT 

1/2- 

1 

ESE 

AX198 

165 

Car  bit  pant  co  . 

927  WEST  BLACKHAWK  ST. 

1/2- 

1 

ESE 

BA13S 

165 

CARBIT  PANT  COMPANY 

927  W.  BLACKHAWK  ST, 

1/2  - 

1 

ESE 

BAZOO 

168 

2222  ELSTON.  INC. 

2212  NORTH  ELSTON 

1/2- 

1 

NW 

BB202 

167 

RENAISSANCE  REALTY  GROUP  LLC 

2211  NORTH  ELSTON  AVE. 

1/2- 

1 

NW 

BB205 

169 

UST:  The  Underground  Storage  Tan*  database  contains  registered  USTa.  USTs  are  ragulated  under 
Subtjlte  J  of  the  Rssoun*  Corwsrvafon  and  Recovery  Ad  (RCRA).  The  data  come  from  the  Winors 
Slate Fire Mardial/  sSTCFadlityLia 

A  roviaw  ol tva  USTfist,  as  prcwded  by  EOR,  and  dated  0W1 6/2004  has  rsvealed  thai  thars  ara  SO  USfT 
aitaswithin  approximately  O  S  miles  of  the  target  property. 

EquallHtgter  EtevaOon  Addrow  Sst/Dfr         Map  ID  Page 

SIPI  METALS  CORP    -  1720  ELSTON  AVE  Q  - 1/8    S       A2  6 
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;  .EXECUTIVE  SUMMARY   ■'  .7^777^ 


Equal/Higher  Elevation 

ELKWOOD  PLATING  INCORPORATED 

AMOCO  SS  #1 5691  If  AC  #24662 
OTYLITES 

TRI  R  VENDING  ARMO  CROP 
NORTOWN  AUTOMOTIVE 
CIV  US  AUTO  LEASING  CO 
SHELL  GAS  STATION 
MUSKIE  ENTERPRISES 
BP AMOCO 

EL5TON  INVESTORS  LLC 
MEDIATECH  INC 
MEOIATECH  INC 
SHELL  SERVICE  STATION 
WESTERN  BUCKLE  CO 
PAULINA  ARTS  CENTER 
APARTMENT  BUILDING 
1 70  D  CORTLAND  VENTURE 

associated  rack  corporation 
hdy  incorporated 
frank  zollie  s  &  elaine  s 
rre  king  sef8ce  station  inc 
union  pacific  rr 
pulaski  park 
magnoilia  yard 
stereotype  equipment  co 
Shell  ser  station 

Lower  Elevation 


COLUMBIA  GRANT  HOSPITAL  WH 

FORMER  □  C  FRANCHE  PAIN 

HANNACORP 

1 348  W  CONCORD  8  LOG 

DEPT  OF  FLEET  MGMT 

MARK  IV  RLTY  GROUP  INOEXOHO  A 

COMETCO  CORP. 

STAR  CAR  WASH 

A  FINKL  &  SONS  CO 

A  LAKIN  S,  SONS  INC 

PROCTER  &  GAMBLE  MFG  CO 

GENERAL  IRON  INDUSTRIES  INC 

A  FINKL  4  SONS  CO 

03NGA  PLANT  #32 

CHICAGO  LOCK  STOCK  &  STORAGE 

A  FINKL  &  SONS  CO 

Al-tNKL&SONS  CO 

REPUBLIC  PIPE  &.  SUPPLV  CO 

CHICAGO  BOLER  CO 

GREAT  LK  TERMINAL/TRANSPORT 

SHEFFIELD  FOUNDRY  CO 

HICKORY  CORP 

JUDGE  &  OOLPH  LTD 

REPUBLIC  PP  it  SUPPLY  CO 

GENERAL  IRON  INDUSTRIES 

UNIVERSAL  DELIVERIES  INC 

CHICAGO  WELD  ING&SOILER  REPAIR 


Address 


1657  NORTH  ELS  TON  AVENU 

1500  N.  ELS  TON 
16S£]NBOSWORTH 
1401  W  NORTH  AVE 
140Q  W.  NORTH  AVE, 
1800  NASHLANO  AVE 
1501 W  NORTH  AVE 

1 322  W  NORTH  AVE 
1551  W.  NORTH 
1535  NELSTON  AVE 
1 740  N  MARS  HFIELD 
1 740  N  MARS  HFI  ELD 
1525  WN  BOS  WORTH 
1757  N  PAULINA  ST 
1 735  N  PAULINA  SUITE  20 
1B01  N  PAULINA 
1 700  W  CORTLAND  ST 
1919  NORTH  PAULINA 
2020  N  ASHLAND 
1924  N  PAULINA  ST 
1 720  W  NORTH  AVENUE 
1400  NELSTON 
1419  WBLACKHAWK 
1441  N  MAGNOLIA 
2082  ELSTONAVE 
1729WARMTTAGE 

Address 

1400  W  WAS  ANSIA 

1401  WABANSIA  AVE 
1765  N  ELSTONAVE 
1348WCONCORD 
1885NTHROOPST 
1B24  N  BESLYCT 
1509 W.  COURTLANDAVE. 
1901  ELSTON 
1 900  N  S  OUTHPO  RT  AVE 

1 323  W  COURTLAND  ST 
1 232  W  NAVE 
1909  N  CLIFTON  AVE 
1408  WARMTAGE  AVE 
2QQ1  N  MENDELL  ST 
2M1  N6LSTON 
2000  NSOUTHPORT  AVE 
2011  NSOUTHPORT  AVE 
1970  CLYBOURN  AVE 
1 965  CLYBOURN  AVE 
1750  N  KINGSBURY  ST 
2070  N  CLYBOURN  AVE 
1730NMARCEY  ST 
2037  N  CLYBOURN  AVE. 
1S85  N  CLYBOURN 
1066  W.  NORTH  AVENUE 
2100  NSOUTHPORT  AVE 
21 45  N  CLYBOURN  AVE 


Dbt/DIr 

Map  ID 

Page 

0-1/8  SSE 

C9 

14 

1/B  ■  1/4  SSE 

F22 

a. 

1/8 . 1/4'  SW 

I2S 

1/B  ■  1/4  SSE 

F31 

30 

1/8-1/4  SSE 

F34 

32 

1*8  •  1/4  WNW  J35 

32 

1/8  -  V*  SSW 

K37 

35 

1/B  ■  1/4  SE 

M44 

41 

1/8  - 1/4  SW 

N47 

42 

1/8-1/4  SSE 

MSS 

43 

1/4-1/2  W 

Q56 

48 

1/4-1/2  W 

Q57 

49 

1/4 -1/2  SSW  67 

55 

1/4  - 1/2  W 

V72 

58 

1/4- 1/2.  W 

V75 

61 

1/4  - 1/2  W 

78 

$3 

1/4  - 1/2  WNW  291 

71 

1/4  - 1/2  NW 

237 

76 

1/4-1/2  MWV 

Y100 

77 

1/4- 1/2  NW 

AE111 

88 

1/4-1/2  WSW  AH116 

106 

1/4-1/2  SSE 

AB131 

110 

1/4  - 1/2  S 

AF127 

114 

1/4-1/2  SSE 

130 

115 

1/4  - 1/2  NW 

AJ135 

121 

1/4-1/2  NW 

AQ153 

132 

DIsUDir 

Map  D 

Pag? 

0-1/8  £ 

A3 

A 
O 

0-1/8  E 

A4 

4 

a 

0-1/B  NW 

BS 

1/8  - 1/4  SE 

016 

m 

1/8- 1/4  E 

E17 

1/8-1/4  UN 

G21 

£.£. 

1/9-1/4  NNW 

L43 

40 

1/8-1/4  NNW 

O50 

44 

1/4-1/2  N 

RS9 

50 

1/4-1/2  NNE 

85 

52 

1/4-1/2  ESE 

86 

53 

1/4-1/2  ENE 

W78 

64 

1/4-1/2  N 

X80 

6S 

1(4  - 1/2  NNW 

SS3 

67 

1/4 -1/2  NNW 

Yea 

BS 

1/4 . 1/2  N 

von 

■an 

1/4  -  i'/2  N 

XB6 

73 

1/4-1/2  NE 

AD107 

85 

1/4-1/2  ENE 

AD106 

86 

1/4-1/2  E 

AG114 

S9 

1/4-1/2  NNE 

Ah  17 

108 

1/4  - 1/2  6 

AK123 

111 

1W-1/2  NNE 

AH  25 

112 

1/4  - 1/2  ENE 

133 

119 

1/4-1/2  ESE 

AN141 

124 

1/4  - 1/2  N 

AL142 

12B 

1/4-1/2  N 

AL143 

128 

J,  e^ECilTlue  SUMMER*  S 
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Lower  Etavatlon  

MORTON  SALTDIVISION 
FORMER  ARJMftRK  BUILDING 


Address 

1 357  N  ELSTON  AVE 
1840  N  CLY  BOURN 


1/4-1/2  SSE 
1/4  -  1/2  E 


Map  ID  Pagei 

A0145 
AP150 


123 
130 


SRP:  Illinois  Envtronmantef  Protection  AgBncy,Srte  Remediation  Program  DaBOess 

A  review  of  Hie  SRP  HsL  as  prwded  by  EDR.  and  dated  02*06/2004  has  revealed  that  there  are  25  SRP 
sites  vMifiir  approximately  0.75  miles  of  the  target  property. 


EquaJMghw  Etava  tion 

Address 

Dfel/OIr 

Map  ID 

Page 

MUSKIE  ENTERPRISES 

1322  WEST  NORTH  AVENUE 

1/8- 

1/4  se 

M43 

41 

ORLOFF  JAGUAR 

1924  NORTH  PAULINA  STRE 

1/4- 

1/2  NW 

AE109 

87 

BAKER  DEVELOPMENT  CORPORATION 

2062  NORTH  ELSTON  AVENU 

1/4- 

1(2  NW 

AJ136 

121 

POLYCHROME  CHEMICAL  CORPORATIQ 

2IOO  NORTH  ELSTON  AVENU 

1/2- 

I    WW  AR155 

134 

FLORENCE  CORPORATION 

2101  NORTH  ELSTON  AVENU 

1/2- 

1    NNW  AR158 

134 

REICHHOLD  CHENICALS,  INC 

21 20  NORTH  ELSTON  AVENU 

1/2  - 

1  WW 

AR162 

'141 

PEOPLES  GAS  AND  LIGHT 

1241  WEST  DIV1SIONSTRE 

1/2- 

1  SSE 

AZ197 

1B4 

WANLAND  9>  ASSOCIATES,  WC. 

1630  WEST  DIVISION  STRE 

ia. 

1  SSW 

206 

169 

Lwwer  Elevation 

Addrass 

Dist/Dr 

Map  ID 

Page 

1148  WEST  CONCORD  BUILDING  ■ 

1348  WEST  CONCORD  PLACE 

im- 

1/4  SB 

D15 

1H 

COMETCO  CORPORATION 

1 509  WEST  CORTLAND  STRE 

114  NNW  LSI 

43 

SOUTH  CHICAGO  CABLE,  INC. 

12S5  WEST  NORTH  AVENUE 

1/4- 

112  SE 

T70 

58 

CTRE.INC. 

2001  NORTH  ELSTON  AVENU 

1/4- 

1/2  NNW 

Y87 

as 

ACUEVORTIfiE.LP, 

200C  NORTH  CLY80URH  AVE 

1M- 

1/2  m 

.103 

83 

ADAMA.  LLC 

1501  NORTH  MAGNOLIA 

1/4- 

1/2  se 

104 

83 

PEOPLES  GAS  AND  UGHT 

1 8 1 3-1 B  54  NORTH  MARCEY 

V4- 

1/2  ENE 

AC106 

55 

PEOPLES  GAS  AND  LIGHT 

1 7fl0  NORTH  MARCEY  STREE 

1/4- 

1/2  E 

AK124 

112 

CLEANING  CLUB  CLEANERS 

2121  N. CLYBOURN 

1«- 

1/2  NNE . 

132 

11B 

TRIZEC  HAHM  CLYBOURN  TECHNOLOG 

1B40  NORTH  CLYBOURN  AVE 

1M- 

1/2  E 

AP154 

133 

MIDWEST  2INC 

1001  WEST  WEED  STREET 

1/2- 

1  ESE 

165 

143 

ACHEVO  R  Tl  RE ,  LP. 

1500  WEST  WEBSTER 

1/2- 

1  NNW 

170 

14B 

KLEMP  CORPORATION 

1 1 32  BLACKHAWK  STREET 

1/2- 

1  SE 

ATI  71 

146 

MCZ  DEVELOPMENT 

1555  NORTH  SHEFFIELD  AV 

1(2- 

1  ESE 

ALU  74 

148 

LAKE  CITY  PLATING  WORKS 

91 7  WEST  NORTH  AVENUE 

1(2- 

1  ESE 

AWiaa 

154 

923  WEST  WEE  O  STRE  ET  LLC 

923  WEST  WEED  STREET 

1/2- 

1  ESE 

AX1B4 

■  ias 

1222  ELSTON  LLC 

2212  NORTH  ELSTON  AVENU 

1/2- 

1  NW 

BB2Q1 

167 

CAT:  Illinois  Category  List 

A  review/of  the  CATIist.  as  provided  by  EDR,  and  dated  08O1/1997  has  rei*aled  that  thereisl  CAT 
site  vwtWri  approximately  1  mils  ofthe  tergal  property. 


E  qua  IMgher  Elevation 
CHEMICAL  SYSTEMS 


Addrni 
1 73S  WEST  RJLLERTON 


Dtet/Ctr 


Map  ID  Page 


1/2-1    NNW  209 


171 
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N  '■■   ;    -'  •-  '  '  ' ;  , 

PROPRIETARY  DATABASES 

Former  Manufactured  Gas  [Coal  Gas)  Sites: 
The  exi stents  and  location  of  Coal  Gassiles  is  provided  exclMsvely  to  EORbyReal  Property  Scan,  he. 
Copyright  1993  Real  Property  Scan,  Inn  For  a  technical  description  qf  the  types  Of  haiarrjswhkfl  may 
be  round  atsucft  sites,  contact  your  EDR  customer  service  re  prasentaBve 

A  review  oF the  Coal  Gas  list,  as  provided  by  EDR,  has  revealed  that  there  are  2  Coal  Gas  attes 
within  approximately  i  mils  of  Ihe  target  property. 

Lower  Elevation   Address  Dtet/DIr         NteplD  Page 

PEOPLES  GAS  LIGHT  AMD  COKE  -  W  1725  KINGSBURY  1/4  - 1/2  E       AG122  111 

PEOPLES  GAS  LIGHT  AMD  COKE  -  D  1223  W.  DIVISION  STREET  1/2  -.1    SSE  AZ303  IBS 


BftOYW  FIELDS  DATABASES 

WST  CONTROL:  Legal  or  administrafive  restrictions  on  land  use  andtor  after 
activities  (e.g.,  groundwater  use  restrictions)  which  effectively  limit 
exposure  b  contamination  may  be  employed  as  alternatives  to  removal 
or  treatment  of  con  tarri  n  a  Son . 

A  review  of  he  ma  Conlral  list,  as  provided  by  EDR.  and  dated  02*6/2004  has  revealed  lhatlhere 
is  1 1nst  Con  vol  a  ts  wittiifi  approximately  0.25rrilesofihetarg,etproparty. 


Lower  Elevation  

134S  WEST  CONCORD  BUILDWG 


Address 
1348  WEST  CONCORD  PLACE 


□st/ Da- 
UB  - 1/4  SE 


Map  ID 

D15 


Pag* 
1B 


3 BP;  Illinois  Environment!  ProtBOSon  Agsncy,  Site  ftemedietian  Program  Database 

A  review  of  the  SRP  list  as  provided  by  EDR,  and  dated  02/08(2004  has  revealed  thatthere  are  25  SAP 
sites  wi thin  appropriately  0,75  mile*  of  the  target  property. 

Equa  IrHighe  r  E  legation 


MUSKIE  ENTERPRISES 
ORLOFF  JAGUAR 

BAKER  DEVELOPMENT  CORPORATION 
POLYCHROME  CHEMCALCORPORATIO 
FLORENCE  CORPORATION 
HEir>lHOLD  CHEMICALS,  INC. 
PEOPLES  GAS  AND  LIGHT 
WANLAND  4  ASSOCIATES.  IMC 

Lower  Elevation 


1348  WEST  CONCORD  BUUW4G 
COMETCO  CORPORATION 
SOUTH  CHICAGO  CABLE,  INC 
CTRE.  INC 
ACI-BEVOR  TIRE,  LP. 
ADAMA,  LLC 

PEOPLES  GAS  AND  LIGHT 
PEOPLE  5  GAS  AND  LIGHT 
CLEANING  CLUB  CLEANERS 


Address 

Dili 

Map  ID 

Page 

1 322  WEST  NORTH  AVENUE 

1/B- 

1/4 

SE 

M45 

41 

1 924  NORTH  PAULINA  STRE 

1/4. 

1/2 

AE109 

B7 

2062  NORTH  ELSTON  AVENU 

1/4. 

ta 

NW 

AJ136 

121 

21 00  NORTH  ELSTON  AVENU 

1/2- 

i 

NNW 

AR1S5 

134 

2101  NORTH  ELSTON  AVENU 

1/Z- 

i 

NNW 

AR15S 

134 

21 20  NORTH  ELSTON  AVENU 

1/2- 

1 

NW 

AR162 

141 

1241  WESTDWISIONSTRE 

1/2- 

i 

SSE 

AZ197 

164 

1530  WEST  DIVISION  STRE 

1/2- 

i 

ssw 

20S 

1S9 

Address 

Otet 

/Dii 

Map  ID 

Page 

1 343  WEST  CONCORD  PLACE 

1/a- 

1/4 

se 

D1S 

18 

1509  WEST  CORTLAND  STRE 

1/8. 

i/t 

NNW 

LSI 

45 

1255  WEST  NORTH  AVENUE 

1/4- 

1/2 

SE 

T7u 

5a 

2001  NORTH  ELSTON  AVENU 

1/4- 

1/2 

NNW 

YB7 

59 

2000  NORTH  CLYBOURN  AVE 

'1/4- 

1/2 

NE 

103 

B3 

1501  NORTH  MAGNOLIA 

1/4- 

1/2 

SE 

104 

33 

1 91 B-1 954  NORTH  MARCEY 

1/4- 

1/2 

ENE 

AC106 

85 

1 780  NORTH  MARCEY  3 TREE 

1/4- 

1/2 

e 

AK124 

112 

2121  N,  CLY  BOURN 

1/4- 

1/2 

132 

11* 
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Lower  Elevatlori 

Address 

DistJDtr 

Map  ID 

Paga 

TRIZEC  HAHN  CLYBOURN  TECHNOLOG 

1840  NORTH  CLYBOURN  AVE. 

1/4 

•VZ 

E 

AP154 

133 

MCW5ST21NC 

1001  WEST  WE  ED  STREET 

1/2 

-1 

ESE 

165 

143 

ACHIEVORTiRE,  LP. 

1500  WEST  WEBSTER 

1/2 

- 1 

NNW 

170 

146 

KLEMP  CORPORATION 

1132  SLACKHAWK  STREET 

1/2 

-1 

SE 

ATI  71 

148 

MCZ  DEVELOPMENT 

1SJJ  NORTH  5HEFFIELDAV 

1f2 

-1 

ESE 

AU174 

148 

LAKE  CITY  PLATING  WORKS 

317  WEST  NORTH  AVENUE 

1/2 

-1 

ESE 

AW163 

154 

923  WEST  WEED  STREET  LLC. 

B23  WEST  WEED  STREET 

^1 

ESE 

AX1S4 

1S5 

Z222  ELSTOMLLC 

2212  NORTH  ELS  TON  AVENU 

1J3 

-1 

NW 

BB201 

.187 
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Due  to  poor  or  Inadequate  address  information,  the  fallowing  sites  wiera  no)  nappe* 

Site  Name 

GOSS  PRINTING 

AMOCO  OIL  CO.  #5091 

fL  MEDICAL  DtST, 

)L  MEDICAL  DIST. 

IL  MEDICAL  DIST. 

IL  MEDICAL  DIST. 

ST.  VINCENT  DfcPAUL  CENTER 

HU5SAIM.ZAFAR 

VULCAN  MATERIALS 

HAYES  MACHINERY 

RACINE  GARAGE 

COOK  COUNTY  HWY  DEPT 

ROYAL  AIRLINE  LINEN  OF  CHICAGO 

ROS  ELAND  COMMUNITY 

434-460  NORTH  KILSOURN  AVENUE 

SACRAMENTO  CRUSH.NG  YARD 


Database(s) 

CERC-NFRAP 

LUST 

LUST 

LUST 

LUST 

LUST 

LUST 

LUST 

LUST 

LUST 

UST 

RCRIS-SQG,  FINDS 
RCRIS-SQG;  FINDS 
US  BROWNRELDS 
US  BROWNRELDS 
US  BROWNRELDS 
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OVERVIEW  MAP  ■  1 205194.2s  •  Clayton  Group  Services 

3H 


IJKJ1*  C(0P*"7 

C*  Hf  0*1  C  W  V 
CouJ  Gjjtrc^llai  3E#i 
Hili;rujr>ki'i.y-s.  SJibs 
Larln  ilSiiei 
C«pL  Gils***;  Sl^s 


E3 


rede-tl  Wsiiies 


ClTT/STATSZlp; 


Nanus  fccHnarimttn 

17?0N.n5leilrtv«. 

Chicago  IL  60622 


CJSIOMfcH: 

CONTACT: 

INQUIRY! 

;uwtN'-r*;:!!1UK-.  k 


120&I1M.26 

.<mis  03, 2«H  s:  nfi  ptm 

*sv_H". ;  ,»'r        SET  >i  n'f4  h. 
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MAP  FINDINGS  SUMMARY 


Target 


Saarcfi 
Distance 


Total 


Database  Property 

1/8  - 1/4 

1/4  -  1/2 

■1/2-1 

>1 

Plotted 

FEDERAL  AST  Ml  STAHDARO 

NPL 

1.250 

0 

0 

0 

0 

0 

0 

1  ,£.DU 

0 

0 

0 

0 

0 

0 

CERCLlS 

0.750 

1 

0 

1 

0 

NR 

2 

0.500 

1 

0 

3 

NR 

NR 

4 

1 

1 

■O 

t 

1 

4 

OC^OlC  TCfl 

r^jKio-'  i  ou 

0 

1 

0 

0 

NR 

1 

U.BUU 

1 

4 

1 1 

NR 

NR 

16 

rvvT^K}  jfrl.  uuan.  uen. 

6 

9 

27 

NR 

NR 

42 

y%  OCA 

0 

0 

NR 

NR 

NR 

0 

State  Mai.  Waste 

1.250 

0 

0 

0 

1 

0 

1 

State  Landfill 

0.750 

0 

0 

0 

0 

NR 

0 

LUST 

0.750 

■  z 

12 

13 

39 

NR 

66 

UST 

Q.S00 

5 

14 

37 

NR 

NR 

56 

SRP 

0.750 

0 

3 

10 

12 

NR 

25 

impoment 

0.500 

0 

0 

a 

NR 

NR 

0 

CAT 

1.000 

0 

0 

0 

1 

NR 

1 

FEiDEAAL  ASTM  SUPPLEMENTAL 

CONSENT 

1.000 

0 

0 

a 

0 

NR 

□ 

KUD 

1.000 

0 

0 

0 

0 

NR 

0 

Delisted  NPL 

1JM0 

□ 

a 

0 

NR 

0 

FINDS  X 

TP 

MP 

MR 

U 

HMIRS 

TP 

NR 

NR 

NR 

NR 

NR 

0 

MLTS 

TP 

NR 

NR 

NR 

NR 

NR 

0 

MINES 

0.250 

0 

0 

NR 

nr 

NR 

0 

NPL  Liens 

TP 

MR 

NR 

NR 

NR 

NR 

a 

PADS 

TP 

MR 

MR 

NR 

NR 

NR 

a 

DOD 

1.000 

0 

a 

0 

0 

NR 

D 

US  SROWNRELDS 

0.500 

0 

0 

a 

NR 

NR 

F1JDS 

1.000 

a 

a 

a 

0 

NR 

□ 

INDIAN  RESEW 

1,000 

0 

0 

0 

0 

NR 

0 

RAATS 

TP 

NFt 

■  NR 

NR 

NR 

NR 

0 

TRIS  X 

TP 

NR 

NR 

NR 

NR 

NR 

0 

TSCA 

TP 

NR 

NR 

NR 

NR 

NR 

0 

SSTS 

TP 

-  MO 

kin 

NR 

NR 

NR 

u 

FTTS 

TP 

MR 

NR 

NR 

NR 

NR 

0 

STATE  OR  LOCAL  ASTM  SUPPLEMENTAL 

IL  NIPC 

0.500 

0 

0 

0 

NR 

NR 

0 

ENG  CONTROLS 

0:250 

0 

0 

NR 

NR 

NR 

0 

EDR  PROPfflFTARf  HISTORICAL  DATABASES 

Coal  Gas 

1.000 

0 

0 

1 

1 

NR 

2 

TC  1205194.2j  Pi>j»< 
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MA?  FINDINGS  SUM  MARY: 


Database 


Search 

Tangei  Distance 
Property  (MUes) 


<1*      1/B-1M       V4-1/2  1/2-1 


SROVW FIELDS  DATABASES 

US  BROWNHELDS 
Inst  Control 
SROWNFIELDS 
SPP 


0.500 
0.250 

0,750 


0 

NR 
0 
10 


NR 
NR 
NR 

12 


>1 


NR 
NR 
NR 
NR 


Tata  I 
Plotted 


o 
1 

0 
25 


NOTES: 

AQUFLOW-sae  EOR Physical  Selling  Source  Addendum 
TP  =  Target  Property 

NR  =  Not  Requested  aiihis  Search  Distance 
Sites  maybe  listed  in  mens  ftan  one  database 
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Map  ID 
Direction 
Distance 
Distance  (fc) 

FJevgtlOrt  Site 


;  hap  findings 


"3 


Dat3tnae(s) 


EOft  10  Number 
SPA  10  Num&er 


Al  SIPI  metals  CORP 

Targi*  17MMELST0M 
Property     CHICAGO,  IL  «MZ! 


RCHts-LOQ  tustamxs 

FINDS  W62ZSPMTL17 
TRIS 


Actual: 
593  rt. 


SilBiofSkichiVsrA 

RGR1S: 
Owner: 


EPA  10- 
Ccntact 


NAME  NOT  REPORTED 
(3121  SSS.1212 
ILD00S121439 


GEORGE  PHILLIPS 
(312)  275-0070 

Classification:  Largs  Quantity  Generator 
TSOF  Activities:  Hot  reported 

BENNIAL  REPORTS: 

Last  Biennial  Reporting  Year:  20Qt 

££ste  Quanta  (U»l 

2368 120.52 
DOM  216 1060,6a 

S60O.22 


FOCQ 

violation  status: 


5006 
F001 


Qua-ill  tv  fUat 
3136326.86 
3300.11 


Violation*  edit 


Rerjjaticn  Violated: 
Area  of  Vitiation: 
DateVidaSciiDaermlreit 
Actual  Date  Adieued  Compliance: 


Nol 

GFjg  EF^TOfi .  ALL  R  EQU1R  EM  ENTS  (OVERSIGHT) 

oanS'1999 
axefuxa 


Thsrsara  1  violaiiofi  recofotaj  icooflad  at  Iris  ilta 


Evaluate/! 


ArqaofVldaticf^ 


Data  or 

  Complia 

NY  MANIFEST 

AeoWBna)  Salail  u  availablain  NY  MANFEST,  Pleas*  contact  your  ED  Ft  Account  Exeoflvefcr  mere  information 
CT  MANIFEST 

Adtlticnal  detail  ia  avaiaMein  CT  MANIFEST.  Please  contact  your  EDR  Accort  Execurjuelcr  more  McrmMioi. 
FINDS: 

Other  Pertinent  Environmental  Activity  WentKtd  at  ate 
AIRS/AIRS  Facility  Subyslam  (AlftS/AFS) 
toteo/atad  Compliance  Inform  adcn  System  (lC  13) 
National  Compliance  OatBbB»(NCDB) 
NaUcnat  Emission  Inventory  (NEI) 
National  Emissions  Trends  (NET) 
National  Tonics  inventory  (NTI) 

Resource  Conservation  and  Recoup  am  titfnrmnrtnn  iprjDjLirjEQj 
Tonic  Ctiemlcal  Release  Inverfury  System  (TFtlS) 


AS 

SIP1  METALS  COR" 

South 

1720  ELSTCN  AVE 

<  ua 

CHICAGO,  IL  co*23 

Kit. 

Slla2a*3lnehKt>rA 

Relative; 

Equal 

UST: 

Facility  10: 

300QS10 

Act  u  tit 

Stabjj: 

Ctoaad 

MJft. 

Owner  Name: 

Sipi  Metals  Corp 

Owner  Address: 

1720  ElstenAvs 
Chicago  IL  6Q5Z2 

Contact: 

PfiUlia,  Gnrga 

UST 


TCtSf»1«A  Pag*  6 
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Itep  ID 
Direction 

-Cfsfcresffl.) 
Bsratlai  Site 


SI Pt  METALS  CORP  (Continus*)  U 0008(3971 


Phone 

I J  It}  it^vJf  U 

i  bik  oisnn> 

"i  V  n"  Qv  C«J 

T=J*  1  sqt  1  juif 

tin 

Ft%  Owsdt 

NO 

1  til llUl IUQ  . 

Tank  f  vivl  Rj  l 

2000 

Tank  Age: 

12 

Tar*.  Red  Tag: 

No 

Tsnk  Siicstsnci?'' 

Gisdine 

Not  reports^ 

Facility  ID: 

2Q0051Q 

CfcfiaJ 

v*fi  noiTifl^ 

CI  p-L  U. t  Ijj    P"1  nr 

lla  ^UW34i 

ni Cflyo,  il,qud£c 

Contact 

r  Ml  Mips,  (jtSQTgE 

WliJ  iiKrxfiJfU 

E^afifpt  from  reQislratcin 

Tanlf  1  ««f  1  lu# 
1  0im.  y  jp*1 

Fjif^ri^cjit: 

"0 

NO 

IBI)f\  IHUTToW. 

Tlfink  Cspstf  ty' 

Tank  Red  Tatj 

No 

Tanh  Substance: 

Heetir^OW 

Permit  Number: 

Not  reported 

Permit  Espires: 

Hal  reported 

Facility  10- 

2000510 

Statug: 

Closed 

Ownw  Name: 

Sfpi  Metals  Ccrp 

0*ner  Address: 

1720  aster  Ave 

ChfCifcJtt  1L  60622 

Ccntpet: 

F*rHHip^.  Getyge 

Phcne  rfi 

(312]  2715-0070 

T*ik  Status: 

£xaitptfranr  reijsfrairan 

Tank  Last  Used: 

01X11/1990  moaiDO 

Enfqrment 

No 

feeOwect 

Mo 

Tank  Nimbw: 

3 

Tank  Capacity  J 

tOOOQ 

Tank  Age: 

54 

Tank  Red  Tag 

No 

Tank  Substance: 

HeatingOil 

Permit  Hunter: 

Not  reported 

Permit  Expires: 

Not  reported 

EOR  10  Numb* 
Database^!     EPA  10  Mumbv 
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Map  ID 
Direction 
OislCTce 
Distance  (ft.) 
Elevation  Site 


FINDINGS 


A3 
East 
<  1« 
2M  It 

R  dirtS*  a: 
Low*r 

Actuab 
SSI  It. 


OKStSsetSJ 


EDR 10  Number 
EPA  ID  Number 


COLUMBIA  ORAHT  H D3WTA L.  WH 
1 400  W  WAS  ANSI  A 
CHICAGO,  IL  <M14 

SlteSnf  Sin  dusts  A 
UST: 


UST  UQ0M«7K4 

NFA 


Facility  It); 

50366*4 

Exempt 

Owner  Name: 

Columbia  Grot  Hospital 

Owner  Address: 

5J0  West  Wats* 

CUcago,*,  60614 

Ccrtac  t 

Pirke  Jerry 

Phone  ft 

(312) 

Tank  alalia: 

.Exempt  from  registration 

Tar*  Last  used: 

12Wt/)9730fM0tf0 

Errormftit! 

No 

Pee  Owed: 

No 

Tank  Number 

1 

Tar*  Capacity: 

375 

Tank  Age: 

Not  feportat 

Tank  Red  Taj 

No 

Tank  Substance: 

HsatingOtl 

Permit  Ni«n&er: 

riot  reported 

Permit  Expires : 

Nol  reported 

Facility  ID: 

2036644 

Status: 

Exempt 

Owner  Name: 

Cctumbia  &arl  Hospital 

Owner  Addrea* 

550  West  Weteiw 

Chicago;  IL  SDS14 

C  onset: 

Ptnka  Jerry 

F^rjne#: 

(312)  «D- 2000 

Tank  Status: 

exempt  (Tom  registration 

Tank  Last  Used: 

1»31rl  97300:00:00 

ErrcrmenC 

No 

Fas  Owed: 

No 

Tank  Numba-; 

2 

Tank  Capacity: 

375 

Tank  Age: 

Net  reported 

Tank  Red  Tag: 

Na 

Tank  Substance 

Heating  Oil 

Permit  Number: 

Nol  reported 

Pemw  Enpirea: 

Not  reported 

Eltt 

*  1/8 
20*  H. 

Relaikc 
Lower 

Actual; 
591  ft. 


1401  WA3ANSIA  AVE 
CHICAGO,  I L  SOS2S 

Slts4ot  Sin  dusta-A 

UST: 

Facility  ID: 
Status: 

Owner  Name: 
Owner  Address: 

Contact: 
Phone* 
Tank  Status: 
Tank  Last  gasa: 


UST     U  0*1141370 
WrA 


2012385 
Closed 

i/ifebareia  Corptjaion 
HOIYVVWitansie 
OMta^l  IL  BQHZ2 
Francriet  fieri  us 
[112)  384-4242 
Removed 

01«1/19WOOSXMM 


TC1205194JS  Page  a 
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Map  10 

Direction 

OiitsncD 
Distance  (IL) 
Bevation  Site 


'■MAP  FINDINGS 


GDR  10  Number 
Oaawsafa)     EPA  10  Number 


FORMER  O  C  FRANCHE  PAW  (Continued) 


U0C114»7o 


Enfcrment: 

Mo 

FeeOwad: 

No 

Tar*  Number: 

1 

Tank  Capacity 

BOW 

Tank  Ace: 

35 

Tank  Red  Tegt 

No 

T^rh  Suhstance: 

Hazardous  Substance 

Permit  NLvnber: 

Not  repcrted 

Permit  Expires: 

Natrepnrled 

Facility  ID: 

2013365 

Status: 

Closed 

Owner  Name: 

V*hamia  Cerporaaoi 

Owner  Address: 

WVIfebaiisla 

CNcago.  IL6D6Z2 

Con  act: 

Frances,  Derius 

Pticne* 

(313)  3S4-4J4I 

Tank  Slatis: 

Removed 

Tack  Last  Used: 

01 101 DO  00 -00 

No 

FeaOwed: 

NO 

Tank  Number: 

2 

Tsrk  Capacity: 

SOCC 

Tank  Aqs: 

35 

Tsm  Red  Tag 

Md 

Tank  Substance 

Hazaraas  Substance 

Permit  Number:  ■ 

Not  reported 

Permit  Expires: 

Not  reported 

Facility  10: 

201238S 

Stilus: 

Closed 

Owtfar  Name: 

TAMiansIa  Corporation 

Owner  Address: 

1401  WVfetarsia 

CMcego.  L6QKZ2 

ConiBct 

Frandle.  Darius 

Phcne  ft: 

[312)  394.4342 

Tarit  Status: 

Removed 

Tank  LastUiert 

Enfannani: 

No 

Fee  Owed: 

No 

Tank  Number 

3 

Tank  Capacity: 

4000 

Tank  Abo: 

35 

Tank  fled  Taj: 

MO 

Tank  Suhstmce: 

Hazardous  Subssjnce 

Pamit  Number: 

Nat  r^orted 

Permit  Expires: 

Nat  r^nrted 

Facility  1C: 

M123B5 

Statu* 

Closed 

Owner  Name: 

lAfabareie  Carporation 

Owner  Address: 

1401  WWsbaisia 

CHI  5090.  PL  50622 

Contact 

Frsnerte,  Darius 

Pncmft 

(312J  384-4242 

Talk  Status: 

Removed 

Tank  last  Used: 

ot/oui  sea  com) *>o 

TCJ2Q51S4.2J  PaneS 
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Map  ID 
Direction 
Distance 
Distance  [ft.) 
Elevation  Site 


MAP  FIN  DINGS;': 


I 

I 

f 


EDR  90  Numbw 

Dsfetasefsi     EPA  ID  Number 


FORMER  D  C  FRANC  HI;  PAIN  (Continued) 


U  110114237(1 


Gnflsrmerri; 

No 

FesOntd: 

No 

Tank  Nuntwr; 

4 

Tar*  Capacity: 

4000 

Tank  Red  Tag:' 

No 

Tank  Substance 

Hazardous  Substance 

Permit  Number: 

Net  reported 

Permit  Expires: 

Met  reported 

Fedll(/IO: 

20! 2385 

Status: 

Closed 

Owner  Name: 

ifcabarcsia  Corporation 

Owner  Address: 

1401  WWatereia 

Chicago.  «.  80632 

Contact; 

Francne.  Darius 

Phone* 

334-4S43 

Tank  Status:  . 

.Removed 

Tar*  LW  Umt 

01(01/1983  00:O)ro 

Biforment: 

No 

Fee  Owed: 

Mo 

Tank  Number: 

5 

Tank  Csoadty: 

20CO 

Tank  Age: 

23 

TarHRsiTaft  " 

Ho 

Tank  Substance: 

Hazardous  Sufcsbree 

Permit  NumNfl 

Not  reported 

Permit  Expires: 

Not  reportBd 

Facility  ID: 

2012345 

Status: 

Dosed 

Owner  Name: 

WSBansia  Corporation 

Owner  ^-oareav 

1*01  WYfetersia 

Cntcago.  L  B0o22 

Con  la:!: 

Frsnetia  Darius 

Phcnetf 

[312)  384-4242 

Tank  Status: 

Removed 

Tark  LastUlM 

oiA)vi9ea(M:cofla 

Enfarrnenr^ 

No 

FaeOwert: 

No 

Tank  Number: 

S 

Tank  Capacity: 

MOO 

Tank  Age: 

S3 

Tank  Rett  Tag; 

No 

Tank  SubstaicB: 

Hazardous  Substance 

Permit  Number: 

Not  reported 

Permit  Etpirss: 

Not  reported 

Fadll^  ID: 

20123B5 

Stabs: 

dosed 

Owner  Name: 

Wabansia  Corporation 

Owner  Addresi: 

1401  WWbtoareia 

Chicago,  ILSOHS2 

C  en  Oct 

F  ranch*,  Oarim 

Prmiitr, 

(311)  384-4142 

Tank  Status: 

Removed 

Tark  Last  Used; 

oi/cnviseeoosjouc 

I 
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i  I 


M«  IQ 

fjrrectfori 
Diaianee 
Orslanw(fL) 
aftuBOon  Site 


EDR  IO  Number 
Databases}     EPA  ID  Number 


FORMEKOCFRANCHePAIN  (Continued! 


Enter  merit: 

Mo 

Fee  Owed: 

Ho 

Tank  Number: 

7 

Tank  Capacity: 

2000 

Tar*  Aoa' 

23 

Tank  R«J  Tag; 

Ho 

Tank  Subsiancg: 

Hazardous  Subslarce 

Permit  Number 

Not  reported 

Permll  Exrjires: 

Not  reported 

Facility  ID: 

Status: 

Closed 

Owner  Mama 

yraoansia  Corpor^ion- 

Owner  eatress: 

I4dt  wwseansia 

Chicago,  ILSE2J 

Contact: 

Francre,  Darius 

Phone* 

(313>  394-4342 

Tanx  Statu): 

Removed 

Tank  Last  Uikj: 

wnriaaaamarao 

Enfofrnent: 

MO 

Fee  Owed: 

Mo 

Tank  Numb& : 

8 

Tank  Capacity: 

SCO 

Tanx ajk 

23 

Tank  Red  Tag: 

NO 

Tank  Substance; 

Masa/fJous  Sutatanee 

Perrmi  Number: 

Not  reported 

Permit  Expires: 

Not  reported 

AS  . 
East 
<  -WS 
ZDS  It. 

ReWtvc 
Lower 

Actual: 
■  591  f  I. 


FRANCHBDC  SCO 
14O1-S0  W  MMQ ANSU  AVE 
CHICAGO,  1L  606*2 

SHa5ofi"»n  duster  A 

CERCLS  Classification  Data: 
Site  Incident  CalegoryNot  reported 


CERCLIS 
RCRIS-LQG 
FINOS 


iwuqrjea/rj 
ILDWSIWfW 


Fatteral  Faettlry;  NotaFederal  Facility 


Mort  NPU  Status:       PA  Star!  Needed 

OnrnersWoSistus:  Unkrwvrt  NPLStetus: 
CortocL  BRAD  BENNING  ContectTel: 

Contact  Title:  Nol  repcrteri 

S»Pesrjrt«ori:       ABANOONH)  METAL  COATINGS  MANUFACTURER.  TANKS  S  DRUMS  Of 
PnlNTfSESINaSOLVENTS  LEFT  AT  THE  FACILITY. 
CERCUS  Assessment  History: 


NotonlheNPL 
(31  Yj  3S-7B13 


Assassmrftt 
Asaesartiert: 
Assessment; 
CERCtlS  Site  Sifltus: 
Notn 


DISCOVERT 
REMOVAL 

ADMIN  ORDER  ON  CONSENT 


C  em  Dieted: 
Completes: 
CumptelKl: 


osotrises 
05£4ftses 
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Map  10 
□(faction 
Distance 
Distance  (ft  ) 
Elevation  Site 


MAPFIMJINGS 


DsBoa**(s) 


EDR  ID  Nurntter 
EPA  ID  Number 


FRANCHEDC&CO  [Cantlnuad]  HKHMOSJTt) 
RCRIS: 

Owner:  DCFRANCHE 
(312)  555-t212 
EPA  ID:  ILD0O512ins 

Contact:  OARtUS  FRAN  CHE 

Classification:    Lwr^  Quantity  Garwralo' 
TSDP  Aotrurdes:  Noueporwt 

Variation  Status:  No  virjatlaw  kuti 


FINOS: 

Otlw  Pertinent  Emtronmenisl  AetMy  laensfleo:  at  Site 

Crniow'wsjve  Environment*  ftespCTts*  COTpensatton  an)  Lability  Information  System  (CERCLJS) 
htegrslatCompll«nc»ln6!)firi»<lcnSy*lam(lCtSj 

RejourceCofiSHvatijnsniiRecouHy  AellnBrmMen  fystero  (RCRAINFQ) 
Tunic  Chemicd  Release  Inventory  System 


B5 
KW 

-t  1/S 
2»Tft. 

Relative; 


Actual: 
592  ft. 


MANNA  CORP 
1T6SHEI.ST0N  AVE 
CHICASO.IL  6i62i 

S*e  1  of  1  In  duster  B 

UST: 

Facility  ID: 
Status: 

Owner  Name: 
Owner  ArJrJreas: 

Contact 
Ftiottb*: 
Tar*  Soils; 
.  Tar*  Usi  Hist, 
Eflform  art 
F»eO*«f; 
Tar*  Number 
Tartt  Capacity: 
TETflt  Agar. 

Tartt  SuMtam: 
Permit  Number: 
Permit  E££."cs : 


UST     U  OM1 42544 
NJA 


3W7B4S 
Closed 
HamaCorp 
1TSS  N  Galon  Ave 
CNeaga  IL  60622 
Raksteng  Robert 
(StD  384-7000 
Removed 

Ho 
Mo 
1 

2flC0 

51 

No 

Not  repoftsd 
Ndracortetf 
MM  i  cuuried 


Facility  ID: 
StalLB: 

Owna  Name: 
Owner  Address; 

Caitacfc 
Prime* 
Tank  Status; 
Tank  Ust  Use* 
Btfermeni: 
Fee  Owed: 
Tmrfc  Munber: 
Tartt  Capacity: 


CICEBtt 

Hams  Ccrp 

Bjton  Ave 
Chicago.  H. 906S 
Raltsiang  Robert 

Removed 

01/01/199600:00,00 

No 

NO 

2 

iscoo 
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i 


Map  ID 
Dtrection 
Distance 
Distance^ 
Elevation  Site 


MAP  FiNDINGsivl:^  Lf:'" 


SDR  ID  Number 
Database^     EPA  10  Number 


HANNA  CORP  (Continued) 


Tank  Ajft: 

9S 

Tank  Red  Tag: 

Ha 

Tank  Substance 

Heating  OM 

Permit  Number: 

Not  reforlao 

Permit  Espires: 

Not  reported 

Facility  ID: 

2007649 

Status: 

Closed 

Own?  Narre: 

Kama  Carp 

Owner  Address: 

17B5N  Bstori  Ava 

Chicago,  ILBOSH 

Rakstang  Robert 

Phone* 

(31!)  384-7000 

Tank  Stilus: 

Tan*  Last  usttt: 

oim/isesahootcxi 

Errfcrmem; 

MO 

Fee  Owe* 

No 

Tank  Nuntw: 

3 

Tank  tapadry: 

15000. 

Tank  Age; 

93 

Tank  Red  Tag 

No 

Tank  Substance: 

H«aiftg  Oil 

Permit  Number: 

Not  reported 

Permit  Expires: 

Not  reported 

B7 
NW 

<  i/a 
2S7  rt. 

Relstfw 
Lower 

Actual: 
SBHft. 


REXRQAD  HAHNA  CORP. 
1JH  NORTH  ELSTQN 
CHICAGO,  IL  BM22 

3H*2of  3ln  duster  B 

UU3T; 

Incident  Hum : 
IL  EPA  Id : 
IEMA  Date : 
Attn: 

PRP  Nam*: 
PRP  Address: 

PRP  Phone: 

Hon  LUST  Determination  Letter  : 
NFA/NFR  better  : 
Site  Classification : 
FTDjed  Manaoer : 
Project  Manager  fncrw 
Email : 

Section  57,59(s)  : 
Section  S7.5S(b)  Utter  : 
Product  -  Gasoline: 
Predial  -  Urieaded  Gas: 
Pfoducl  -  Deise): 
Product  -  Fuel  Oil: 
Product-  Jet  Fuel: 
'  Preduci  -  Usee  OH: 
Product ■  Won  Petro: 
Product  ■  Other  Petro; 
20  Report  Received : 
4£  Report  Received ; 
NFR  Date  Recorded : 


LUST  31IMS3K581 
WA 


=03700 
0318006063 

laiaso 

BobRakatano, 
Hama  Corp. 
1765  Norm  Sslon 
CHIcago.  IL  60622 
Not  reported 

it  - 

12/oaot 

Notreprxted 

Brcckamp 

(217)785.3313 

Kendra.GVackdmpQepeLslate.ll.us 
731 

/  / 

raise 
False 

False 

Troe 

False 

Falsa- 

False 

Faw 

Q2f2Sr32 

02J2»92 

1 1 
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?agc  2?' 


Msp  ID 
Direction 
Di  (lance 
Distance  [ft.) 
Eltuatian  Site 


MAP  P  IN  DINGS.'; 


SDR  IDNumner 
Oalacasats]     EPA  IO  Nimber 


BS 

WW 
<  1* 
1ST  It. 

Relative 

Actual: 
J  30  It. 


HAM  MA  CYLINDERS 
1715  N  ELSTQkl  AVE 

chicagc.il  bok; 

Slta  3  dI  3  In  cluster  B 


RCRI3>5QG  10O03O677S 

FIND3  ILOD0OM8T45 


RCRIS: 
Ownsr: 


EPA  ID: 
Contact 


REUNION  INDUSTRIES 
(773)  3W-70C0  ' 
ILDOQ0W674S 

KATHY  FAIRCLOTH 
(773) 


Cfsjjificstoir  Small  Cisntfty  3«wator 
TSDF Acavtdo:  NotreoBfted 

Violation  Status:  No  violations  famtt 


<  U8 
«7»rt. 

Relative: 
Hfohef 

Actual: 
M4ft. 


FINDS: 

Other  Pertinent  Environmental  Actively  htendfHlal  Site: 
Pe/nut  Ccmcliancs  System  (PCS) 

Resource  CcnservBHwi  end  Recovery  Act  Information  syalem  (RCRAINFO) 


ELKWOOD  PLATING  [NC  ORPO  RATED 
1*57  HDRTH  ELSTON  AVENUE 
CHICAGO.  IL  606ZZ 

Sltal  of  4lnclu««rC 

CEftCUS-NFRAPCIWsUeWicriData: 

Site  Incident  Category  Not  retnrted 

Nan  NP1.  Code:  DR 

Ownership  Statu*:  Unknown 
CERCLIS-NFRAP  Auoatrn em  History: 

Assessment  DISCOVERY 

Assessmant:  PFtEU  MIN  AR  Y  A3SE35M  ENT 

Assessment:  ARCHIVE  SITE 

CDRRACTS  Bete: 


RCRIS-SQG  1WWM44S 
FINOS  ILOOOSIISIM 
RAATS 
'  CCRRACTS 
C6RC-NFRAP 
UST 

Fedsral  Facility:   NctaFetlerd  Facility 

HPL  Status:  NotmtheNFL 

Comflttst.  1W12rt9S2 
Competed:  aJlSIBW 
Compete*  1JC1/t8S5 


EPA  14  h_D0oSlJ61i1 

Region:  s 

Area  Nam  a  ENTIRE  F  ACUTY 

Actual  Date  rj3T31ff993 

action  priority 

200JNMCS  TWe:  associating.  Haling.  PoHsJiingi  Anadziig,  sndCdcrina 

RCRIS  Corrective  Acticn  Summary: 

Event;  CA  Prtaritizaticn,  Facility  or  srea  was  assigned  a  low  corrective  action 

priority. 
Event  Date:    .  tJ3r31V1SB3 


S53i5nc4aJow  correcti'va 


TC120S)SJ2s  Page  U 


Map  10 
Direction 
distance 
OistancetR.} 
Elevation  Site 


map:  fin  dings  ' 


Datahasefs) 


SOP,  10  Number 
EPA  ID  Number 


6LKVTOOO  PLATING  INCORPORATED  (Continued) 


RCRlS: 
Owner: 


EPA  ID: 


ELKWQOD  PLATING  INC 

A-DO0S126131 

Contact  RICHARD  KLEMUWOT 

[312}  237-2370 

Clsslflcadcn:  Small  Quantity  Generator 
TSDF  AM  uides:  Not  reported 

Violation  Status:  VloJaacns  axial 


Regulation  Violated 

AreaotVioiatiort 

Date  violation  Determined: 

Actual  Date  Achieved  Compliance; 


Not  repcrted 

GEN  ERATOR-ALL  REQUIREMENTS  (OVERSIGHT) 

w/iercse? 

07/0671907 


Thereto  t  violation  record(s)  reported  at  this  aitc: 


Equation 


Area  of  Violation 


FINDS: 

Other  Pertinent  Environmental  Acuity  Identified  at  Site: 
AIRSIAIRS  Facility  SubyBem  (AJRS/APS) 

Resource  Conservation  and  Recovery  Act  MbrmaUort  system  (RCRAINFQ) 


Date  of 
Compliance 


UST: 

Facility  ID: 
Status; 

Owner  I49me 
Owner  Addr^s: 

Contact 
Pftone* 
Tank  Status: 
Tank  Last  Used: 
ErtformOTt: 
Fee  Owed: 

TjflU  Number; 
Tank  Capacity: 
Taric  Age: 
■  Tar*  Red  Tap; 
'Tar*  Substance: 
Permit  Number: 
Permit  Expires: 


Closed 

El  Itwood  Plating  Inc 

1BS7  N  BstonAwe 

Chicago.  IL  G0625 

Not  reported 

Nat  reported 

Removed 

Not  reported 

No 

No 

t 

2DQTJ 

23 

No 

Oiese) 
Not  reported 
Wot  reported 


Ctll 
South 
<  VB 
491  ft. 

Relative: 
Hkjrw* 

Actual: 
MS  ft. 


prototype  services  INC 

1880 N  BSSLYCOURT 
CHICAGO,  IL  MSH 

Sit*  i  of  4  In  cfatfer  C 


RCRB-SOG  1W041«M7 
FINDS    ILD  984781906 
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Msp  in 

Direction 
Distance 
Distance  (fl_) 


Map  findings 


EDR  ID  Nttmter 
Databases)     EPA  ID  Number 


PHOTOTYPE  SERVICES  INC  {Conltoued; 


RCRIS: 
Owner: 


EPA  ID; 
Contact: 


PROTOTYPE  SERVICES  INC 

(312)555-1312 

ILD9*47S19C6 


JAMES  CRUICKSM  AN  K 

(3iz)  712-saoa 

Classification:  Smalt  Ouentity  Generator 
TSDFAMvilies:  Hoi  reported 

Violation  Stasjs;  NovroiationB  lourd 


FINOS: 

Other  Pertinent  Erwiroflrnenul  Activity  Ide/iMed  at  Site 

Resource  Coruervsaon  and  Recovery  Act  Irfcrmadnn  system  [RCRAINFOf 


C11 
SSE 
<  1/1 
Kilt. 

Relative: 
Higher 

Actual: 
394  ft. 


R.S.  INDUSTRIES  INC. 
16S1  NORTH  ELSTON  AVE. 
CHICAGO.IL  60622 

Slt*3af  4ln ctutterC 

LUST: 


LUST  3104524231 
NM 


Incident  Num  : 

523644 

IL  EPA  Id : 

03182451  *fl 

lEMAOate: 

Attn  : 

'  Sieve  Shapiro 

PftPName:  ■ 

R.3.  Industries  Inc. 

Pft  P  Address : 

1S51  Norm  Baton  Ave. 

Chicago.  1L9W22 

PRP  Phone: 

Not  reported 

Non  LUST  Detemii  nation  letler 

1  1 

NFA/NFR  Letter: 

<xntm 

Site  ClstaiScatcn: 

Not  reported 

Project  Manager: 

Blu-nhoral 

Project  Manager  Phone: 

Not  reported 

Email : 

Not  reported 

Section  57.53(9) : 

731 

Sectivi  57.59(g)  Latter : 

f  ! 

Product  -  Oiedine; 

Fas* 

Product  -  Unleaded  Geo: 

Fats* 

Product  -  Doisal: 

Tros 

Product  -  Fuel  Oil: 

False 

Proauet- Jet  Fuel: 

False 

Product  -  UsedOU: 

F^se 

Product  -  NenPero: 

False 

Pr octet .  other  Pare: 

False 

20  Report  Received : 

Q2f1  BS4 

45  Report  Reeved : 

04/i  asi 

NFRDaBe  Recorded: 

f  / 

TC 13061  B*.3s  PagsIS 
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Map  ID 

Olrectlai 
Oi  stance 
Distance  [fl.J 
Qevsdiji  Site 


MAP  FINOINGS 


EOR  ID  Number 
Ostabase(i)  EPAONirnber 


□12 
ESE 
1/s 
swift. 

Relative: 
Lower 

Artual: 
SM  ft. 


W6LDWG  APPARATUS  CO 
1BSSN  ADA  ST 
CHICAGO,  IL  COBS 


RCR IS-3QG  1000189309 

FINDS  H.DW5TH511 


Site  1  of  3  In  cluster  0 

RCRtS: 
Own*": 


EPA  ID: 

Contact 


ClaasiNesncn: 
T30F  Activities 


TERZtC  BRANT 
(312)  S55-1212 
ILM051 11513 

BRANT TERZC 
<312)  252-7670 

Smstl  Quantity  Sener'atcr 
:  Net  reported 


VI  ciakan  Static:  Noviclgtiore  found 


FINDS: 

Olner  Sertnent  environmental  Activity  Identified  at  Site: 

Resource  Conservation  and  Recovery  Act  (nTorimatlon  system  {RCRAINFOf 


EM 
ENE 

<  in 
SM  ft. 

Relatfe*; 
Lower 

A  dual: 
330  ft, 


K ILOB  A  R  C  OM P AC TING  C  QRP 
1/00  N  THROOPST 

Chicago,  il  swai 


RCHB-SQ6     1 004593556 
FtHDS    ILO  1*41137434 


Siti  1  of  3  In  dustr  E 

RCRIS: 
Owner: 

EPA  10: 
Contact 


DALESSANDRO  FRANKLIN  AND  JUDITH 
(312)  235-2140 

HENRYW1EN  HOLTS 
(3)2]  235-2140 


Classldcaicn  Conditionally  exempt  Small  Quantity  Generator 
TSOF  Advises:  Noirepcned 

VI  olaKon  Status:  No  vicuutonx  found 


FWDS: 

Olner  Pertinent  Envtrsnmintal  Aclvily  loentrfleo^  Site: 

Ftescurce  CcrnwvstJon  arid  Recwefy  *«  InfcrmMcn  system  (RCRAWFO) 


CH  MERIT  GRAPHICS  RCRIS-SQG  1n04«9Mjo 

South  1C42N  BEW.EYCT  FINDS  ILD00074MM 

<1/t  CHICAGO,  IL  M«2S 
605  ft 

SJH4  of*  rn  C 

Rotative: 
Higher 

Actual: 

SM  rt. 
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Map  O 
Direction 
Distance 
Distance  <JL) 
Elevation  Site 


r 


MAP  FINDINGS  '■ 


CDR  (0  Number 
□□tabflse(s)     EPA  10  Number 


MERIT  GRAPHICS  (Continued! 


RCRIS; 
Owner: 


EPA  ID: 
C outset 


REVERE  PHOTO  PLATEMAKERS 

(313  9Z2-B31S 

ILD00074SOia 

GEORGE  MAC  HAY 
(312)  2S2-6BBH 


Classification:  Conditionally  Exempt  SmaU  Quantity  Gerwator 
TSOFAetiviaes:  Nolreporwd 

Ulolstion  Status:  rJovio!at>ons[ocjr*t 


FNDS; 

Other  PerUngnl  Environmental  Acflvity  Mortified  at  Site; 
AWS/AIRSFaclllrySueystern  (AKSVAFS) 
Naiuffil  Emissions  Inventory  (NEI) 
National  Tones  Irweniafy  (NTI) 

Resarce  Ccnservat on  and  Recovery  Ad  InTormsten  system  (RCRAINFO) 


015 

se 

va-m 

van. 

Rnl.ittv'r 
Low*r 

Actual: 
302  ft. 


1MB  WEST  C  □  NCOR  □  BU ILOIN  G 
1343  WEST  CONCORD  PLAGE 
CHICAGO,  IL  < 


Site  Z  of  3  In  clutter  D 

H.  INSTUTONAL  CONTROL; 
Hinds  Epa  Id : 
MFR  Utter; 
OateNFR  Accorded: 
Type  Of  Site: 

Comprehensive  f  Focused : 

ROTiedation  Applicant : 

RA  Cornoaty ; 

RA  Address : 

RA  Secondary  Address  s 

InstituliDr^  Controls  : 

Engineered  Barriers  : 

Worker  Caution : 

Acres: 

ORO: 

Effective; 

5RP: 

IU  EPA  Id : 
US  EPA  Id: 
Sac.  4  Letter  Date : 
Rem  station  Applicant  Co : 
Rem  station  AprJicart  Tide: 
Contact  Firsl  Name: 
Contact  Last  Name ; 
'    Contact  Address: 

Contact  Pnone : 
Oats  Enrolled: 
Consul  tant  Company ; 
Panic*  Contact : 
Consul  tanl  Address; 


SRP  510+872944 
InstControl  Nja 


0316248255 

1O2&2000 

1V17/ZCO0 

Comprehensive 

Mr.  Robert  Rafson 

Rafson  Engineering 

1401  WeslWi*araia 

Not  reported 

Cnicaoa.IL,  BOfTH 

Groundwater  use  restriction 

Not  reported 

Fait 

0,1*000 

08T9BO 

True 


0318548235 
Not  reported 

!  1 

Rafaon  Enpjneerinn 

Mr. 

Robert 

R*l»ai 

1401  (Vol  Watansla  Street 
CrHCsgo.IL.  60622 
[773)  3*4-3841 
04/1*n9S9 
Ratal  Engineering 
Robert  Safaqn,  PE. 
1401  West  Webansia  Street 
Chicago,  IL.  60622 
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MaolO 

Direction 

Distance 

ElevBllon  Sta 


..MAP  FINDINGS  „ 


J 


EDR  10  Number 
□atabasara)     £J>  A 10  N  urn  oar 


1M8WESTC0NC0S0BUILDIN6  (Continued) 

Con>  rJfent  Phone :  (773)  334-3641 

ft-q  Mgr  Asj^netf  ■  CaMn 

Ho  ftrtter  fternafaiinri  letter  Or : 

NFFt  Recorded :  1 1HTfflOM 

Active:  P^se 

Tow  Acres :  0.1SDD0 


D1S 
SE 

1«MM 
741  ft 

Ratatw* 
Lower 

actual: 
sat  ft. 


1348 W  CONCORD  BLDG 
1344  W  CONCORD  . 
CHICAGO,  IL  SQ6U 


UST  UWM12TM 
MIA 


Site  3  of  3  In  cluster  0 

UST: 

Facility  ID: 
Status: 

Owner  Name: 
Owner  Adores: 

CcTttacI: 
PhCOa  ft 
Tank  Slsfta; 
T**  Last  Use* 
Enfarment: 
Fee  Owed: 
Tgnk  ttLEnbs: 
Tank  Capacity: 
Tank  Aga: 
Tank  Red  Tag; 
tank  Substance: 
Pemitt  Number, 
ftrmtt  Expires: 


2Q3S5B3 
Exempt 

1348  V*  Concord  Bog 

CNcago,  il  60622 
Loebd  Themes 
(708)386-6750 
Exempt  frpm  registration 

Quoin 901  okomo 

NO 
No 
I 

375 

9/ 

NO 

Gasairn 
NM  reported 
Not  reported 


E17 
East 
1«-1I4 
7»ft. 

fleiatlvie: 


OEPT  OF  FLEET  MGMT 
ISSSNTrWOOPST 

Chicago,  il  swa; 

5tto  latltn  cluster  6 

UST: 


WA 


Actual: 
5»ft. 


Facility  10: 

2033144 

Status: 

Active 

Owner  Name: 

City  Of  CNcagoCept  Of  eiwcrmwit 

Owner  Addrwa: 

37N  LaaalleSt25ThFlar 

Clifcaaa  tawoe 

Ccnl^t 

Mcerae  A  ft 

CTwie  iH: 

(313)  74*-S*t3 

TanKSlatua: 

CLfr&nUy  in  use 

Tank  La»t  Use* 

Nat  reported 

Enferment: 

NO 

FaeOwed: 

WS 

Tank  Numrjar: 

1 

Tack  Capacity: 

20000 

Tank  Age: 

s 

Tank  Red  Tag; 

Tank  Substance: 

GB5dtne 

Permit  Number; 

Not  reported 

Permit  Btpiras: 

Nolrapalad 

printed  01/27/201_1_8:15AM_by  Richard.Jordan  p.  558/746 


Map  ID 
Direction 
Distance 
OiWsnoejft,) 


.  MAP;F1NDIH£3S 


EOR  ID  Number 
Databatsefs}     EPA  10  Itimtw 


OEPTOF  FLEET  MOMT  IConthuwl) 


U00196S1CQ 


E1» 

75911. 

Relattvw 
Lower 

Actual: 
34»tl. 


Facility  ID: 

2033144 

Status: 

Acllua 

Owner  Namir 

City  Of  ChieagoJCtept  Of  Environmer* 

Owner  AdoreSs: 

30  N  Las*]*  St  2£Th  Rcxr 

Contact: 

MccraeAR 

[311)  7t4-5*lB 

TanK  Statut: 

Cuf  rarity  in  use 

Tarh  Last  UaetL 

P4ot  reported 

Enfomistflt: 

No 

No 

Tank  Mi*r>Mrt 

Tent  Capacity: 

12000 

a 

Tart  Red  Taj: 

Mo 

Qt«d 

Permit  Nunrfcer; 

Notf«porvsd 

Permit  Empires; 

Noli>eoofles 

Facility  O: 

Status: 

Activn 

Ovrnv  Name: 

City  Or  Chi  cagryDept  01  Snuironment 

Ouwer  Aatfresa: 

30  N  Lassie  S12STK  Flocr 

CNcsgo.  IL  S0602 

Cuilact 

M«craaAR 

Phcne* 

(312)  744-5419 

TankStafcis: 

Currently  into* 

T:rt  Last  Use* 

Noirtpwiot! 

Enfcmient: 

No 

Fen  Owed: 

No 

Talk  Mumper: 

3 

Tank  Capacity: 

1200Q 

S 

Tank  Red  Tag: 

No 

Tank  Si£st£nce: 

Diesel 

Permit  Number: 

Nd  reported 

Psfmit  Expires: 

Nolreoorted 

Chicago  city  of  fleet  admin 
leas  m  Tvmoof* 
CHtCfcGO.lt.  aaexi 


rcris-sog  iooffise^i9 
Finos  iLDSsaa24m 


SCftiS: 
Dwnff: 


S^AID: 
Ccntact 


CHICAGO  CITY  OF 
(311)555-1212 
ILD9&fi2411S 


JAMES  VKARftSN 
(31 1]  744.5SS5 

Cla&jilfcaicji:  Small  Quanllty  Generator 
TSW  Ad&vrtes:  Klttreporteo 
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.Page  34) 


Map  ID 
Director) 
Distance 
Distance  [ft.) 
Bfevsbon  Site 


..MAP  FINDINGS 


Databaae(s) 


CHICAGO  CITY  OF  FLEET  ADMIN  [Continued) 
Violation  Stalus:  Nouldaacns  found 

FINDS: 

Other  Pertingit  EnvirunmCTtal  Activity  IdCTiified  at  Site: 

Rffiource Conservation  and  Recwery  Act  Information  system  4ftCRAJNFO) 


SDR  ID  Number 
EPA  ID  Numow 


100tr18*3m 


F19 

ssc 

*1S«. 

'  Relative: 
Ktghar 

Actual: 
59*  ft. 


JAMES  PRECIOUS  METALS  PLATING  INC 
1W9-11  OSTON  AVE 
CHICAGO,  IL  606Z2 


FINDS  ILD»30ai7S11 


SIE*1  of  Tin  Clustir  F 

RCRIS: 
Owner: 


EPA  ID: 
Corned: 


JACQaSEN  ERIC 
{312)  555-1312 
ILD9S08175t1 

KEN  JACOBSEW 
(313)  143-2121 


Classification:  Smgll  Quantity  Generator 
T3DF  Activrtifii:  Not  repcrtcd 

VlcWtlon  Static   No  violations  found 


FINO& 

Otiwr  Pertinent  Environmental  Activity  Identified  at  Slet 

Resource  ConservaScn  and  Recovery  Act  Information  system  fBCRAINFO} 


Sffl 
HW 
1*1/4 
833  ft 

R  native: 

Actual: 
Sfllft. 


EXOHO  ASSOC.  LTD.  PARTNERSHIP 

■ita*  north  Bea.-Y 

CHICAGO,  IL  60*31 

Stts1ol3ln  cluster  3 

UUST: 

Incident  Mum  : 
IL  FPA  Id : 
IEMA  Date: 
Attn: 

PRP Name: 
PRP  Address: 

PRPPhcne:  ' 

Ncn  LUST  Determination  Letter  : 
NFAVNFR  Letter : 
SileCtassificaUan: 
Project  Manager : 
Project  Manager  Phone; 
Email : 

Section  57,JB(g) : 
Section  5759(g)  Letter : 
Product  -  Gasoline: 
Product  -  Unleaded  Gait 
Product  -  Delse): 
Product  -  Fuel  Oil: 
Product-  Jet  Fuel: 
Product -Used  Oil: 
Product  -  Non  Petrac 


LUST  S104S1W13 
HiA 


913708 
031*3*51 35 . 
12fZ0r31 
John  Bdunan 

Fjtono  Assoc.  Ltd.  Parlrmhip 
400  North  Franklin 
Chicago.  IL  60610 
Not  reported 

/ 1 

-11/39*94 
Mot  reported 
BfivnhDrst 
Not  reported 
Not  fecorted 
731 
/  / 

Fates 
False 
Fsa» 

■True 
False 
Falsa 
False 
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3  ace  25 


Map  10 

Olfaction 
Oiataoee 
rjistaneelrt.) 
Sedation  3l» 


...  AW  FINDINGS 


GZ1 
NW 

822  ft. 

Relative: 
Loner 

Attiwt: 
S91  ft. 


EXOHO  ASSOC.  LTD.  PARTNERSHIP  [CrtnHnuad) 


EOR  ID  Number 
Database^     €PA  10  Number 


S1045I531J 


Pf Mud  •  Otrw  PstrtK 
to  Report  Recaved : 
45  Report  Received : 
NFS  Oat* Recorded: 


False 
0V1W92 


MARK  IV  RLTY  GROUP  INCiEXOHO  ASS 

iej*Neesi.rcT 

CHICAGO,  It 


UST  UBCWsSISa 
N/A 


Site  2  of  1  In  chistvC 

LIST: 

Faolily  ID: 
Statu*: 

Owner  Mame: 
Owner  Address: 

Contaei: 
Phone*; 
Time  Status: 
Tank  Last  UsaS 
Er^rjrnierit 
Fee  Ower£ 
Tank  Number: 
Tank  C^aqity: 
Tank  Ags: 
Tank  Red  Tag; 
Tar*  SutetancE 
Permit  Numasr 
Permit  Empires: 


S0S7747 
Exempt 

Marhtvftlty  Group  lnc/Bu*oAisoi:LW 

400  N  Franklin 

Cticago.  IL  60610 

Bauman  Jonathan 

(312)  5Z3-SOM 

Exempt  Htffi  rsgutra^sn 

0tA«rlS6700WW0 

No 

No 

1 

10000 

& 

Mo 

HeaUng  Oil 
Not  reported 
Net  reported 


FZ1 
3SE 

Man. 

Relative: 
Hlflher 

Actuate 
It. 


AMOCO  SS#1M*1/FAC 
IBM  N  ELSTOM 
CHICAGO,  IL  SM22 


UST  UD001TZ7W 
NUA 


3Ue2o171n  cluster? 


UST; 

Facility  10: 
.Suus; 
Owner  Wamt 


CmLact 
Phone* 
Talk  Status: 
Tank  Last  Ujct 
B  rfci  i  nent: 
Fee  Owed: 
Tank  Number: 
Tank  Capacity: 
Tank  Aos: 
Tank  Red  Tag; 
Tank  StAstanca: 
Ptarm it  Number 
Perm it  Expires: 


3JZ2748 
Active 

BP  ftoducta  Wortfi  America.  Inc.  HC 

4  Ga4«  jjuii  li  Drive 

Environmental  CanjdiarKeDeprtnern 

UPalma.  CA  30E3 

Kocon  Mike 

(SJ0) 

Currently  In  u*e 

Net  reported 

Ho 

Mo 

1 

10000 

IB 

No 

Gasaine 

Hot  reported 
Not  reported 
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Map  ID 
Direoicn 
Distance 
Distance)  It  > 
HevaBcn  Site 


MAf  FINC  HGS 


EDR  io  Nurrteer 
Database^)     EPA  ID  Number 


AMOCO  SS#1S69VFAC  «4M2  (Continued) 


U0uW727tt 


Pad  lit*  (J: 

Owner  MaFne: 
Owner  Address: 


Contact: 
Ptiena*: 
Tank  Statu; 
Tank  Lasl  Used: 
Ertforment: 
Fee  Owed: 
Tank  Number: 
Tanli  Capacity 
Tank  Age: 
Tank  Red  Tag: 
Tank  Substance 
Permit  Number; 
Permit  Sspire*: 

Facility  10: 


20E748 


Cwrpa  Name: 
Owner  Adores* 


Contact: 
Phone  at 
Tarfc  Slatua: 
Tank  Last  Used: 
ErtformenL 
Fee  Owed: 
Tank  Number: 
Tank  Capacity: 
Tank  Age: 
Tank  RetJ  Taj: 
Tank  Substance: 
Permit  Num&er: 
Permit  Expires: 

Fanti ty  ID: 
Status: 

Owrter  rVarnv; 
Owner  Address 


Contact 

PtWTB* 

Tai*  status: 
Tar*  last  Use* 
EnforrnBrt: 
Fee  Owed: 
Tarfc  Number: 
Tar*  Capacity: 
Tarfc  Age: 
Tar*  Red  Tag 


SP  Product?  Ncrtft  America.  Inc.  LLC 
4  Cemerpoint  Dn)ve 

Environmental  Compliant*  Department 
LaPtfma.Crt  90623 
KrxcnMike 
(630)  S90-S721 
.  Currently  in  use 
Not  reported 
No 
No 
2 

1W0Q 

ia 

No 

Gasoline 
Not  reported 
Not  reported 

2022746 
Active 

BP  Products  Noc tn  Ametca.  tne.  LLC 
4  Cgnterpuinl  Drive 

ErwirorrnBrtai  Compliance  Department 

LaPaims,  CA  soea 

KsconMiM 

(630)  S90- 5711 

Currently  In  use 

Not  reported 

No 

No 

3 

12000 
18 

Nd 

G£sdine 
Notr^iorled 
Not  reported 

2022748 
Actrve 

BP  Products  North  Aim'a  ks.  LLC 
4  Centerpolnt  Qriv* 

Environment  Compliance  Department 

LaPama.CASOSZa 
Kocon  Mike 
[633)  990-5721 

Removed 
Nd  reported 

NQ 
No 
4 

500 

NrJ  reporterj 
No 
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Map  ID 

Direction 

Distance 

Elngilon  $Hg 


MAP  FINDINGS;; 


Database^ 


EDR  ID  Number 
EPA  D  Number 


AMOCOSSHHSeai*AC  «HWZ  rCoiHimied) 

Tank  SuPSIarwe:    Used  Chi 
Permit.  Number  L   Not  feportw 
Parrm  Expires:    Not  reporiea 


U0001727M 


Facility  ID: 
Status: 

Owner  Name: 
Owner  Adores*; 


Contact: 
Phone* 
Tar*  Status: 
Tar*  Last  Used: 
Ehrarmenl: 

Tar*  NixAh^r; 
Tar*  Capacity: 
Tarfc  Age: 
Tar*  Rett  Tag 
Tar*  Subslance: 
Permit  Number: 
Pcrmil  Expires: 

Facility  V; 
Statu; 

Owner  Name: 
Owner  Addrssa: 


Contact; 
Run** 
Tank  Soma: 
Tar*  Last  Uu± 
Entorment 
FeeOwect 
Tank  wunGer: 
Tar*  Capacity: 
Tar*  Ago: 
Tarfc  Tdj: 
Tarts  Siietano;, 
Perm*  Numt»; 
Permit  Expires: 

Fatally »: 
Status: 

Owner  Name: 
Owner  Adores*: 


Contact 
Proie* 
Tartt  Statu: 
Tank  Last  Used: 
ErrfofrrlBrrt; 
Fee  Owe* 
Tar*  Number: 


3022745 
Active 

BP  Products  Norm  America,  kit  LLC 

«  CentarffOlnl  Drive 

EnvYrorvriert2l  Comptiarce  Depart™  art 

UPaima,  CA  90HE3 

KoeorrMike 

(630)  990-S721 

Removed 

No  reported 

No 

Ml) 
5 

8000 

Nat  reported 
No 

Gasaftne 
Not  reported 

Not  reported 

Active. 

BP  Products  North  America.  We,  LLC 
4  Carrio-pont  Drive 

Environments  CcrnpHarceDeparmnen! 

LaPalma,  CA  ansa 

ICoconMika 

(ea»  9SO-5721 

ftemowsd 

riot  reported 

No 

No 

e 

woo 

Not  reported 
Ho 

Qasdine 
Not  reported 
Nol  raDorted 

2022748 
Atflve 

BP  Product*  Norm  America,  Inc.  LLC 
4  Carter  point  Drive 

environmental  ComptianCBOEpartment 
LaPjlma.  CA  90623 
KocortMltce 
(S50)  990-5721 
Removed 
Nrtrr? 
No 
No 


TCt20S19<k2s  fege24 
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Ali^a_ScFjto  .  Q519^2s  ?c' "  ZZ1 Z     T ZZZ1Z,'! Z -1Z  . ZZZT  IZZIIZlZTZl ,1.1  1  P^g"a  38-i  . 


Map  io 
Dlreaoo 
Otstanw 
Distama(fL) 
Hevatim  Siw 


'MAP  FINDINGS; 


OstabBj«(a) 


EDR  to  NixMbe- 
EPA  10  Number 


AMOCO  SS  WSSSI/FAC  #2'»e2  (Cantaiued)  U0W1727W 

Tank  Capacity:  SOW 

TankAg):  Natreportsti 

Tank  Red  Tag;  No 

Tank  Subs  lance:  Gasoline 

Parmit  Numbs-;  NotrepartAd 

Permit  Expires:  Not  reported 


HZ3 
VCSW 

Rskthn: 
Htaher 

Actual: 

sn  ft. 


ILDOT 

1709N  BOSWCRTHAVg 
CHICAGO,  IL  MK2 


RCFtlS-VK  100O82375S 
FINOS  ILDM43O08M 


3lt!lo»3ln  eltist«r  H 

RCRIS: 

Owner; 


EPA  IO: 
Contact 


■LOOT  STATE  OF  ILLINOIS 
ILQ  984500894 


WILUAM  BARBEL 
(70B>70S-40a) 

Classification:  LaroeQuantity  Gererdcx 
TSDFAtthflijBS;  NatrapartHl 

WdflOon  aiatus:  No  yidalions  found 


FINOS: 

Other  Peritnenl  Environmental  Activity  [denuded  at  Site; 

ReMwrcaCwservaicn  and  ReeoirerY  Act  Wbmason  system  IRCRAINFO) 


FJ4 
SSE 
Ua-M* 
131  ft. 

R«fcrtrw: 
Htghs- 

Aetuai: 

jss  n. 


AMOCO  15G9T 

(SOON  ELSTON  AND  NORTH 
CHICAGO,  1L  5D623 


R.CRI3-SQG 

"■  FINDS  H.[3B&tS2KM 


Sit*  lo(  Tin  duster  F  ' 

RCHI& 
Owner; 


EPAO: 
Contact 


amocooilcq 

(706)  990-2277 
IL09B45E5W6 


UNOaCURRAN 
pOB)  990-227/ 

Ciusilicsdan;  Small  Quintty  Generator 
TSOF  Activities:.  Nat  reeorteti 

Violation  Status:  .No  vldaMons  found 


FINDS: 

Otnar  Ptftifwnt  Erwiromnntal  AMvtt/  MenMeilalSite: 

Resajrca  Ccrtssrvatlori  *m  Rscovsry  *a  Inter  maoon  system  (RCRAWFO) 
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Map  IB 
Oirectfcn 
Distance 
Oisiaicc  in.) 
Gevatitxi  Sla 


MAP  FINDINGS 


EDR  ID  Ntmber 
Dalata5ef.j)     EPA  ID  Number 


115 
SW 

934  ft. 

Retsllve: 
Higher 

Actual: 
9*4  It. 


ctrrv  Lires 

tWON  e  OS  WORTH 
CHICACO.IL  6MB 

UST: 

FaciWIy  »: 

Staba; 

Owner  Narne: 
Owner  AAfrss*: 

Contact: 

Tank  Status: 
Tar*  Last  Used1. 
Enforment: 
Fes  Owed: 
Tank  Numbo1: 
Capacity: 
Tank  A^i 
Tank  Red  Tag: 
Tank  Subatanes: 
Permit  Number: 
Permit  Expires: 


304.1  aw 
Exempt 

MCW  Prsperlea  (re 

CMeago.  IL  93647 
Frank  Thame 
[773]  22r-6Wr 
Examptfrom  regisiratan 

Mo 

HQ 

] 

3000 

Not  reported 
No 

Heating  Oil 

107512REM 

O2/2£Bt!M<XV0iX- 


at 

941  ft. 

Retail**: 
Higher 

Adual: 

sat  it. 


16S0NORTh'9G3V«ORTH3T. 
CHICAGO,  U.  ■ 


Site  lot  3  Fn  duster  I 

LUST: 

hddert  Nun  : 
it. EPA  Id: 
leiWA  Daw: 
Attn: 

PRP  Nam  a: 
PRP  Addreu  i 

PRP  Pncna : 

Hon  LUST  Determinattcn 
MFA/NFR  Letter : 
SHaClMsillcatlon : 
ftajBCtbiarager : 

Project  Manager  puma 
Email : 

SecS on  S? 59(5) : 
Section  S7£S(9>  utxr  -. 
Produci  *  Gasoline: 
Product  -  Unleaded  Qaa: 
Product  -  Oeiie): 
Prodtct-Pmiail: 
Product-  Jet  Fuel: 
Product -Used  Oil: 
Product  -  NonPetro: 
Product  -  othar  Para: 
20  Report  Received : 
45  Report  Received : 
NFROate  Recorded: 


2003124* 
03152*5090 
06/3303 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
Not  reported 
/  I 

NdrtportHl 

[117)  524.1288 
Clartcn^oomeQeputatE-il 

PA 

f  > 

Padss 
File 
F^w 
False 
False 
False 

False 

True 

■  0*2603 
J  / 
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 Pggs^ot 


Map  ID 
Dir«licn 
Distance 
Distance  (fl.) 
Station  Sile 


.  MAP  FINDINGS 


Databases) 


£0R  ID  Numter 
EPA  ID  Number 


127 

sw 

1/9- 1« 
*41ft. 

Retell™ 
High* 


woconorth  harry  auto 
1s50  n  bos  worth 
chicagd.il  bohj 


RCRIS-LQG  1000611931 

FINDS  IL09BM314A3 


Sit*  3  of  3  in  cluster  1 

RCRIS: 
Owner: 
EPA  ID: 


wooo north  Harry 

ILJO  984821 482 


Contact: 


LARRY  ROVNER 
(312)  227-1340 

Classification:  LwgaOuanUty  Generator 
TSOF AgbirtSs:  Notreported 

Natation  Static:  Nnvidatioia  fcund 


FWOS: 

OlherPErtnentEiwironmailEl  Activity  IdenMledaiSHB: 

RasourteConservalon  and  Recovery  M  frrfqrmBbai  system  (RCRA&IFO) 


GJS 
NNW 
1/5-1 « 
982  ft. 

RtfatluK 
Lower 


aero  plating  works 
mot  n  elston 
chicago.il  «m2z 

sit  •  3  or  a  in  ctustirO 

CORRECTS  Datst 


RCRIS-SQG  ,H»M2«5*0 
RCR[5-T5D  (LD005125BM 
FINDS 
RAATS 
CORRACTS 


Aauah 
SSI  ft. 


ERA  H: 
Region: 
Ares  Name- 
Actual  Dane 
Corrective  Mien: 
2002  NAtCS  Tide: 


■.□00512583$ 
5 

ENTIRE  FACILITY 

04/Z4/1S88 
CAaso-RFA  Completed 
NdI  Reported 


EPA  U. 

Reg  ort 
Arm  Name: 
Actual  Dale: 
Corrtetva  Acscfi: 
2002NAtCSTItte: 


ILD0D51Z5B3S 
5 

EMTtRE  FACILITY 
04/24/1998 

CAOtonO-  RFADetmnii^loriOf  NeedFnr  AnRFt.RFI  Is  Nat  Necessary 
NolRepcrteu 


EPA  let 
Regtcn: 
Area  Name 
Actual  Date: 
Corrsc&va  Actien: 

2002  N  AIC  S  Tide: 


ILD0OS12S83B 
S 

ENTIRE  FACILITY 

04/34/1998  i 
CA075LO-CA  Priori  Sieion,  Fsdllty  or  ar»a  was  assigned  a  low  oorrecthie 
action  prion  ty 


RCRIS  Corrective  Action  Summary; 
Euer*  RFAComef*ta4 
Event  Oats:  04/24r19So 
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Map  ID 
Direction 
Oislance 
Distance  (ft.) 
Eevatior*  Site 


VAF  FINDINGS. 


Database)  s) 


EDR  ID  Number 
EPA  O  Number 


AERO  PLATING  WORKS  (Continued) 

6/ent:  RFACettfrnirattoi  Of  NeadFcr  An  HFL  rfi  is  Net  Necessary: 

Event  Oate:  ovawsse 

&renc  CA  PriorWialion.  Facility  or  sea  was  asSoned  a  lew  cor racs™  action 

priority. 
EventDaw,  04/34/1996 


23 
BSE 

971  ft. 

Lawer 
Actum 


RCRIS: 


EPA  ID: 
Contact: 


MAK5RAN0  LOUIS  J  ft 
(S12)  MS.1313 
HD005125636 

LQU  MM0RAN.O 
{312)  278-1300 


Classification:  ,  TSDF 
TSDP  AcflvitieSL  McHreponed 

Violation  Stafca:  VLdaUoo  enist 

Regulation  VtdJbstJ; 

AresofVtolaiicn: 

Oat*  Violation  Determ  inett 

Actual  Date  AetKeved  Compliance: 

Regulation  Wolsta* 

Area  of  WeJMcn: 

Date  violation  Daterrrririad: 

Ati'.^d  Date  Actieved  Compliance: 

K  sanation  Vn*clal&± 

Area  of  VidSiicn: 

□ate  VI  ol  alien  Determ  inett 

Aetna  Date  Acrie/efl  ComaHsnee: 

Penalty  Simmary: 
Penary  Description 


73S.J15 

TSD-CLQSU  RE/POST- CLOSURE  REQUIREMENTS 

04BSf1989 

Not  reported 

Nol  reported 

TSD-C  LD5U  R  E/POST-  CU3SU  RE  R  EQU 1R  EMEN  T5 

Nd  repcFted 
Hot  reported 

TSD-MANIFEST  REQUIREMENTS 
Not  reported 


Penalty  Data 


Final  Monetary  Paialty  7raf199S 
Thereare  a  violation  recnrd(s)  reported  at  this  site: 

EtfaHatlon  AfeaqlVldalcn  

FINDS: 

Other  Pertinent  Environmental  Activity  loans  Mat  at  Sitae 
AIRS/AIRS  Facility  Subystem  (AIRSVAFS] 
Weoraled  Compliance  IrtbrmsBcn  System  (CIS) 

R(SOi«*  Cmservallnn  anti  Recovery  Act  Wbrmaflcn  system  (RCRAuMFO) 


Per*%  Amount 


100000 


Lead  Agency 
S»A 


Dm  tj 

-CflmJllanca 


U  3STEELCORP  SUPPLY  OIV  PAINT  MILL 

1549NTHROOP3T 

CHICAGO,  IL  60622 


RCRIS-LOG  lOOMXKSa 

■  Finds  ilootwssk 


TCIMSISta  Paseza 


printed  01/27/201 1  8:15AM  by  Richard-Jordan  p.  567/746 
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'MAPFINDINGS 


Use  to 
Direction 
Oistance 

Distance  (ft.)  EOR 10  Number 

BaJ3"m     Sile   Oatab«s«l»>     EPA  10  Number 


U  3  STEEL  CORP  SUPPLY  ON  PAINT  MIU.  IContlnuad)  1oflrr13z«* 

BCHIS: 

Owner:  US  STEEL  CORP 

(.312)555-1212 
EPA  ID:  ILDQ74373S12 

Contact:  LOUS  MAU 

(31  i|  3*6.  Kit 

Classification;    Lares  OuBrtnty  GSfierstof 
T50F  ActwiSffl:  Notrepcrtea 

vtottfarStatrt:  Naviaaflms font 


FINDS: 

Other  Pertinent  Ernircrirnertral  Activity  WenKI etfatStfe 

Resource  Conservation  atd  Rectrrfery  Act  IrtorroarJon  astern  (RCRAInFO) 


SO 

se 

9T3H. 
RetatlvE 


Actual: 
SMft. 


DAVIES  PLAT1MG  tNC 
1820N  THROOP 
CHIC  AGO,  IL  «<M22 


ftCBtS-LQG  Ht0fl4*»7» 
PIN  OS  K.D»84gOg2?4 


RCRS: 
Owiw: 
EPA  ID' 

Cnntectr 


OBERT  ROBERT 
lL09e4SO623* 

JEMS  ANDEfl  SEN 
(313)  232-2036 


ClasificatiQn:  L^ga  Quantity  Genwetor 
TSOF  activities  Not  reported 

aiENWlAl  REPORTS: 

Last  8«msl  Repwtinfl  Yaw:  a»t 


nuanmy  rl  Ifl) 

88877342 


WetattortSlatus:  M<* liens  exist 

RegwlaUffiVlqlmed: 
Areec^  VlqfaQon: 
OateViolaticn  Determined: 
Actual  Data  Achie*al  Constance: 

Regulation  WoioWJ: 

Aree  ^oteti9T' 

Date  Vforfgriari  Odermrned; 

ActraJ  Oata  AcfravsJ  CcrrTprrerce: 

ReguiatiarH/idated: 

Area  d  Victaricrt: 

O^e  violation  Determined; 

Aclual  Date  Adieu  ad  Compllmce: 


705. 121(a), 

TSO-OTHER  REQUIREMENT  3 

Q2f10fWJ* 

Not  reported 

fZL  140(a) 

GENERATOK-RECOROKeEPtHG  REQUIREMENTS 

<Kno<ao04 

tfot  reported 
7ZLM3(a)(J) 

GENERATOR-ReCDRDKEEPtMG  REQUIREMENTS 

02/1QTB04 

Not  rBODTIM 


TWt»e  3Miolsllon  rs&yt)(s)  rejKrtatlat  tii  site: 
equation  AreaOfyicrtHy 


Osteal 

Crjrujliance 


TC 12051 Pag*  a 


lissa  Schultz  -  a51942s,pdf 


Map  ID 

Distance  (ft.} 
ElwaSOn  Site 


MAPFINOWGS 


EDR  10  Number 
Oaiab»Je( »)     EPA  »  NLntber 


R  dative: 

Actual: 
53SH. 


DA  vies  PUTTING  INC  (Continued  I 

FINES: 

Otfw  Pertinent  fnvtranmenial  Acsvily  Itwrtrfiaj  at  Sile 

Resource  Conserve  or  and  Recovery  M  Irfcrmation  lyslem  {RCRAlNPOJ 


TRI  R  VENDING  ARMC  CROP 
1401 W  NORTH  AVE 
CHICAGO,  It.  SQ922 

Slteiot  UneluMwP 
UST; 


UST  UoptSWM 
H1A 


Facility  ID: 

203206f 

Closed 

Qwrifir  Narrte: 

M  Leslie  EntWpf 

Owner  A^tflr  But  : 

S25  hi  SScrLmMTtD  1*Uv() 

Chicago. 

Contact: 

Mattes  M^k 

Tar*  3taltA: 

&t^cT\pt  from  reQjstr&Ucn 

Tar*  Las!  (JseL 

Q1/Q1i1 950  CO:0QtfQ 

No 

No 

Tank  Mumbw; 

1 

5SD 

Tar*  Age: 

68 

Tar*  Red 

No 

Tar*  instance; 

Perrti  it  Number: 

Nal  retorted 

Permit  Expires; 

No*  reported 

Facility  iQ: 

IKECKt 

Staiu^ 

Closed 

Qwrw  Mama: 

MuWie  ErMrpfiWt 

Owrter  Adtjreaa: 

823  M  Sacramento  Slvd 

Crtcago,*.  606)2 

Contact 

Meltej  Mark 

(312)  7S-S30) 

Tank  Staluv 

Eiem«  frcm  reojiMUon 

Tank  Last  Used 

0 1/01 J1 933  00,00:00 

&tformenl: 

Ha 

No 

Tank  Mimbar 

Tsrk  Capacity 

550 

T-H*  Age, 

66 

Tank  fled  Tag: 

Ho 

Ttwk  Substance 

Permit  iNum&er: 

Not  reported 

Pwmn  empires: 

Not  reported 

FacfUty  ID: 

2032061 

CI  cas) 

Muftkia  Erterprises 

SSa  N  ■Sacramento  Slvd 

CrscanQ,  1.B0HI2 

Mattes  Mark 

Tank  Staty*; 

RemoveC 

Tenk  Last  Utrt. 

t0«1rt«B0ti:oa:t5o 

printed  01/27/201 1  8:15AM  by  Richard.Jordan  p.  569/746 


Mao  ID 
Direction 
Distance 
Distance  (It. ) 
Elevation  Site 


TRlRVENDINaAKMOCRQP  (Continued)  U001SIMSSI 


Enforrncnt: 

NO 

F«Ow«L 

NO 

Tank  Number: 

3 

Tank  Ct^Ucity: 

toooo 

Tank  Aga: 

34 

Tank  Rett  Tag: 

Mo 

Tank  Substance: 

Gasoline 

Permit  dumber: 

Not  reported 

Pamit  Expires: 

Mot  "ecx'ed 

Page  44; 


EOR  ©  Number 
Oetsbsaefs)     EPAD  Nlf>t>er 


F« 

S3E 
1/S-1f4 

Retatkvec 
Higher 

Actual: 
S9Sft. 


NQRTHTCWN  AUTOMOTIVE 
HtMWIEST  NORTH  AVE. 
CHIC  AGO,  IL  50822 

SlteSgfTlltelgsterF 

LUST: 

Incident  Mum  : 
IL  EPA  Id  : 
IEMA  Dale : 
Ann: 

PRP  Nam* : 
PRP  Address  : 

PRPPncne: 

Ncn  LUST  Qelerminatkin  u 
NFWNFR  Letter: 
ate  Classification: 
Prefect  Manager : 
Project  Manager  Phone: 
Snail: 

Section  5r,S9(c) : 
Section  S7,SS(g)  Letter : 
Product  -  Gasoline: 
Pro&ct  -  Unleaded  Gas: 
Product-  ueise): 
Product  -  Fuel  Oil: 
.  ftoduct-JelFuel: 
Product-  Used  Oil: 
Product- N  on  Petro: 
Product  -  Other  Petro: 
2D  Report  Received : 
'  45 Reaort Received: 
NFfi  OateReCOrdeC: 


LUST  S10542878S 


20O2O4S5 

aneoeans 

0*1102  ■ 

Jim  Balarc 

Nor  Mown  Automarjvs 

1131  West  North  Ave. 

Chisago,  u,  60522 

7732762384 

f  / 

r  / 

N#  reported 
Hale 

;21 7)  782-1803 
Sam  HaleQepu  tatejl  .us 
732 
/ 1 
True 
Falsa 
False 
'  False 
Parse 
False 
False 
Falsa 
// 

;/ 
j  i 


55£ 
MS-)/* 

Relattvtt 
.  Higher 

Actual: 
SBSfL 


MUSK  EE  ENTERPRISES 
1401  WEST  NORTH  AVE. 
CHICAGO,  IL  SOGB 

Sites  of  7  in  chistiir  F 

LUST: 

Incident  Mum : 
IL  EPA  Id : 
IEMA  Date: 
Attn: 

prp  Nam*: 
PRPAd*e« : 


LUST  310452928 
N'A 


901 H7 
(016141169 

Mark  Mattes 

Muskla  Enterprises 

S25  Ntftft  Sacramento  Svd. 


TCuosi9t2s  Pass  31 


I.ssa  ochu     -  051942s.pc'   " ~~  "'  _  ~ " '""         Page  45] 


Map  ID 

Biresfttn 

Dlatanca 
Olaisncafrt.J 
Elevation  Site 


MAP  FiNOINGS'j.. 


EOR  ID  Number 
Database^)     EPA  ID  Nunber 


M  US  KIE  ENTERPRISES  (Continued)  S1D4M3S5B 


Chicago^  (L«B1I 

PRPPtaw: 

No*  reported 

Ndi  LUST  DatOTni  ratten  UMta- : 

NFA/NFR  Latter : 

otwr 

SteClaSSilltation : 

N  01  reported 

Project  Manager : 

KorrFTtarm 

Prcjflct  Manager  Fnorw 

Hot  reported 

Ernall : 

Not  reported 

Section  S73s(g) : 

73t 

Section 57.5S(h)  Latter;  ■ 

;  { 

Product  ■  Gasoline: 

Falsa 

Product  ■  Unleaded  Gas: 

F*s» 

Product  ■  Delsel; 

True 

Product  -  Pud  Oil: 

False 

Product  -  Jd  Fuel: 

FaJw 

Product  -  Used  Oil: 

Fi« 

Product  -  Nor  Petto; 

Falls 

Product  -  dlher  Peirn 

False 

20 Report  Received: 

07/2283 

45  Report  Received  - 

07/22SJ 

NFR  Dale  Hi-coded : 

WQRTQWW  AUTOMOTIVE 


SSE  1400  W.  NORTH  AVE. 

im-i«  chicaco.il  eo«22 
102s  ft, 

StteTof  Tin  cluaterF 

NelalivH: 

Higher  LIST: 

Facility  10: 

Actuah  Status: 

Owner  Name; 
Owner  Address: 

Contact: 

Pnme  ft; 

TankSisim: 
Tank  Last  L/Kd: 
Enter  merit 
Fes  Owed: 
Tank  Number: 
Tank  Capacity: 
Tank  Age: 
Tank  Red  Tan: 
Tank  Substanca: 
Permit  NumBer: 
Permit  Expires: 


vsr  uwnnaarri 

M/A 


2003118 
Closed 

Norlovrti  Automotive 
i31tWest  North  A«. 
Chicago.  IL  60622 
JimBleiari 
(773)  27S-2BS4 
P-^nowed 

Ma 
No 
t 

5000 

23 

No 

Gascune 
Not  reported 
Not  reported 


J3S  DIV  US  AUTO  LEASING  CO  U3T  Uo011«743 

WNW  1W0  N  ASHLAND  AVE  N;A 

1/8-1/4         CHCAOO.IL  SOSB 
1071  It. 

Slt«1of  2tnau*«rJ 

Retail™ 

Hlghw  UST; 

Faculty  O:  2022340 
Actual:  Sbiua:  Cloied 

600  rt-  Owner  Name:      Upln  Enlerprlsas  Inc 


TC120519WS  PsbbS 


printed  01/27/201 1  8:15AM  by  Richard.Jordan  p.  571/746 


pAiissa  Schp?  -  35194 2s"sdf" 


1.  3aS°^5'l 


direcbon 
Distance 
Distance  (Pi.) 
@evation  Sile 


Li  MAfi  FINDINGS 


Databases) 


DIV  US  AUTO  LEASING  CO  (Continued) 


EOR  ID  Number 
EPA  ID  Number 


Owner  Address: 

1900  N  Ashlar*!  Avq 

Chicago,  1  E0S22 

Contact 

-  Lipin  Barry 

Phone  ft 

(773)  Z78-73C0 

Tank  Status: 

Removed 

Tank  Last  Used: 

01  m/1S02  DO:0OM) 

Enfcrment: 

No 

Fee  Owes: 

No 

Tank  Number: 

) 

Tank  Capacity: 

5CW 

Tank  Age; 

99 

Tank  ReO  Tag 

Ns 

Tank  Substance; 

Permit  Number: 

Net  reported 

Permit  Expires: 

Not  reported 

Facility  ID: 

Static: 

Closet] 

Owner  Name: 

Lipn  Enterprises  lid 

Owner  Address: 

1BECN  AsMandAve 

Chicago,  IL  60822 

Carted:  ■ 

Ljfin  B^rry 

Phono  ft*. 

(773)  27S-730Q 

Tank  Status: 

Abandoned  in  place 

Tank  last  Use* 

Nut  reported 

Enfcrment: 

No  ■ 

Fee 

Ns 

Tank  Number: 

3 

Tank  Capacity: 

9000 

Tank  Age: 

99 

Tank  Red  Tag: 

No 

Tank  Substance: 

Gasoline 

Pefrnil  Number: 

Not  reported 

Permit  Expires: 

Not  reported 

Facility  JO: 

20221*0 

Status: 

Closed 

Owner  Name: 

Upin  Enterprise?  Inc 

Owner  Address: 

-I8C0N  Ashland  Ave 

Chicago,  B.80BJ 

CcnBd.: 

Lion  Barry 

r^wna  K 

(773)  Z7B-73UTJ 

Tank  Status: 

Abandoned  in  ptaca 

Tank  Last  Uses 

Not  reported 

Enformer* 

No 

Fee  Owed: 

No 

Tank  Number: 

3 

Tank  Capacity: 

1000 

Tank  Ags: 

m 

Tank  Red  Tag: 

No 

Tank  Substanc*: 

Not  reported 

Pemil  Number: 

Not  reported 

Permtl  Expires: 

Nat  reported 

Facility  ID: 

20HX) 

Status: 

Closed 

Owner  Name: 

Upln  Enter  prim  ire 

TCtZ05tS<,2s  Page  33 
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Map  D 
Direction 
Distance 
Distance  (it.> 
Elevation  Site 


4AP  finoings  - 


Oatafeasets} 


EDR  10  Number 
EPA  ID  Number 


DIVUSAUTQ  LEASING  CO  (Continued) 


Owner  Address: 

Contact 
Phenols 
rat*  Status:' 
Tar*  LastUaetl: 
Enforrnen: 
Fee  Owed: 
Tank  t*  utimt: 
Tank  Capacity: 
Tar*  Age; 
Tar*  Red  Tag: 
Tar*  Suoslsnce: 
Permil  Number: 
PCTmrl  Expires: 

Facility  ID: 
Status: 

Owner  Name: 
Owner  Address: 

Canted: 

Tar*  Status: 
Tank  last  Use* 
Entorment: 
Fee  Owed: 
Tank  Mumper: 
Tar*  Capacity 
Tar*  Age: 
Tg*  Red  Tag; 
Tank  Substance: 
Permil  Number: 
Farm!  Expiree: 


1800  N  AsNendAire 
Chicago,  IL  60633 
Li  pin  Barry 
[773)  378-7300 
Abandoned  in  place 
Not  reported 
No 

no 

4 

100D 

99 

NO 

Used  Oil 
Not  reported 
Not  reported 

20ZJJ40 
Closed 

Lipfn  Enterprises  Inc 
1B0OM  MNandAve 

Upin  Berry 
(7T3)  27B-73M 
Abandoned  I  n  pi  ace 

Not  reported 

No 

No 

s 

TDOO 

89 

No 

used  Oil 
Not  reported 
Not  reported 


10T1  It. 

.fteUlrv*: 
Kighar 

600  ft. 


LlPIN  ENTERPHBES  INC 
IBMNASHLANOAVE 
CHICAGO.  IL  6QS22 


FINDS  IL09S3CBSS1 


SUtJor  j]n  clutter  J 

RCRIS: 
Ctaner: 


Contact: 


NAME  NOT  REPORTED 

(ill  2 1  it*-  1Z12 
ILD  962426561 

BARRY  UPIN 
(7T3)  Z78-73CC 


CtasslliesHon:  Ccmflionally  Exempt  Small  Quantity  Gerwatar 
TSDF  Activities:  Klol  reported 


TC1Z0S194^s  Page  34 
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MfjJ  ID 

Olrecticn 

Oislsnce 

SsraScn  Sin 


HAP  FINDINGS  ■ 


EDR  ID  Number 
Database!!)     EPA  10  Number 


LIP1N  ENTERPRISES  »NC  (Continued) 
VI  dallon  Status;  No  violations  found 


10046U062 


FINDS; 

Other  Pertinent  Erwranmeritat  AcU/liy  IttenMedatSita. 

Resource  Conservation  and  Recovery  Act  Infcrmalion  system  (RCRAINFO) 


K37 
S3W 
1IB-1J4 
107S  It. 

Rtbthrt; 
Higher 

Actual: 

«Bft. 


SHELL  GAS  STATION 
1501  W  NORTH  AVE 
CHICAGO,  II,  BAKU 

Site  1  of  S  In  cluster  K 

JOT: 

Fadllly  C: 
Status; 

Owner  Name: 
Owner  Address; 


Contact 
Phone 

Tank  Status: 

TsnlUHlUwd: 
Enfnrmant: 
Fe&  QwhI; 
Tank  Number: 
Tank  Capacity: 
Tank  Age: 
Tar*  Red  Taej 
Tank  Sutntanca: 
Permit  Number: 
Permit  Expires: 


2033077 
Merged 

Shell  Oil  Product* 
P.O.  Box  2099 
Two  Shell  Plan 
Houston.  TX772S2 
Nat  reported 
Not  reported 
Remoued 
Not  reported 
No 
No 
1 

5Q0 
Not  re 
No 

Notre 
Nolra 


uousiMsaa 

HJA 


Facility  10: 

2035077 

SO  lis: 

Merged 

Owner  Name: 

Shell  OH  Producu 

Owner  Address: 

P.O.  Bq«2083 

Two  Shall  Plaza 

HdJ3iqn.TX77!SJ 

Contact: 

Not  reported 

Phone  ft 

Not  reported 

Tank  Smus; 

Cirrmly  in  Lffia 

Tank  Lest  Used: 

Net  reported 

Sntonneni: 

No 

Fee  Owed: 

No 

TarkNtmber: 

2 

Tank  Capacity: 

eooo 

Tart  Age; 

Not  reported 

Tank  fled  Tag: 

No 

Tank  Substance 

Gasoline 

Permit  Number: 

Not  reported 

Permit  Expires: 

Not  reported 

Fadllly  C: 

2029077 

Status; 

Merged 

turner  Nsme: 

Shell  Ol  Products 

Owr«"  Address ; 

P.O.  Box  20SS 

Two  Shell  Fazs 

TC  12051942s  "DC*  35 
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Map  ID 
Direction 
Oiatanca 
Oistancs 
Bcvatiori  Site 


EOR  ID  Number 
Database  31     EPA  10  Number 


SHELL  CAS  STATION  (Continued) 


UO03104638 


Contact: 
PUcrle*. 
Tark  Status: 
Tank  Last  Used: 
Blftfmott 
Fee  Owed: 
Tank  Number: 
Tar*  Capacity: 
Tank  Age: 
Tor*  Red  Tag; 
Tank  Siirstance; 
Permit  Number: 
Permit  Expires: 

Facility  10: 
Statu: 

Owner  Nam* 
Owner  AddreM: 


C  cutset 
Phone  £ 
Tar*  Statue: 
Tar*  Last  Use* 
Enfrj'nlait: 
Fee  Owed: 
Tar*  fctunber; 
Tark  Capabhr: 
Tark  Age: 
Tank  Red  Tag: 
Tar*  Substance: 
Permll  Niritbsr: 
Permit  Expires: 

Facility  ID: 


Owner  Name: 
Owner  AddresT 


Contact 
Phone  ft 
Tar*  Statu!: 
Tank  Last  Use* 
EiKorment 
FeaOwed: 
Tar*  Number: 
Ts*  Capacity: 
Tank  A?i: 
Tar*  Red  Tag: 
Tank  Substance: 
Permil  Number: 
Permit  Expires: 


Houston.  TXT7252 
Net  reported 
NDt  reported 
CifrenHy  in  use 
Not  reported 
No 
No 
2 

SOW 

NcirceoriM 
No 

GascNna 
Not  reported 
Net  reported 

2025077 
Merged 

Siall  Oil  Products 
P.O.  Box  2099 
Two  Shell  Plaza 
Houskan,  TX  77252 
Not  reported 
Not  reported 
Currency  in  use 
Not  reported 
No 
No 
4 

3W0 

Not  resorted 
NO 

Gasoline 
Not  reported 
Not  reported 

2035077 
Merged 

SMI  Oil  Products 
P.O.  Bra  2099 

Two  Shell  Plata 
Houstorv  Tx  miz 
Ngi  reported 
Nol  reported  . 
Currendu  tn  use 
Not  reported 
NO 
No 
S 

BOCO 

Not  receded 

No 

Gasoline 
Not  reported 
Not  reported 


TCI 2051942s  PaoeH 
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Map  ID 
Direction 
Distance 
Distance  [ft.j 
Elevation  Site 


;  MAP.  FINO'NGS-  • 


EDR  ID  Number 
Databases)     EPA  ID  Nutntw 


H3I 
wsw 

1/S-U4 
1105  ft. 

Relative: 
Higher 

Actual: 
S9T  ft. 


tbi  crest  offset  inc 
1701  th*u  un  ashland 
chicago,  il  gog21 


FINDS  ILDM4MS11 


SiteZof  21n  cfcjster  H 

RCRIS: 
Owner: 


EPA  ID: 
Contact: 


YWRCZAK  RICHARD  J 
(813)  77Z"tS« 
10994022111 


CHARLES  RISHEL 
(312)  772-2*11 

Classification:  Small  Quantity  Generator 
TSOF  Activities:  Ncueported 

VitHaStri Status:  Naulotabans  found 


FINOS: 

Other  Ptrbntm  Environments!  Activity  (denlilied  at  Ste 

Rescufce^ciueruaaonerid  Recovery  Act  trior  malionsystiHi  IRCRAINFO) 


KM  EOUILON  ENTERPRISES  LUST  S1W5WZM 

S3W  ISM  WEST  NORTH  AVE.  NM 

1/B-1W  .  CHICAGO.IL  60EZZ 
1150ft. 

3H»  2  of  5  Ijl  C*J*«-  K 

Relative 

High*  LU3T: 


Incident  Num : 

sezBoa 

1,  Efa  Id ; 

03160750S1 

EMACale: 

11/18/B9 

Attn; 

-  Use  Schoadel 

PRPNome: 

Equllon  enterprises  LLC 

PRPAAtras: 

MSDiehl  Rd„  Suite  103 

Napervilla,  IL8QS63 

PRPPnoro; 

Men  LUST  Oetermi nation  Letter 

1  1 

MFAfNFR  Letter : 

10/2*99 

Site  Classification : 

Wot  reported 

Prelect  Manager : 

Lowd&  - 

Project  Manager  piyrto: 

{Z1?)  7SS-5734 

Email  : 

Mlke^Lowder@efS.stale.l  1 

SacUon  S7.S9(g,) : 

712 

SacBcn  S7 _5S(g)  Latter  : 

/ 1 

PTPduct  ■  Gasoline 

Trus 

Product  -  Unleaded  Gas: 

False 

Product  ■  Delist: 

False 

Product-  Fuel  Oil: 

False 

Product-  JdFud: 

Fise 

Product.  Used  Oil: 

False 

Product  ■  Non  Petroc 

False 

Product  ■  Other  Para 

False 

20  Report  Received : 

11/3MS 

*5  Report  Received: 

12/31/98 

NFft  DawRKorded: 

12/QZJ99 

TC12QS194.2S  Page37 
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Mop  O 

Direction 
Distance 
Distance  [ft  J 
9  sot  on  Site 


4  MAPFINOINGS 


EDR  ID  Number 
□siabasefj)     EPA  10  Number 


K49 

ssw 

nso  n. 

Relative: 
Higher 

Actual: 
198  It, 


K41 

ssw 

1150  ft. 

Rabthrc 
Higher 

Actual: 
Ssafl. 


GOMEZ  SHELL 

1SM  WEST  NORTH  AVE. 

CHICAGO.  IL  SOSS 

Situ}  or  sin  duster  K 

UUST: 

Incident  Num  : 
IL.  EPA  Id ; 
lEMADae: 
AM: 

PRPName: 
PftP  Address: 

PRP  Pnona ; 
Nor  LUST  Determination 
NFA/NFR  Letter : 
Site  Classification : 
Project  Manager  : 
Project  Manager  Phone: 
Etna! : 

Section  57.59(b) : 
Secllcn  £7,59(9)  Letter : 
Product  -  Gasoline: 
Product  -  Unleaded  Gas: 
Product  -  Deisel: 
Product  -  Fuel  Oil: 
Product  -  Jet  Fuel; 
Product  -  Used  Ol; 
Product  -  Not  Petro: 
Product  -  Olhtr  Pain: 
30  Report  Received: 
45  Report  Received : 
NFR  Data  Recorded : 


lust  'SiMsaure 

NM 


3SS10 
«1607$OS1 

UuScnoedd 

EquHcn  Enterprises  LLC 

603  DieN  ftd..  Suite  103 

Nannies.  IL  S0S63 

5302TB4Z0B 

/  / 

0?«7ffi3 
Not  reported 
Louder 

(2171  73S-S73* 

Ml  ke.  LcwderQiepB.staie.il  .lb 

731 
/  / 

False 

False 

False 

Falsa 

False 

True 

FalM 

Fall* 

01/13/33 

0413093 

/  ! 


SHELL  OIL  CO 
1325  W  NORTH  AVE 
CHICAGO,  IL  60B22 

Sh*40l$in  cluxterK 


rcris-sog  tooo8agi5o 

FINDS  ILDSB4Sa7419 
LUST 


RCRIE: 
Owner: 


EPA  ID; 

Contact 


SHELL  OIL  CO 
(713|  141-8161 
ILDBB48S7493 


Not  reported 

ClaulNcaton:  Smdl  Quaniiiy Generator 
TSDF  Activities:  Notreported 

Vida Son  Status:  No  nidations  Itud 


FINDS: 

Other  PerBnail  Environmental  Activity  IdenMed  at  Site: 

Resource  CnnfiervadLxi  Recouery  Act  Infcrmaeon  system  (RDRAINFO) 
LUST: 

Incident  Num  :  900375 

IL  EPA  Id  :  031fl07WS1 

IEMA  Date  :  04/033) 

Attn :  Uh  Schcedel 


printed  01/27/201 1  8:15AM  by  Richard-Jordan  p.  577/746. 


•Jissa  Schuitz-05i942s.pdf " """" "  """"         — — —   -  -     _„      p^gy  52 


Map  ID 
Direction 
Distance 
DI;trinc?{IL) 
Elevalkxi  Site 


MAP  FINDINGS 


EDR  ID  Number 
Databases)     EPA  ID  Number 


SHELL  OIL  CO  (Continued^  1O0QM915Q 


PPtPNarrie: 

bo^jiton  EntiTpris^  LLC 

PflPAdoVeii,- 

EKtOtoH  fid..  Stuts  103 

NaferVllla.lLeOSKJ 

PHP  Phone: 

63027&12Q6 

Nan  LUST  OBtErniinadai  Letter : 

/  / 

NFAfNFR  Letter : 

SHoCiKsi/ieatron : 

Nor  reported 

Project  Manage- : 

Loader 

Project  Manager  Phone: 

(217)  7B5-S73* 

Email : 

Mi  ne.Lowtief  ©epaitaiBji  ab 

Section  Sr  .39(g) : 

731 

Section  S7.59(g(J  Letter : 

It' 

Product  -  Gasoline: 

Truo 

Prorkct  ■  Unleaded  Gas: 

False 

Product  -  Dasel: 

False 

Product-  Fuel  Oil: 

False 

Proaua.  jet  Fuel: 

Fslse 

ProdLEt .  Used  Oil: 

False 

Product  -  Not  Petrn: 

False 

Product  ■  Olhsr  Pstrc£ 

False 

20  Resort  Received: 

HV1OT9 

*5  Report  Received: 

1W1W9 

NFR  Date  Recorded : 

K42  SCRIBCOH  INC. 

SSW  1533  WEST  NORTH  AVE. 

1/8-1/4         CHCAGO.IL  80822 
117Sft. 

Site 5  of  Sin  cluster  K 

Relative: 

Higher  LUST; 

Incident  Mum  : 
Actual:  IL  EPA  Id ; 

SWft-  lEMADatE: 

Win: 

PRPMame: 
PRP  Address : 

PRP  Prone: 

N  on  LUST  Determination  Letter : 
NPA/NFR  Latter : 
Sla  Classification : 
Project  Manager : 
Project  Manager  Phone: 
Smell  : 

Section  57 .59(g) : 
Section  57.59(11)  Letter : 
Product  -  Gasoline: 
R-oduct-  Unleaded  Gas: 
Product  ■  Oasd: 
Product-  Fuel  Oil: 
Product.  Jet  Fuel: 
Product  -Used  Oil: 
Product  -  Not  Retro. 
Product  -  Oner  Petroc 
20  Report  Received: 
45  Report  Received : 
NFR  Data  RecordBd; 


LUST  S104IZ7279 
HI/A 


93021 6 
03-16245112 
01r23GO 
SeJIy  Smith 
ScritKcr  Inc. 

400  North  Hiehosn       Suite.  500 
Chicago,  It.  60611 
Not  reported  ' 
// 

tsrnwss 

NPA 
Nickel 

(117)  SW-7S1B 

Not  reooned 

732 

/  J 

True 

False 

False 

Falsa 

Falst 

Falsa 

False 

False 

au&m 

0£S29ra£ 
IS 


TC1Z0519+.2S  Page  39 


printed  01/27/201 1  8:15AM  by  Richard.Jordan  p.  578/746 


Ijssa^Schujte  r  051 942s.pdf 
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MepIO 
□Irectlori 
Distance 
0/3tance(ft.} 
Sevsllan  Site 


MAP  FINDINGS 


EDR  ID  Number 
Oatata*e<$)     EPA  O  Numt» 


L43 
NNVY 

-tm-ti* 
tan  «. 

Relative: 
Lower 

Actual: 

saa  rt, 


com  etc  o  CORP. 

tiWW.COUHTLANO 
CHICAGO,  I!.  60606 

SIM1  of  41n  clusttrL 

UST: 

Facility  ID; 
Status: 

Owner  Name: 
Owner  Adorest. 

Ccrtecl: 

Tank  Static: 
Tarts  Last  Used; 
Blfofmerlt: 
Fee  Owed: 
Tark  Number: 
.  Tar*  Capacity; 
Tar*  aqb: 
Tank  Red  Tag: 
Tank  Substance; 
Permit  Number: 
Permit  Expires: 


AVE, 


2COS840 
Closed 

Coal  Iron*  MeW.  Inc. 
2232  South  Blue  Island  Avenue 
Chicago*  ILSOSos 
Jahnscn  Greg 
{77 J)  489-1800 
Removed 

07/33/1 865  0&0CWM 

NO 

No 

1 

12000 

16 

No 

Ciesd 

Not  reported 
Not  reported 


UST    U 001 14233? 
NrA 


Fadlhy  ID: 
Status: 

Owner  Name: 
Owner  Address: 

Contact: 
Phone* 
Tar*  Status: 
Tank  Last  Used: 
Snfcrmeiit: 
Fee  Owed: 
Tank  Number: 
Tank  Capacity: 
Tank  Age: 
Tank  Red  Taj: 
Tank  Substance: 
Po-jnit  Ntimber: 
Permit  Expires: 

Facility  13: 

Status: 

Owner  Name: 
Owner  Address: 

Contact: 


Tank  Status: 
Tank  Last  Used: 
Enfrtment; 
Fee  Owe* 
Tank  Number: 
Tank  Capacity', 
Tank  Age: 


20OS84O 
Closed 

Cozzi  Iron  A  Metal.  Inc. 
2232  South  Slue  Island  Averu 

chicaoA  it  eosoe 

Jdnson  Greg 

(773)489-1300 

Removed 

O7/3Of(9eS00:00flM 

No 

No 

2 

2000 

Not  reported 

No 

died 

Not  reported  " 
Not  reported 

2O0684O 
Closed 

Ccea  Iron*  Metal,  he, 
2232  South  Blue  Island  Avenue 
Chicago,  K-906Q& 
Johmoi  Greg 
(773)469-1800 
Poos  Not  exist 
Mat  re 
No 
No 
3 
0 

Not  re. 
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Map  ID 
Direction 
Oist3ic» 
Distance  (ft.) 
Elevation     SI  te 


'  MAP-FINDINGS.; 


Oataoaw(s( 


EDK  ID  Number 
EPA  ID  Number 


COMETCOCORP.  (Continued) 

Tank  Red  Tarf  No 

Tank  Substance:  Smoy 

Permit  Number:  Not  reported 

Permit  Expirs:  Not  reportal 


M44 

SE 

1/1-1(4 
121*  rt. 

ReFatfctt: 
Equal 

Actual: 
193  (L 


MUSK  IE  ENTERPRISES 
1322  W  NORTH  AVE 
CHICAGO,  IL  S3 322 

Sits  1  of  4  in  clustw  M 

UST: 


N/A 


Facility  10; 

2032017 

Slatus:"  ■ 

Exempt 

Owner  Nam?;  . 

Miskie  Enterprises 

Owner  Mfress: 

625  X  Sacramento  Hvd 

Chicago.  1LSD6II 

Contact 

Nolreporlet) 

Phonatt 

Not  reported 

Tar*  Status: 

Exempt  from  recjstraBon 

Tank  Lq=i  Used: 

QiiamaTzamxHxi 

Erirormcnl; 

No 

Fee  Owed: 

No 

Tar*  Number; 

1 

Tank  Capacity: 

1SQ0 

Tank  Age: 

53 

Tank  Red  Ta^  ■ 

No 

Tar*  SttetancA: 

Heating  Of 

Permit  Number: 

Not  reported 

Permit  &  pi  res: 

Not  reported 

M4S 

SE 

VS-1M 
121*  ft. 

Relative 
Equal 

Actus  h 
133  II, 


MUSK  IE  ENTERPRISES 
1322 WEST  NORTH  AVENUE 
CHICAGO,  IL  60822 

Slltler  4  hi  cluster  M 

SRP: 

IL  EPA  Id : 
US  EPA  td : 
Sec.  4  Letter  Date : 
Rernedatirjn  Applicant  Co : 
Remetfdion  Applicant  Title  : 
€  ontacf  Firsi  Narre: 
Corttael  Last  Name : 
Contact  Address: 

Ccntazt  Phone : 
0  ate  Enrolled : 
Consul  am  Company : 
Point  0*  Contact: 
C  onsultBnt  Address: 


Consultant  F*one : 

Pro|  Mfir  Assigned: 

No  Further  RamadiBlofi  Lett*/  Dt: 

NFR  Recorded  ; 


NlA 


Hot  reported 

1U19MSHB 

Muscle  Enterprises 

Mr. 

Male 

Mattes 

63SNorttiSacrementoBoJ=vard  ' 
Chicago. »_  60612 
[311)  722-»tt 
10*04/1933 

Sthrsck  Envirfnrnenld  Coroulting,  itc. 
Ronald  W.  Schrack.  P.E. 
2  Mid  America  Plaxa 

Siiteaoo-PMe  boos 

Oakbrock  Terrace,  IL,  60181 

[530)  495-0707 

Smitfi 

/  I 
SI 
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Map  ID 
OiracSon 
Distance 
Distance  (ft) 
Bewail  on  Sile 


'  MAP  FINDINGS'" 


EOR 10  Number 
Databases)     EPA  ID  Numoer 


M  USKIE  ENTERPRISES  ( C  an  tin  u  ad} 

Active :  F^sa 
Total  Acre :  000000 


S1M491M0 


N4S 

sw 

1230  rt- 

Relative; 
Higher 

Actual: 
597  ft. 


AMOCO 

1551  «  NORTH  AVE 
CHICAGO,  IL  i 


RCRtS-SOG 
FINDS 


10008  IMS* 
I L  QSBM53739 


Silt  1  of  3  In  cluster  N 

RCA  IS: 
Owner: 


EPA  ID: 
Ccntect 


AMOCO  OIL  CO 
(70B)  749-5001 
11X1984853739 

DAISY  BRIGHT 
(70S)  749-5032 


Classification;  Small  Quantity  Genera  ter 
TSDF  AcSvlbej:  Not  reported 

VI  elation  Status:  No  vlcfatlorts  found  " 


FINDS: 

□Iher  Pertinent  Erwlronmerital  Activity  IdenltedatSlte: 

Resource  Conservation  and  Recovery  Act  Information  system  {RCRAINFO) 


N47 
SW 

1230(1. 

Relative: 
Higher 

Actual: 
397  ft. 


BP  AMOCO 
1551  ¥V.  NORTH 
CHICAGO,  II.  60622 

Sit*  2  Of  1  In  duster  N 

UST: 


UST  U30O864«3? 
N/A 


Facility  C: 

Status: 

Active 

Owner  Name: 

ISSI.Inc. 

Owns'  Address: 

1S5t  W.  North  Ave. 

Chicago.  FL  60622 

Cirtact 

Not  reported 

Pnenaft 

Not  reported 

Tank  Status: 

Currently  in  uu 

Tank  Last  Used: 

Not  reported 

EnformHi: 

No 

Fee  Owed: 

No 

Tank  Nunner: 

1 

Tank  Capacity; 

1 0000 

Tank  Age: 

21 

Tank  Fled  Tog 

No 

lark  Sdbstance: 

Gasoline 

Parmit  Number: 

Mot  reported 

Permit  Btpirra: 

Not  reported 

Facility  ID: 

2022965 

Status: 

Active 

Owner  Name: 

1551.  Inc. 

Owner  Address: 

1551  W.  Norm  Ave. 

CWesgrj,  «-SuSa 

Contact 

Net  reported 

Prma£ 

Not  reported 
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Mae  ID 
Direction 
Distance 
Distance  (II) 
8  nation     Si  (a 


■MAP  FINDINGS' 


Database)  9) 


EOR  ID  number 
EPA  ID  Nun  tw- 


ee AMOCO  (Continued)  U000864S32 


Tank  Status: 

Currently  in  use 

Tank  Last  Used: 

Mat  reported 

Errforrn  enl: 

No 

Fee  Owed: 

MO 

Tank  Number: 

2 

Tank  Capacity: 

10000 

Tank  Age: 

. 

Tank  Red  Tag: 

No 

Tank  Substance: 

Gasoline 

Permit  Mum  bar: 

.  Md  reported 

Fermil  Expires: 

Nol  reported 

Facility  ID: 

2022965 

Status: 

Active 

Owner  Name? 

1S51.lne. 

Owner  Address: 

1551  W.  North  Ave. 

.  Chicago,  IL  93622 

Contact 

Nol  reported 

Phone  S: 

Not  r^urted 

Tank  Status: 

Currently  in  use 

Tank  Last  Use± 

Nol  r^iarfcd 

Ertforrrtent: 

No 

Fee  Owed: 

MO 

Tank  Nurniw: 

3 

Tank  Capacity: 

I2D00 

Tar*  Ago: 

21 

Tar*  Red  Taj: 

NO 

Tar*  SLiMtancK 

Gasoline 

Permit  Number: 

Mot  reported 

Permit  Expires: 

Hot  reported 

N4S 
SW 
1/8-1/4 
1130  ft. 

Relative: 
Higher 

Actual: 
53T  ft. 


BP  PRODUCTS  NORTH  AMERICA,  INC. 
1551  WEST  NORTH  AVE. 
CHICASO.IL  6WZ2 

Sin  Sol  3lricluxterN 


LUST  5105743965 


UIST: 

Incident  Mum  : 
IL  EPA  Id  : 
lEMADala: 
Attn: 

FftP  Name : 
PFtP  Address: 

PRP  Prone : 

Mm  LUST  Deierml  ration  LsSer  ■ 

NFA/NFR  LaW : 

Site  Classification : 

Prelect  Manager: 

Prelect  Manager  Phone; 

Email: 

Secticn  57.55(0)  : 
Sectim  S7J9(g)  Letta-  : 
Product  -  GaarJirtec 
Product  -  Unleaded  Gas: 
Product  -  Deisel: 
Product  -  Fuel  Oil: 
Product-  Jet  Fuel: 


20O3COSS 
0316345102 
01/1  iUu3 

David  Piotrowski 

P  Products  North  America 

2B1MToT*r  Parkway,  3rd Fl, 

VVarra™»lttl.ass5 

6303365374 

I  / 

I  t 

Not  reported 
Davis 

(217)  795-7432 
valerie.DavlsOeoajlate.il  .us 
PA 

I  I 

False 

False 
False 
False 
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Map  ID 
Directicn 
Distance 
Distance  (ft.) 
Elevation  Site 


■MAP.  FIN  DINGS 


EDR  ID  Number 
Dstatesefs)     EPA  D  Nun  be- 


BP  PRODUCTS  WORTH  AMERICA,  INC.  (Cnnftiued) 

Product-  UsedQII:  True 

Product-NOflPetra:  False 

Product  •  Older  Petra  True 

JO  Report  Received:  Oi/Saz 

4S  Report  Received :  02/19TO 

NPP,  DfceRecorded:  // 


S10S7*BSS 


049 
NNW 
1JB-1M 
1233ft. 

Rdattv*: 
Lower 

Actual: 
592  ft. 


FIRE  KING  SERVICE  INC, 
1901  NORTH  ELSrON  AVE. 
CHE  AGO,  IL  6D8ZZ 

am  1  of  2  in  duster  o 

LUST; 


LUST  3194527783 
MM 


*  Num  : 
IL  EPA  Id : 
lEMACete: 
Attn: 

PRP  Name : 
PRP  Address : 

PRP  Phone: 

Not  LUST  Df*Brminstfcn  letter  : 
NFA/NFR  LettH- : 
Si  teClasiifi  cation: 
Project  Manager : 
Prcject  Manager  Phcue: 
Email  : 

Section  57.59(5.  > : 
Section  S7.59(g|  Utter : 
Product-  Gasdin«! 
Predict-  Unleaded  Gas: 
Product-  Dqb^: 
Product- Futi  Oil: 
Product-  Jet  Fuel: 
Product' Used  Oil: 
Product-  Nco  Petrm 
Product  -  Other  Para: 
20  Report  Received: 
45  Report  deceived : 
NFR  Dele  Recorded : 


8S101S 
0313240015 

ceiaea 

Irwin  Walzer 
Fire  King  Service 
1S01  Nortti  ElstonAve. 
Chicago.  L  60622 
Not  reported 

n 
1 1 

Not  reported 

NOT  ASSIGNED 

Not  reported 

Not  reported 

731 

I  / 

True 

False 

False 

Fai* 

False 
False 
Fdse 
1  I 
1  I 
1  I 


USD 
NNW 

1399  rt, 
Rktatlve: 

Actual: 
ssz  rt. 


STAR  CAFl  WASH 
1901  ELSTON 
CHICAGO,  IL  60<II 

Slte2ar  Z  In eaisterO 

U3T: 

Facility  ID: 
Status: 

Owner  Name; 
Owner  Address: 

Contact 
Ptime* 
Tank  Status: 
Tar*  Ust  Used: 


2021  SB 
Active 

Waizer  Irwin 
1BD1  Bston 
Chicago.  It.  60622 
IrvWatzw 
(773)  772-4035 
Currently  in  use 
Not  reported 


UST    U  0011*3290 
H/A 
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Map» 
Direction 
Distance 
Distance  (rt.) 
Elairaticn  Site 


■MAP  FINDINGS; 


Databases) 


EDR  ID  Number 
EPA  ID  Nunbsr 


STAR  CAR  WASH  (Continued) 


No 

Fee  Owed; 

No 

Tank  Number: 

1 

Tank  Capacity: 

22 

Tank  Red  Tag 

Na 

Tank  Substance: 

Ga&dine 

Parmil  Numner: 

Not  reported 

Permit  Expires: 

Not  racortad 

Facility  C : 

2021509 

Status: 

Active 

Cwner  Name: 

Wtelzer  twin 

Cwner  Address: 

1901  Bstdn 

Chicago,  IL  60622 

Contact: 

«rv  Waller 

Phone  Ik 

(773)  7T2-40SG 

Tank  Status: 

Currently  In  use 

Tank  Last  Used: 

Not  reported 

EnfcrmanL: 

No 

hfte  Ovded: 

Na 

Tank  N  um  oaf: 

2 

Tank  Capacln/: 

I0Q0O 

Tank  Age: 

22 

Tank  Red  Tag: 

No 

Tank  Substance 

Gasoline 

Permit  Number: 

Nareoorted 

Permit  Empires: 

riot  reported 

Facility  O: 

2DZ)H» 

Status: 

Active 

Owner  Name: 

Waiter  Irwin 

Owner  Address: 

1901  EIStDTt 

Chicago,  H.  60632 

Contact 

Irv  Walter 

Phtmift 

Tank  Status: 

CurrEntly  i  p  icwf 

Tank  Last  Used: 

Mot  repcrtEd 

Ei  iILii  1 1  tent : 

No 

Fee  Owed: 

No 

Tank  Number: 

3 

Tank  Capacity: 

10000 

Tank  Age: 

22 

Tank  Red  Tag: 

No 

Tank  Substance: 

Gasoline 

Permit  Number: 

Not  reported 

Permit  Expires: 

Not  reooneo 

LS1 

1/S-1J4 
1282  H. 

R  dative: 


Actual: 
SS9ft. 


C  OM  ET  C  O  CO  RPCR  ATWN 
1503  WEST  CORTLAND  STREET 
CHICAGO,  IL  80022 

aitsZof  4lnchisterL 

SRP: 

II  EPA  Id : 

USePAId: 

Sec.  +  Letter  Date : 

Remediation  Applicant  Co : 


srp  s10ssoms1 
n;a 


0316005506 
Not  reported 

// 

Metal  Managemanl  Midwest,  Inc. 


TC 12051 94  J2s  Pao»45 
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Map  ID 

Cireeticn 
□  istance 
Distance  (ft.) 
Hevallcn  Site 


MAP  FINDINGS ' 


EDR  10  Number 
Dstabasefe)     EPA  C  Number 


L32 
14  NW 

Refetfee: 
Lower 

Actual: 
509  ft. 


COM ETCO  CORPORATION  (Continued) 

RemeSaBm  Applicant  TlBe : 
Contact  First  Name: 
Contact  Last  Name : 
Contact  Addrf=s: 

Contact  Phone: 
Dale  Enrolled : 
Consultant  Company : 
Pcim  Of  Contact: 
Consultant  Address: 


Consultant  Pnone ; 

Praj  Mgr  Assigned: 

No  Firmer  Remetfation  Letter  Dt : 

NFR  Recorded : 

Active: 

ToUl  Acres  : 


Ms. 

Deborah 
Hays 

42701  South  Doty  Avenue 
Chicago.lt,  S0635 
773B462121 

CPI  Eiwtronrientat  Services.  Inc. 
Michael  B.  Place 
799  Roosevelt  Road.  Butldng  S 
Suits  110 

GlenBlyn,  IL,  60137 

(530)489-3240 

Hall 

1 1 

i  I 

True 

Sdcoco 


COM  ETC  O 

1SM  WEST  CORTLAND 
CHICAGO,  IL  606B 

Site  3  of  4  In  dustv  L 

LUST: 

hciden(*Jum : 
■_  EPA  Id : 
lEMADtle- 
AttT); 

PRP  NCTie: 
PRPAddress  : 

PRPPhcne: 

Non  LUST  Dstermirabon  LeHer : 
NFA/NFR  Letter  r 
Hie.  Classification: 
ft-qectHe 
RrqeetMa 
Email : 

Section  57  S9(g]  ■ 
Section  57.59(g)  Letter  : 
Product  -  Gasoline: 
FriuxS  -  uniaadeaGaB 
Product.  DeiseJ: 
Product -Fuel  Oil: 
Produa- Jet  Fuel: 
Predict  -  Used  CHI: 
Product  -  Nor  Petra: 
Product  -  Olher  Pdra 
20  Report  Received: 
45  Resort  ReceivaJ : 
NFR  Date  Recorded: 


LUST  1001*53126 
N/A 


9BE317 

03160)5505 

0917SS 

De6ortni.srtn 
CornelcD 

1509  West  Cortand 
Chicago,  tt.  60622 
77325*1230 
/  / 

Nnl  retorted 
Ransdell 
(217)  557-S838 

JamesJ%arade)IQ«pa,  state  J  I. l 
732 

/  I 

False 
raise 
True 
False 
False 
False 
Falsa 
False 

tcn&w 
osiawi 


TC  i2S9iS4.2j  P*g»46 


printed  01/27/201 1  8:15AM  by  Richard.Jordan  p.  585/746 


f 


Alissa  Jchultg -051942s.(:df 
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Map  10 
Direction 
Distance 
Distance  (ft) 
Elevation  Site 


MAP.  FINDINGS 


pa 
ifs-irt 

1182  ft. 

Relative: 
Higher 

Actual: 
597  It. 


BURR 

1SZ1.WWA6ANSW 
CHICAGO,  1L  BWZI 

SHt  1  of  4  In  cluster  P 


£DR  ID  Number 
Oatabasefsj     EPA  10  Number 


RCR13-3QG  10T/I1Z3541 
FINDS  ILRODQWWW 


RCRIS: 
Owner: 


EPA  ID: 
ContBd: 


CHIC  ABO  PUBLIC  SCHOOLS 
[773)  S35-7d3H 
ILR00OIHZ45H 

NANCY  RZEC HULA 
(7731534-4030 


Ctassfttfrtcn     Small  Quality 
TSOF  Activities:  Not  reported 

Violation Siatus:  Navigations found 


F*IDS: 

Otfter  Pertinffil  Environmental  Activity  IdenHliedat  Site: 
AJRS/AlBSPaalllySubyswm  (AIRS/AFS) 
National  Fjnissityis  Trends  [NET) 
Natia^  Toiics  Inventory  (NT!) 

ResoirraCa-EiHvaliQn  and  Recovery  Art  Hgrmatlcri  sysJsm  [RCP.AINFQ) 


W5+ 
3SE 
1/9-1/4 
1313  ft. 

Rtlatlw 
Walter 

Actual: 

554  ft, 


RMHG  CORP. 

ISM  NORTH  ELSTQN  AVE. 

CHICAGO.  IL  60822 

Site  J  of  4  in  cluster  M 

lust: 

IndfleiH  Hum  : 
IL  EPA  Id : 
lEMADate: 
AHn: 

pflFName: 
PR  P  Address: 

PflP  Phone: 

Ncn  LUST  Determination  Letter : 
NFA/NFR  Letter : 
Site  Cls3jifeatian : 
Prefect  Mpnnnpr  ; 
Project  Mana^r  Phone: 
&nsil  : 

Section  57.58(9)  - 
Section  57 .39(g)  Letter : 
Product- Gasoline; 
Product  -  Unleaded  Gas: 
Product.  Oelid: 
PrcriiKt  •  Fuel  OM: 
Product -JetFgei: 
Product- Used  OIS: 
Product  -  Ncn  Petro: 
Product -Other  Pelroc 
20  Repot  Fieca  ved  : 
45  Repot  Received : 
NFR  D«i8  Resided : 


LUST  31090589/3 
NIA 


3001 

031H24533) 

05/3001 

John  Hansen 

RMHC  Corp. 

1535  NorltiElstqn  Ave, 

Chicago,  IL  00022 

77333551 CO 

// 

12/14101 
Not  reported 
Bother!  no 
(217)  786-1858 

ScolRotherl  ngfjepajwn  j  I  A3 

73Z 
/ ; 

False 
Finn 
Falsa 
Falsa 
False 
Falw 
False 
True 
CS23W1 

am  eat 

"  05/14J02 
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Mao  ID 
Direction 
Distance 
Otstarcs  (ft.) 
Beuatlon  Site 


MAP  FINDINGS 


EDR  ID  Number 
Dafabajs^  '  ePAlONumHer 


MS3 

SSE 
1/8-1 M 
1313  ft. 

RsfanYe: 
Higher 

Actual: 
594  ri. 


6LSTON  INVESTORS  LLC 
UaSN  ELSTON  AVE 
CHICAGO,  II.  60622 

Slr.»4of  4|n  duster  M 

UST: 


ust  uooje55rez 

fit  A 


facility  C: 

2M08S1 

Status: 

Owner  Name 

Sstwi  Investors  LLC 

Owner  Address: 

1560  N  Baton  K01 

Chicago, «.  60622 

Contact: 

Mot  reported 

PfwriBft 

Not  repotted 

Tank  Status: 

Eiempt  (ram  registration 

Tank  Last  Used: 

1331/1973  MMMH 

Entcrmtnt: 

No 

Fee  Owed: 

No 

Tar*  Number: 

1 

Tank  Capsdr/: 

1500 

Tank  Age; 

N«  resetted 

Tar*  Red  Tag: 

No 

Tank  Substance: 

Hasting  Oil 

Permit  Number: 

Not  reported 

Permit  Expires; 

Wol  reported 

ass 

MEDIATECH  INC 

west 

1740  N  MARSH  FIELD 

CHICAGO.  IL  60(32 

1350(4. 

5rtElnf21n  dusttrQ 

Relative: 

Higher 

UST: 

Facility  IP: 

3001699 

Actual: 

Status: 

Merged 

59*  Ft. 

Owner  Name: 

Medatech  Inc 

Owner  Address: 

1740  U  MviMdd 
Chicago, 

Camel: 

No  Permit 

Phorveft 

(312)829-1146 

Tank  Status:  - 

Not  reported 

Tank  L«t  Used: 

Not  reported 

Ertrrmene 

No 

FesOwGd: 

Not  reported 

Tarrii  Number: 

■Ma  reported 

t  ank  Capacity: 

Hal  reported 

Tank  Age: 

Nut  reported 

Tank  Red  Tag: 

Not  reported 

Tank  Substance: 

Not  repotted 

Permit  Number: 

Not  repotted 

Pmnit  Expires: 

Wol  reported 

LIST  UW3WS7BI 
MA 
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Soil^O^^s  pV    1777 7771  77  77777 77 - "'  77 -  """" " ^ " ^ a2j 


Map  ID 
Cirecben 
rjisiance 
□ist^ice  (ft.) 
Bevaticn  Slle 


-MAPRINOIMSS 


Database  )) 


£0R  10  Number 
EPA  10  Number 


QS7  MEDIA  TECH  IMC  UST  U001T4Z8M 

West  174atJMAfiSHFlEL.D  WA 

1/*-t«  CHICAGO.  IL  606J2 
1150  ft. 

SHe2o<fi1n  cUistwQ 

Relative: 

Hfcher  UST: 


Facility  ID: 

StJIUS! 

Exempt 

Ow,w  Name: 

Owner  Address: 

mo  N  Marstifleld 

Chicago.  It  50622 

Ccnlact: 

Net  resorted 

Phone*. 

Nat  reported 

Tank  Stetus: 

Exempt  from  reglstraion 

Tank  Last  Used: 

Daraifl9S5<»oo:oo 

Erlfcrmert: 

No 

Fee  Owed: 

No 

Tank  Number: 

1 

Tank  Capacity: 

Bum 

Tank  Age: 

E3 

Tank  Red  Tag: 

No 

Tank  Substance: 

Heating  Oil 

Permit  Number: 

Mot  reported 

F>er  mil  Btpires: 

Nat  reported 

RSB 
North 

1MI  ft. 

Relative: 
Lower 

Actual: 
586  ft, 


A.  FINKLSSONSCC. 

1300  NORTH  SOUTH  PORT  AVE. 

CHICAOO.IL  60B14 

Site  1  at  2  In  cluster  R 

LUST: 

Incident  Num  : 
IL  EPA  M : 
IBM  Date: 
Attn: 

PRPNsmq: 
PRP  Address: 


LUST  S1MS3W5 
N/A 


321 9Z3 

0316O75O9B 

07/1 /V92 

Carl  Manlr* 

A,  Flrfcl  Sort*  Co. 

ion  Ncrtn  Souripon  Ave. 

Chicago.  IL  60614 


FRP  Phone : 

Not  reported 

Non  LUST  Determination  Letter : 

i  1 

Nf  «NFR  LeUer  : 

1 1 

Si  te  Class  ideation: 

Not  reported 

Project  Manager ; 

NOT  ASSIGN  EO 

Project  Msnaaer  FVaexr. 

Not  reported 

Email : 

Not  reported 

Section  S7.5S(g) : 

731 

Section  57.59<g>  Letter : 

1  1 

Product  -  Gasoline; 

False 

Pra±jct- Unleaded  Gas: 

.  Falje 

PraJuct  -  Deisef: 

False 

Product  -  Fuel  Oil: 

True 

Product  -  Jet  Fuei: 

False 

Product  -  Used  Oil: 

Faige 

Product  -  Non  Pare: 

F^se 

Product  •  Olher  Peiro: 

False 

20  Report  Received : 

0W28nII 

4S  Report  Received ; 

QW15fH2 

NFFt  DatsReccrSeO: 

/ ; 

TCI20SI94JJ9  Pegs  49 
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Map  ID 

Direction 
Distance 

Elevation     a  Is 


MAP  FINOINGS 


EDR  ID  Numb* 
Database*  £]     EPA  ID  Number 


RS9 
North 

1W1  (t. 

Relative; 
Lower 


SBB«. 


AFINKL  &  SONS  CO 
1WC  N  SOUTH  PORT  AVE 
CHICAGO,  IL  50614 


UST  LKWBBW28 
MA 


SlteZofllnetustarR 

UST: 

Fatal  I  ly  ID: 
Status: 

Owner  Name: 
Owner  Address: 

Contact 
,  Phone  ft 
Tank  Status: 
Tar*  Last  Use* 
Enter  rTient 
Fee  Owed: 
Tank  Number: 
Tank  Capacity: 
Tank  Age; 
Tar*  Red  Tag: 
Tank  Substance: 
Permit  Number: 
Permit  Expires: 


2030021 
Closed 

A  Pink)  a  Sens  Co 
2311  N  ScuBTpoftAva 
Chicago.  IL  60614 
Martha  Carl 
(313)  975-2B49 
Removed 

owi/iseoouioa  m 

NO 
No 

1 

10DU 

36 

No 

Head  rig  CHI 
Mot  reported 
Not  reported 


pso 
Weft 

IMZft. 

RalatiW 

Higher 

Actual: 
597  It. 


FLEXOGRAPHIC  PRINTERS  &  DESIGN  CORP 
1TM  »  MARSH  FIELD 
CHICAGO,  IL  60B22 

SltaZof  A  InduMarP 

RCRIS: 

Owner:  NAME  NOT  REPORTED 

[31J)  555-1212 
EPA  ID:  ILG0«M903» 

Ctntact  JOHN  DURWN 

(312)  384-3410 

ClSiiitiCatiOn  Smell  Qua ilily  Generator 
TSOF  Activities:  Not  reputed 

Violation  Su/m:  No  violations  found 


RCRIS-3QG  1MMm»0 
FINDS  ILDM2M9C34 


Actual; 
597  (t. 


FINDS. 

Other  Perlinert  Envirsrmenal  Activity  Menttfted  at  SUs 

R  enures  Ccnserualivi  and  Recovery  Acl  liArmatltfl  SYUem  (RCRAMFO) 


1M-1B 


Rabtha: 

Higher 


NICHOLS  JAY 

1T3>  N  MARSHFIELD  AVE 

CHICAGO,  IL  WEI 

SlteSar  *ln duMorP 


RCRIS-SQG  100Q2434SS 
FINOS     B.OSS1 1*1870 


TC1J05t94.Ii  Psga» 
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Map  ID 
Directing 
Distance 
Distance  (fU 
Baraloo  Site 


?  MAP.  FINDINGS, 


EDR  10  Number 
Dalabasefs)     EPA  ID  Number 


NICHOLS  JAY  (Conllnu*d) 


100O2t3*aS 


RCftlS; 
Owner: 

EPA  ID: 
Contact: 


NIC  HOLS  JAY  T 
f3l2>  555-1212 
ILDflBHWBTO 

JAY  MICHOLS 
(3121  466-7070 

Small  Quantity  Generator 
:  Not  reported 


Clasalftcaflcn: 

TSOF  AcHvltlB 
VI station  Status:  No  nidations  found 


P62 
West 
1M-1/3 
138Ztt. 

Relative; 
Higher 

Actual: 
SSJ-H- 


FINDS: 

Olrier  Pertinent  Envlr  onmental  Activity  Waitlfltd  at  Site: 

Resojrce  Ccnsarvatjon  and  Recovery  Act  Inform  alien  ayatem  (RCRaim  FO) 


MILLER  WAGNAAR  STU&IQS 
17M  N  MARSH  FIELD 
CHICAGO.  IL  OH22 

Sltfl4ol41nc(usterP 


RCRI3-SQG  1000Z8079C 
FINOS  IL0984TSD5DI 


RCRIS: 


EPA  ID: 
Contact 


MILLER  RHA 
(31ZJS5M312 
lUMBATBOEfffi 

MARGARET  NOUVN 
(31  a)  27S-S3O0 


Classification:  SmsH  Quantity  Generator 
T5T1F  Activities:  Notrepcrted 

Viola  Son  Status:  MouiDtstlDns  found 


FINOS: 

OlherPerUmrtBTvircrmentel AcB»ity WentldHlatSjle  - 

Racurce  CcnservaliOT  and  Recovery  Ac!  Information  system  [RCRAINFO} 


S3 

WHIM 

1J4-1/2 
141411. 

Ratathre: 
Higher 

Actual: 
SMft. 


GABRIEL  LABORATORIES  LTD 
1814  H  MARSHFIELD 
CHICAGO,  IL  SOOT 


RCRtS-LQG    1000361  see 
FWOS  1L&M9495SM 


RCRIS: 
Owner: 


EPA  ID: 
Contact 


GABRIEL  LABORATORIES  LTO 

(312)555-1312 

ILD08S4S59SB 


JOHN  POUCH 
(312)  49-2123 

Ctassifi  caticn:  Larua  Quarti  ly  Generator 
TSQF  Activities:  Hotrepwled 


TC12D5194JS  Page  SI 
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Map  ID 
Direction 
Distance 
Distance  (ft.) 
Elevation  Site 


MAP  FINDINGS 


SDR  10  Number 
Ouasaetsl     EPA  10  Number 


GABRIEL  LABORATORIES  LTD  (Contlnuedt 
Violation Sialic:  Novidatlons found 

FINOS: 

Other  Pertinent  EmrlfDomenW  Acfvlty  Meruifiedal  Site. 

Resource  Conservation  and  Recovery  Act  Information  system  (RCRAINFO) 


LB4 
MNW 
1J4-KS 
14W  11. 

Relatl** 
Lower 

Actual: 
SB*  ft. 


MARTHA  GRAPHICS 
1307  MEN  DELL 
CHICAGO,  It  SOWS 

Sita  4  of  4  In  du*l*r  L 


RCR13-3QG  10D04t32M 
FINDS  ILD9B481733S 


RCRlSl 
Owner: 
EPA  ID: 

Contact 


GARZA  NEiVES 


NEIVES  GARZA 
(313  384-S777 

Class  ificali  on:  Small  Quami  ty  Generator 
TSDF  Attfvliles:  Notrecoried 

Violation  Status;  Novtotatlofts  found 


FINOS: 

Wrier  Pertinent  ErnrirDnmentaJ  Activity  Wentli«d  at  Ste: 

Resource  Conservation  and  Recmsr^  Act  InfcrmaSai  system  (RCRAJHFO) 


C5 

NNE 

1542  (t, 

Rtltttm: 
Lower 

Actual: 
5B»tt. 


A  LAWN  S.  SONS  INC 
13M  WCOURTL AND  ST 
CHICAGO.  IL  B0614 

UST: 


Facility  O: 

2D0O97G 

Stanus: 

Cloud 

Owner  Nam* 

Lahrn  Property  F*artnership 

Owner  Address; 

2044  N  DcminicK  St 

Chlesgo.  IL  60614 

Contact 

Laitin  Ronald 

phone*? 

(3fJ3  371-639) 

Tank  Status: 

fttmoved 

Tank  Last  Used: 

Net  reported 

snrormer*: 

no 

Fee  Owed: 

No 

Tank  Number: 

1 

Tank  Capacity: 

I0OOC 

TankAgs: 

V 

Tarit  Red  Tag: 

No 

Tank  Siiratartce, 

Disd 

Per  mil  Number: 

Not  reported 

Permit  £xpirea: 

Net  repeated 

Fadlity  ID: 

2000978 

Status: 

Closed 

Owner  Name: 

Lahin  Prc?jerty  Partnership 

Owner  Address: 

3D44  N  □ominck  SI 

Cricaeo,  IL  60614 

Contact: 

Lalon  Rrxdtt 

TC  1205194.2s  PageK 
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Direction 
Distance 
Distance  (ft.) 
Election  Site 


MAP  FtNOINGS 


EDR  ID  Number 
Databases)     EPA  ID  Number 


Rdatlv* 
Lower 


Actual: 
5B5H. 


ALAK1N&3CNSINC  (Conclnuedf 


Phoraft: 

(J13)  971-6360 

Tank  S1e*ik 

Rem  owed 

Tank  Last  Usect 

Not  rr^nrfed 

Enrbrmenl: 

No 

FeeOwad: 

NO 

Tank  Number: 

Z 

Tar*  Capacity: 

2000 

Tank  Age: 

12 

Tank  Red  Tag: 

NO 

Tank  Substance: 

Gasdine 

Permit  Number: 

Not  reported 

Permit  Expires: 

Not  reported  ' 

SB  PROCTER  t  6AM BLfi  MRS  CO 

ESE  1232  W  N  AVE 

1/4-1/2  CHICAGO,  IL  60622 
1565  H. 


VST  UWIUZOTI 


UST: 


Facility  C: 

2011753 

Status: 

Closed 

Owner  Name: 

Procter  £  Gonble  Manufacturing 

Owner  Address: 

1232  w  North  Aue 

Cricago,  IL  60622 

Contact: 

Wren  Marvin  F 

Phoneft 

(313  73S-560S 

Tank  Status: 

Removed 

Tank  Last  Use* 

Not  reported 

Enrcrmenb 

No 

Fee  Owed: 

No 

Tank  Number: 

1 

Tank  C^jacity: 

sso 

Tank  Ape; 

10 

Tank  Red  Tag: 

No 

Tank  Substance: 

Gasoline 

Permit  Number: 

Not  reported 

Permit  Expires: 

Not  reported 

Facility  10; 

201 1758 

Status: 

Closest 

Owner  Name: 

Procter  &  Gamble  Manufacturing 

Owns  Address: 

123JW  North  Ave 

Chicago,  IL  80622 

C  onset; 

Wren  Marvin  F 

Phoneft 

(312)  T3S-9605 

Tank  Status; 

Removed 

Tank  Last  Usat 

£nfcrment 

No 

Fee  Owe* 

No 

Tank  Nunber: 

2 

Tank  Capacity: 

9600 

Tar*  Age: 

51 

Tank  Red  Tag; 

No 

Tank  Substance: 

Not  reported 

Permit  Number: 

Not  reported 

Permit  Expires: 

Not  reported 

Facility  ID; 

2011758 

Status: 

Closed 
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Direction 
Distance 
Distance  (H.) 
Elevation  Site 


MAP  FINDINGS 


13 


Databases) 


60  R  ID  Number 
EPA  ID  Number 


PROCTER  &  GAMBLE  MFG  CO  (Continued) 


Own?  Nctic: 

Procter  &  Gamble  Marx/acturtna; 

Own?  Address: 

1232  W  North  Ave 

Chicago.  IL 

Corrtact: 

Wen  Marvin  F 

Phone* 

(312)  738-9605 

Tank  Statu: 

Removed 

TanK  Last  Used: 

avni/igcGOMXHro 

Errfcrmerit: 

No 

Fee  Owed:' 

NO 

Tank  Number: 

3 

TanK  Capacity: 

15000 

Tank  Age: 

25 

Tank  Red  Tag: 

NO 

Tank  Substance? 

Gasoline 

Pemjit  Number: 

Not  reported 

Permit  Eagres: 

Not  reported 

Facility  ID: 

2011753 

Status; 

Closed 

Owner  Name: 

Proct»  j  Gamble  ManutacturrnQ 

Owner  Address: 

1232  W  North  Ave 

Contact: 

Wrwi  Marvin  F 

Pnone  ft 

(312}  738*9605 

Tank  Status: 

Removed 

Tank  Last  Used: 

D6T01/1 975  COCfKXJ 

£nfo"ment: 

No 

Ppfj  Ow^d: 

No 

Tank  Number" 

Tank  Capacity: 

B30C 

Tank  Age: 

44 

TanK  Red  Tag: 

No 

Tank  Substance: 

Not  reported 

Permit  Number; 

Not  reported 

Permit  Enpires: 

Not  retried 

Factltly  ID: 

201)756 

Status: 

Ctaad 

Owner  Name: 

Procter  &  Gamble  Manrfadu-ing 

Owner  Address: 

1232  W  North  Ave 

Chicago,  (-60(522 

Contact 

Marvin  F 

Ptwie* 

(312]  738-9605 

Tank  Stabs: 

R(trnov«Tl 

Tsrtt  Last  Ujed; 

06/0 171 975  00:0030 

E/iffirmHYi: 

No 

Fee  Owed: 

No 

Tank  Nirrcber: 

5 

TanK  Capacity: 

B500 

Tat*  Age; 

44 

Tank  Red  Tac: 

No 

Tank  Substance: 

Not  reported 

Permit  Number: 

Not  reported 

Permit  Expires: 

Not  reported 

Facility  O: 

20117SS 

Stasis: 

Closed 
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Map  ID 
□irecticn 
Distance 
Distance  (ft  ) 
Elevation  Sib 

■"'  ;.ma?  findings 

EDR  to  Number 
DaEbPse(5)     EPA  ID  Number 

PROCTERS  GAMBLE MFG CO  (Continued*  uotni«9T1 


Own?  Nxn«: 

Procter  &  Gamble  Maiii^dtririg 

Owner  Address: 

1232  IN  North  Aire 

Chicago.  IL  60622 

Contact: 

Wren  Marvfn  F 

Phone*; 

(312)  738-9605 

Tank  Status: 

Removed 

Talk  Last  Used: 

08/01 J1 975  OfrOftOO 

Ertfcr  merit: 

No 

Fee  Cued: 

No 

Tank  NLmber: 

5 

Tank  Capacity: 

85C0 

Tank  Aga: 

Tank  Red  Tag: 

Nu 

Tank  Substance; 

Not  reporied 

Permit  Ngmber: 

Nat  reported 

Permit  Expires: 

Nat  reported 

Facility  10: 

2Q1175B 

Status: 

Closed 

Owner  Name: 

Procter  £  Gamble  Manufacturing 

Ownar  Address: 

1232  WNortil  Ave 

Chicago.  H_  93622 

Contact: 

Vtf  an  Marvin.  F 

Phone* 

(31!)  738-9505 

Tank  Status: 

Removed 

Tank  Last  Used: 

.0am/1S750D:0M» 

Enrforment: 

No 

Fee  Owed: 

No 

Tank  Number: 

7 

Tank  Capacity: 

10000 

Tank  Age: 

44 

Tank  Red  Tag: 

No 

Tank  Substance: 

Not  reported 

Permit  Member: 

Not  reported 

Permit  Exp  res: 

Not  reported 

67 

SSW 
1589ft, 

Relative: 
Higher 

Actual: 
597  ft, 


SHELL  SERVICE  STATION 
1525  WN  BOSVTORTH 
CHICAGO,  IL  eg 922 


U3T  11001143117 
N/A 


UST: 

Facility  ID: 
Status: 
.  Owner  Name: 
Owner  Address: 

Contact: 
Phone* 
Ta*  Stilus; 
Tank  Last  Used: 
Enfarment: 
Fee  Owed: 
Tank  Number: 
Tank  Capacity: 
TsrkAge: 
Tank  Red  Tag 
Tank  Substance: 
Permit  Number: 


2Q2104S 
Closet) 

Eoullon  Enterprises.  LLC 

SMOIehJ  Road,  Suite  103 

Naperville,  tLoUSB3 

Sieve  Lewlj 

(B30(  378-4313 

Removed 

11JU1/19SB1XKXHX) 

NO 

No 

t 

BHX) 

20 

NO 

Gasoline 
Not  reported 


issa  Schuitz  051942s.pdf 


.Page 


Map  ID 

Direction 

0  is  tares 
0  Is  taws  [ft) 
Sanation  Sin 


•fJIfiP  FINDINGS; 


EDR  ID  Number 
DataoaseCs)     EPA  10  Number 


SHELLSERvlCESTATION  (ComWuadl 


Psrmlt  Quires; 

Not  reported 

Facility  10: 

2021046 

Status: 

Closed 

Owner  Name: 

Hquilcn  Enterprises,  LUC 

Own  er  Addr  ess: 

S&JOiehl  Reed,  SJle  103 

Naperville.  IL 60563 

Contact: 

Sleva  Lbwes 

Phone* 

(630)  276-4213 

Tank  Status: 

Removed 

Tank  Last  Use* 

1 V01/1 99B  orjCCiM 

Enlcrrnent: 

No 

Fee  Owed: ' 

NO 

Tank  Numb?: 

2 

Tank  Capacity: 

aooo 

Tank  Aoez 

31 

Tar*  Red  Tag: 

No 

Tar*  Substance: 

Gawitne 

Permti  Number; 

Not  reported 

Permfl  Enplres: 

Hot  reported 

Facility  ID: 

2021048 

Status: 

CI  reed 

Owner  name: 

Equilon  Enterprises.  LLC 

Owner  Address: 

603  Dish)  Road.  Suite  103 

Napervilia,  IL60S63 

Contact; 

Steve  Lewis 

Phone*: 

(630)  276-4213 

Tank  Status: 

Removed 

Tank  Last  Use* 

)im/i9990&00:Ml 

Errfc/m  enL* 

Na 

Fes  Ow«£ 

Ua 

Tank  Number: 

3 

Tank  Capacity: 

3000 

Tank  Age: 

31 

Tank  Rat  Tag; 

NO 

Tank  Siistsnce: 

Gasoline 

Permit  M  jmben 

Not  reported 

Permit  Expires: 

Not  reported 

Facility  ID: 

2321046 

Statue: 

Closed 

Owner  Name: 

Equilon  Enterprises,  LLC 

Owner  ^Wdress: 

maoism  Road  Suite  103 

Naperville,  IL  60563 

Contact 

Sleva  Lewis 

Phone* 

(£»)  276-4213 

Tank  Status: 

Removed 

Tank  Last  Lisa* 

itromgaocwoiio 

En  fa-marl: 

Ma 

Pea;  Owes: 

No 

Tark  Number: 

4 

Tank  Capacity: 

■WOO 

Tartc  Age: 

31 

Tar*  Red  Tag: 

NO 

Tank  Substance: 

Gasoline 

FsrmH  Number: 

Not  reported 

TC  1205194,21  Pagass 
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MapO 
Direction 
Distance 
□i  stance  (EL) 
Elevation  Sita 


:  MAP 'FIN  DINGS 


EDR  10  Number 
Databases)     EPA  ID  Nimber 


SHELL  SERVICE  STATION  ^Continued) 
Permit  Expires:    Nei  reported 


UW1M3117 


Fsctltty  ID: 
Status: 

Owner  Mama: 
Owner  Address: 

Contact 
Pfwneft 
Tank  Stalls: 
Tank  u*t  Used: 
Errfn-menc 
Fee  Owe* 
Tank  Number: 
Tank  Capacity 
Tar*  Age: 
Tar*  Red  Tag: 
Tar*  Substance; 
Permit  Number: 
Permit  Espires: 


2021 W6 
Closed 

Eojilon  Enterprises,  VIC 
KBDIeH  Reed,  Suite  103 
Napervilla,  ILS0SB3 
Sieve  Lewis 
(530)  Z?6-4213 
Removed 

No 

No 

s 

SSP 

ii 

No 

Used  Oil 
Not  r^crted 
Not  reported 


SSI 
NNW 
1M-18 
1«2ft. 

Relative: 
Lower 

Actual: 
WTtt. 


HUCH  LEATHER  COMPANY 
1 525  W  HOMER  ST 
CHICAGO,  P_  BOaZ2 

S«t1o(3ln  clusters 


RCRB-LQG  10M23MB7 

FINDS  ILD(M35290BTi 


RCRIS: 
Owner: 


EPA  ID: 
Contact 


WALKER  SHOE  COMPANY 
[312)  555-121* 
«_DM3SJflOSS 


ANDREW  VINCE 
[312|  276-1323 

Classification:  Large  O  uantlly  Generator 
T5DF  Activities:  Notreporled 

VI otaUon  Status:  No  viol an'crs  found 


FINDS: 

Other  Pertinent  Environmental  Activity  Msimed  al  Site: 
AIRS/AIRS  Facility  Subystem  <AK3MFS) 
National  Emissions  rwentory(NE]} 
National  Emissions  Trends  [NET] 
Nstlonsl  Tories  Inventory  (NTH 

Resource  Conservation  and  Recovery  Act  Information  system  (RCRA1NFO) 


SSS  FORT  DEARBORN  MPS  CERC-NFUAP  1003072681 

NNW  1574  HOMER  STREET  ILDsfflC747M 

1M-1H  CHICAGO,  IL  tO&l 
1641  ft. 

SnWarSfndmterS 

Relative: 
Lower 

Actual: 
MS  ft. 


TC13051*k2s  Pap;  57 
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Map  10 
Direction 
Distance* 
Distance^,} 
Elevation  '  Site 


MAP-FINDINGS; 


EDR 10  Number 
Databases)     EPA  ID  Number 


TTO 
SE 

Vi-Ml 
1088  It, 

Relative; 

LOWB1 

Actual: 
5B8ft. 


UT1 

sw 

ReJafthre 
Hlgrter 

Actual: 

59?  n, 


FORT  DEARBORN  MFG  (Continued] 

CERCUS-N FRAP  Classification  Data: 

Site  Incident  MegoryNot  reporiBi 

NonNPLCode:  NFRAP 

Ownership  Status:  Urfcnown 
CERCUS-NFRAP  Assessment  History: 

Assessment;  OISCOVERY 

Assessment  Pft&JMINARY  ASSESSMENT 

Assessment  ARCHIVE  SITS 


federal  Facility:  N«a  Federal  Facility 

NPLSiatus:  NotonlfteNPL 

Completed;  0lji9r196S 

Completed:  12/07/1 990 

Completed:  12(07/1 9BQ 


SOUTH  CHICAGO  CABLE.  INC. 
IMS  WEST  NORTH  AVENUE 
CHICAGO,  IL  50SZZ 

Sits  1  or  Jin  cluster  T  , 

SRP-. 


SRP  S1M1S1S37 
MM 


IL  EPA  Id : 

M 16246306 

US  EPA  Id: 

Not  reported 

Sea.  4  Letter  Dais: 

/ 1 

Remediation  Applicant  Co : 

Scuih  CHcago Cable,  Inc. 

Remediation  Applicant  Tills : 

vicePrssdert 

Contact  First  Name: 

Ronald 

Contact  Last  Mama ; 

Hum  met 

Contact  Address: 

13SS  Waal  Ncrln  Avmua 

Chicago.  tL  60622 

Contact  Phone ; 

773394S6BS 

Date  Enroll  M : 

tl/O&iaXH 

Consultant  Ccmoany : 

Bcetier  &  Yates,  Ire. 

Point  Of  Contact: 

Fred  Boeller,  P.E. 

Cere  Jtart  Address: 

13C0  Higgns  Road 

Sidle  301 

Park  Ridge,  R, 

Com  J  tart  Phone: 

(847)  BKJ-47CO 

Pre)  Mar  Assigned : 

'  Seul 

No  Further  RemerJation  Letter  Ot : 

trjmzoo; 

MFP,  RecorrJed  : 

f  i 

Active: 

False 

Total  Acre : 

3.30000 

BOOY  BUILDERS  INC 
1«34W  NORTH  AVE 
CHICAGO,  IL  SOB» 

5lt*1  of  2  in  cluster  If 


RCRIS-5QG     1 00449411 6 

PIN  OS  ILDM49G55SS 


TC 12061 94.5S  Paaasa 
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 .,;  '  Z^llirif^ge  72} 

1                                         Map  10 

''.\'k^             .MAP  FINDINGS  ■'-"■.■;-':-■' 

Direction 

[  Distance 

Distance  (It; 

EDR  ID  Number 

Elevation 

Site' 

DaBtEsels)     EPA  ID  Number 

BCDYSUILDERSINC  (Continual) 

1004894316 

RCRIS; 

Owner: 

KAPLAN  HOWARD  £  AND  CO 

(706)  677-1010 

EPA  ID: 

iLDSWsossaa 

Contact: 

GAFtYLEvTTAS 

(312)  252-49C0 

Classification: 

CartrJtionaliy  Exemfi  Small  Quanmy  Generator 

TSOP  Act  via  a: 

Not  reported 

Violation  Status: 

No  violations  found 

FINDS: 

Other  Pertinent  Erwironrnerital  Activity  Menu  lied  at  Slier 

Rueuren Conservation  and  Recovery  Ad  In/ormaSon  system  (RCRAINFO) 

,  VT3 

WESTERN  BUCKLECD 

\i  W*st 

17S7N  PAULINA  5T 

HtA 

CHICAGO  IU  BOSK? 

■  "1(74  It. 

Slt«1  of  3ln  clusterV 

[  Hlghar 

UST: 

Facility  tD: 

2D32S23 

Actual: 

Status: 

Closed 

597  ft. 

Owner  Name: 

1757  Partners  CIO  Michael  Sdow  Esq 

Owner  Address: 

First  NaU  Bank  Plaza  Stilt  4100 

Hopkins  4  Sutter 

Chicago.  ILQOajz 

Corrkacu 

Sdow  Michael  B 

Phone*: 

[312(  55B-BS42 

Tank  Static: 

AbrjicfcrrEd  in  place 

Tank  Last  Used: 

QBIM11  S750O«WW 

No 

Fee  Owe* 

No 

Tank  Number: 

1 

Tank  Capacity: 

1700 

Tank  Age: 

97 

Tank  Red  Tag: 

No 

Tank  Substance: 

Heating  OH 

Per/nil  Number: 

Not  retorted 

Permit  Expires: 

Not  reported 

Facility  IO: 

2032523 

Status: 

Closed 

Owner  Name. 

1 757  Partners  C/O  Michael  Soto*  Esq 

Owner  Address: 

First  N 

all  Bank  Plaza  Stile  41 00 

Hopkins  &  Sutler 

Chicsflo.  IL  60602 

Contact: 

ScJOw  Michael  a 

Phone ft 

(312)  55B-6B42 

Talk  Status: 

Abandoned  in  [lace 

Tank  Last  Used; 

0oV0i;i9750Ctw)Tirj 

£nforment: 

No 

Fee  Owe* 

No 

Tank  NLfnber: 

2 

Tar*  Capacity: 

JTOff 

Tai*  Age: 

37 
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Map  ID 
Direction 
Distance 
Distance  (It.) 
Eleugticr  ate 


MAP  FINDINGS 


Datatea»(s) 


EDR  ID  Number 
EPA  ID  Number 


WESTERN  BUCKLE  CO  (Continued)  U001GJSH3 

Tar*  Red  Tag:  No 

Tar*  Substance:  Hewing  Oil 

Permit  Number:  Not  reported 

Permit  £xpir^:  Wat  reported 


VTi 
Wen 
1/4-1/1 
1S74H, 

Rotative: 
Higher 

Actual: 
597  ft. 


WESTERN  BUCKLE  CO 
irSTN  PAULINA  ST 
CHtCACO.IL  60632 

SltaSof  lln  duswr  V 

RCR  IS: 

Owner:  WESTERN  BUCKLECO 

(312)555-1212 
EPA  ID:  ILO006 125392 

Contact  JAMES  STEIN KE 

(312)  wi-esoo 

Classification:  Small  Quantity  (generator 
TSDF  Activities:  Not  reported 

Vidabon  Status:  No  violations  fcund 


RCKES-5QG  10004025M 

FINDS  ILD00312B39Z 
LUST 


FINOS: 

Other  Pertinent  Emrironrnertel  Activity  Identified  e*  Site: 

Rssojrea  Conservation  ard  Recover/  Act  Infcrmaicn  system  (RCRAINFO) 

LUST: 


Tiddeni  Num  : 

311389 

«.  EPA  H : 

tEMA  Oats : 

Attn; 

Michael  Selcw 

PRP  Name: 

1757  Partners 

PRP  Address  ; 

31st  NalianEl  Plaza,  Stile  4100 

Chicago.  ILSOWa 

PRP  Prime: 

Not  raportsd 

Nan  LUST  DetermlraBcn  Letter 

/  / 

NPA/NFR  Letter : 

12*»93 

Site  CI  assrfi  cation : 

Not  reported 

FYcject  Marec^  : 

Harlow 

Project  Manager  Phcm 

Not  reported 

Email : 

Not  reported 

Seen on  57 .59(g) : 

>31 

^eriien  57^5(^  Letter : 

i  i 

Product  -  Gasciine: 

False 

Product  -  Unleaded  Gas: 

False 

Product  -  Deisel: 

False 

Ptodust-  Fust  Oil: 

Trifi 

Product- Jet  Fuel: 

False 

n-oduct-  Deed  Oil: 

False 

Product  -  Non  Pelro: 

False 

Product  -  OtheT  Petru: 

False 

20  Report  Received : 

Cai4f3) 

*S  Report  Received : 

Dsoe/so 

NFR  Oat*  Recorded; 

1 1 

TCr2QS194.Z5   Page  GO 
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Map  10 
Direction 
Distance; 
Diwanceifl.? 
fieuattcn  Sit* 


MAP  FINDINGS. 


EOR  ID  Number 
□alabase{s)     EPA  fO  NLmrjer 


74 
SSE 

1/4- ie 

1W7ft. 

frefat»ra: 
Equal 

Actual: 


SVC  ASOVE  BSVONO 
ma  N  TROOP 
CHICAGO,  IL  60*23 


■RCRtS-LQS  100W1Z3M 

FINDS  0.0994826180 


RCRIS: 
Owner: 
EPA  ID: 

Cmtact 


CAPPELLAft  FRED 
ILD98«261» 

□ON  SWAN  SON 
[312)489-7222 


V7S 
West 
1M-1/3 
1690ft. 

Relative: 

Actual: 
597  ft. 


CI3MIN  cation:  Large  Quantity  Generator 
TSOFAcnvllles:  Not  reported 

Violation  SI^ls:  No  vidaticris  fajnd 


FINDS: 

Older  Pertinent  Erwirfflmenra  Activity  identified  at  Site: 

RECureeCmseri/allQfi  and  Recovery  Act  Irftrmation  system  (RCRAIN  FO) 


PAULINA  ARTS  CENTER 
1713N  PAULINA  SUITE  200 
CHICAGO,  IL  BOBS* 

Srtt3o(3irielmtarV 


UST  UC034S79I7 
N/A 


UST: 

Facility  ID: 
Slahjs: 

Owner  Name: 
Owner  Address; 

Contact: 
Phone  #; 
Tank  Statta: 
Tank  Last  Used 
Entorment; 
Fee  Owed: 
Tank  Kixnber: 
Tank  Capacity: 
Tank  Age: 
Tar*  Red  Tag: 
Tank  Siiislance: 
Permit  Number: 
Permit  Expires: 


2036829 
Exempt 

Paulina  Center  Limited  Partnership 

1735  N  Patiira  Suite  200. 

Chicago.  IL  6062Z 

Marine  Gavrid 

[312>  4 88- 4000 

Removed 

1ZWIS7300lOMa 

No 

NO 

1 

12800 

Nat  reported 
No 

Healing  Oil 
Not  reported 
Not  reported 


Facility  ID:  2036828 

staha:  Exempt 

Owrw  Name:  Paulina  Center  Limited  ParWerslirp 

Owner  Address:  1735  N  Paul InaSulle  200 

Chicago.  ILSOaa 

C  eraser.  Mairane  Gavri  el 

Prune*  {313 

Tank  Status :  Removea 

Tei*  Last  Use*  12fJ1>1ST30tMOjrjQ 

Entorment:  Na 

Fee  Owed:  No 

Tar*  Number:  2 

Tar*  Cspsetly;  12600 

Tank  Age:  Nrl  repulsd 

Tank  Red  Tag:  No 


TC  1203184.25  P3Q3S1 
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Me^  d 

Direction 
Disl^TC 
Di5laTCe(fL) 
Elevation  Site 


MAP  FINDINGS.  ; 


EDR  ID  Nunber 
Daiaeasefs)  EPAiCNumtjer 


PAULINA  ARTS  CENTER  [Continued)  U0D3B6798? 


Tank  Substance: 

Heating  Oit 

Permit  Nunbcri 

Not  reported 

Permit  Expires: 

Net  reported 

Facility  \D\ 

2036328 

Hah  re.- 

Exert  pt 

Owner  Nanfi" 

p^  ili  pig  ^  pf^i^r  Urni  ipfj  PartrM 

1735  M  Paiira  Ekiie  30ft 

Crticsc^i,  JL  STJE22 

Contact: 

MairortB  Gsviisf 

Tank  $tatust 

Tank  last  Used: 

11V31V19F3  00:00:00 

Enter /it  eni: 

No 

No 

Tartj  dumber: 

Tarte  Capacity: 

0300 

Tarts  Age 

Not  reported 

Tarfc  Red  Taij 

Nn 

1  uP  n  tXJjaui  *  j 

ri  cdui  u  "i_ni 

Psroiit  Numbers 

Not  reported 

Permit  Empires' 

Nol  raported 

FaeMtu  id- 

2036628 

Exempt 

Paulina  Cemer  Limited  Partne 

rship 

C^wner  Addrgsa? 

IMS  N  PsJira  Suite  200 

Mairone  Gavn«i 

(312)  48S-40CO 

■     *i  OWILC1. 

Removed 

T-nri  J  iiH  1  1  ccu-l- 

12131/1973  00:00:00 

EnformaiL" 

No 

Fee  Owed: 

Na 

Tar*;  Nirntier: 

Tank  Capacity: 

6000 

Tar*  Aga 

Nol  reported 

Tar*  Red  Tag: 

No 

Tank  Substance 

Heating  Ol 

Permit  Number: 

Not  reported 

Permit  Expires: 

Mot  retorted 

Facility  SJ: 

2QOBBZB 

Status; 

Owner  Name: 

PaJina  Cfndr  Limited  Partnership 

Owner  Address: 

1735  N  PaUlna  Suit  zoo 

Cfliesop,  IL  90622 

Ccrtacl: 

M*reo»  Gavriet 

Phone* 

(312)  ±86-<CCQ 

Tark  Status: 

Removed 

Tank  Last  Uaed 

Ertorment: 

No 

NO 

Tank  Nunber: 

5 

Tank  Capacity: 

SOW 

Tank  Ag*t 

Nat  reported 

Tank  Ret}  T^jp 

No 

TC 110519421  Rageez 
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Page  76; 


Map  ID  . 
Direction 
Distance 
Distance  (ft.) 
Elevs&n  SI? 


,MAP  FIN  owes 


EDH  ID  Number 
Databaae(*J     EPrt  (0  «umtw 


PAULINA  ARTS  CENTER  (CanttnV«tf) 

Tar*  Substance:  Healing  on 

Permit  Number:  Ndrepantd 

Permit  Empires:  Nal  reported 

Facility  ID;  3036829 

Statu):  Exempi 

Owner  NBnic  Paulina  Carts'  United  Partnersnip 

Owner Address:  1735N  Paulino SutteZOO 

ClKago.  LS0S22 

Contact:  Mai  rone  Gawiel 

Phone*  (31!)«S.4O0O 

Tank  Staius:  Removed 

Tank  Lest  Used:  12(31/1973  00:00:00 

Enfarment:  Mo  - 

Pea  Owed:  No 

Tar*  Number:  6 

Tar*  Capacity:  SHS 

TankAg&  Nat  reported 

Tank  Red  Tag:  No 

Tar*  Substances  Heating  Oil 

Permit  Number:  Not  reported 

Permit  Expires:  Notrecorted 


UM35S7907 


1J4-1JS 
1708(1. 

Retain* 
Highar 

Aetual^ 
S»fl. 


APARTMENT  BUILDING 
1801  N  PAULINA 
CHICAGO,  il  eoett 


UST     U 003667 J90 
N/A 


UST: . 

Facility  ID:  ' 
Status: 

Owner  Name: 
Owner  Address:  ■ 

PftonsR 
Tank  Statu*: 
Tank  Last  Used: 
EnFnrnent: 
Pec  Owed: 
Tan*  Number: 
Tank  Capacity: 
Tank  Age: 
Tank  Red  Tag: 
Tank  Substance: 
Permit  Number: 
Fermi t  Expires: 


2036831 
Exempt 
Sundry  fft 
1261  N  Paulina 

ctiicago,iLeoez2 

Sundry  Art 
(312)  792-3080 
Exempt  (Pom  rsgslrsSon 

No 
No 

1 

3X0 

Mot  reported 
NO 

HeadnaOil 
Nat  reported 
Nat  r^xrted 


W77  GENERAL  IRON  INDUSTRIES  INC  HCS1S-SQG  100CMM7S 

ENE  1WS\N  CLIFTON  AVE  F1NQ3  H_0«H«WW 

1/4-112         CHICAGO,  IL  6061* 
1T*1(t. 

Ste  1  of  i  In  cluster  W 

Retativ*; 

Lows 
Actuai: 


TC1ZS1SM.2J  Page  S3 


I issa  ScKuf-7  -  C51 942s  pel- 


Page  77j 


Map  ID 
□■recti  in 

Distance  (ft.) 
ElevaGcn  Site 


'■  MAP:  FIN  DINGS: 


EDR  ID  Numtw 
Ostacase[i)     EPA  ID  Number 


GENERAL  IRON  INDUSTHIESJNC  (Continued) 


1000213476 


RCRIS: 
Own?: 


EPA  ID; 

CcniacL- 


NAME  NOT  REPORTED 

(312)555-1212 

ILDU2S1MT/W 


NATHAN  ROSENMUTTER 
(312)  327-9600 

Classification;     Small  Quantity  Generator 
TSOFAeivitiei:  Not  rewind 

Violation  Slaw:  NOviolationslojid 


FINOS: 

Other  Peril  nay  Environmental  Activity  identified  at  Site: 

AIRS/AIRS  Facility  Subystem  (AiRSfAFS) 

tnteyated  Compliance  Information  System  (ICIS) 

NaUmel  Errilsitoro  Inventory  (NO) 

National  Emissions  Trends  (N  ET) 

Nation^  Tcnics  Inventory  (NTI) 
■    Permil  Com  pi  ranee  System  (PCS] 

ResourcaCcnservaSwiantiRenwery  Acl  Information  system  (RCRAINFO) 


EHE 
■U4-1H 
1741  ft. 

ft  stall™ 
Lower 

Actual: 

590  ft. 


GENERAL  IRON  INDUSTRIES  INC 
1909  N  CLIFTON  AVE 
CHICAGO,  IL  H3G14 

Site  3  of  I  In  cluster  W 

LIST: 


UST  U000S65219 
NfA 


Fadllty  K: 

Status: 

Closed 

Owner  Name: 

General  Iron  Industries.  Inc. 

C^ner  ArJore&s: 

1090  NorthCllfton  Ave. 

Chicago,*.  6061 4 

Cental: 

Labkan  Adam 

Pnone  ffc 

(773)  327-000 

Tar*  Status: 

Rem  mad 

Tar*  Last  Used: 

Nol  reported 

Enfbrmentt 

No 

Fee  Owed: 

No 

Tank  Number: 

1 

Tank  Capacity: 

1000 

Tank  Aoc. 

99 

Tank  Red  Tag: 

No 

Tank  Substance: 

Gasoline 

Permil  Number: 

Not  reported 

Permil  Expires: 

Mot  reported 

Padllty  ID: 

2MS89B 

Status: 

Clcsed 

Owner  Name: 

General  Iran  Industries,  Inc. 

Owner  Addresx 

1030  NorthCIKton  Ave. 

Chicago,  IL  £0614 

Contact: 

Labkon  Adam 

Phonaff: 

(773)  3Z7-96CO 

Tank  Status: 

Removed 

Tank  Last  Used: 

CfflOl  J19B1  00:00:00 

Enformarfc 

No 

TC  1205194:35  PageB4 
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Map  ID 
Dlrecuon 
Dislanca 
Distance  (ft.) 
ElBvalion  Sis 


m 


.  ■MAP  FlrJOINGS 


SDR  id  NumBer 
s)     EPA  ID  Number 


GENERAL  IRON  INDUSTRIES  INC  (Continued) 


Fee  Owed: 
Tank  Number: 
Tsrfc  Capacity: 
Tank  Age: 
Tar*  Red  Tag: 
Tank  .Si  lfiqlnncei 
Permit  Number: 
Permit  Expires: 


Mo 

2 

5000 

99 

Ma 

Oieul 
Nol  reported 
Moire 


UTS 

sw 

1M-18 
1TS4  ft. 

Relative: 
Hlghv 

Actual: 
SB7«. 


BILBO  PLATING  COMPANY 
1854  W  NORTH  AVENUE 
CHICAGO.IL  60512 


RCR1S-SQO     10001 KJ3M 
.   FINOS    1 1,0006209390 


SMJofJin  dust  if  g 

RCRIS; 
Owner: 


NAME.  NOT  REPORTED 
(313SS5-1H2 
ILDOOS2CK39C 

Not  reported 


EPA  ID: 
Con  Bee 

Classf  canon:  Smell  Quantity  Generator 
TSDF  ActNiUes:  Not  reported 

Wotatlon Status:  NovlolHcr» leund 


FINOS: 

Other  Pertinent  Environmental  Activity  MenUNsdat  SJte: 
AIRSVAIRS  Facility  Subystem  (AtftSfAFS) 
NsHcnal  Emissions  Trends  (NET) 
Nations!  Toxics  Inventory  (NTI) 

Resource  Conservation  and  Recovery  Act  lnfarmatfori  system  (RCRAINFO) 


North 

176B  ft. 

Relative: 
Lower 

Arjual: 
SeTft. 


AFINKLSSONSCO 
1408  WARM  IT  AGE  AVE 
CHICAGO.IL  CWI* 

Stt*1of5lndu««X 

UST: 


UST  U0TJ21127B4 


Fadllty  10: 

2033BO3 

Stabs: 

Exempt 

Owner  Name: 

AFInWiScmCu 

Owner  Adores: 

2011  NSoutnosfiAv* 

Chicago,  IL  80614 

CjiLjcL 

Ctxti  Joseph  E 

FTicne*-. 

(312)  375-2556 

Tank  Status: 

Exempt  from  re£pstration 

Tank  Last  Use* 

12(31^97300:00:00 

Entarmer*; 

NO 

Fee  Owed: 

No 

Tank  Number: 

1 

Tar*  Capacity; 

6001) 

Tank  Age: 

24 

Tar*  Red  Tag: 

No 

Tank  Substance: 

Healing  Oil 

Permit  Number: 

Not  reported 

Permit  Expires: 

Net  reported 

TC120S19«.2»  Page  65 


printed  01/27/201 1  8:15AM  by  Richard.Jordan  p.  604/746 


iVssa  ScHUjtz  -  051942s.pdf 


Map  ID 
0  traction 
Olslsnea 
Clsianea  (ft.) 
B  ovation  Sit* 


,  MM>  FINDINGS  .■ . 


EDR 10  Nun  bar 
Database's)     EPA  ID  Ntfnber 


TBI 

HOME  DEPOT  #1912 

ese 

1232WNORTH  AVE 

1/4-1/2 

Chicago,  il  60&22 

ie*7n. 

Site  z  at  3  In  tluxtcr  T 

Relative: 

Lowar 

RCRlS: 

Owner: 

THE  HOME  DEPOT 

Actual: 

(770)  43S-AJ11 

sun. 

EPA  !D: 

ILRD00OKJ21S 

Ccnlact 

RENERARCHUl£TA 

(B19)  677-015D 

RCRE-SQG 
FINDS 


lOtMiMMT 


Classification: 
TSOF  AeSvltie 

Vlolatl on  SwtUK  No  violations  faund 


CondliofBilv  Exempt  Small  Quantity  Generator 
:  Nal  rs, 


FINDS: 

Other  Pertinent  Environments*  Aclvtty  Wentitiad  at  Stc 

Resource  Ccriservatian  ant)  Recovery  Act  Herniation  aysimi  (RCRAINFO) 


T« 
ESE 

1B47rt. 

Rotative 
Lower 

Actuafc 
566  Ft. 


PROCTER  &  GAMBLE 
1232  WEST  NORTH  AVENUE 
CHICAQO.IL  60622 


RCRIS-LQC  1000131047 
FINDS  ILOWzaww 
MLTS 


Sitt  JM  3  In  duuef  T 

RCRIS: 
Owner: 


EPA  10: 
Can  bet 


PROCTER  S  GAM  BLE  MFO  CO 
(312)  27M502 
IL0042SJ96TO 


ALEXZEUSKO 
J3t3)  736-98  IS 

Classification:  Large  Quantity  Generator 
TSOFAcHvltitt:  NQtreported 

Vtotatfcn  Status:  vidati ore  exist 

Regulation  violated: 
Area  of  Violation: 
Date  Vid  ah  on  Determine* 
Actud  DateAihtefiredComolianee: 

Regulation  VI  dated: 
Aras  4  Violation: 
Date  Violation  Determined: 
Actual  Da*  Acru  eve)  CompHaxje: 


Net  rEDDtETj 

GENERATOnVAU.  REQUIREMENTS  (OVERSIGHT) 

os2s»iaas 
at/wises 

Not  reported 

fjr" N%ttATQR-AlJ_  ftpOfJ  i(3  ^W«u  Ts'i  nuog  £tGMT* 

oseariaas      " ' 
oi;iffieee 


There  are  2  vitiation  reeofd<B)  reported  a  Sis  lite: 


Evaluation 


Date  of 
Comrilarica 


NY  MANIFEST 

Addtlond  detail  is  avaitabtHin  NYMANIFEST.  Please  contact  you-  EDR  Aocouit  Bteetitlvs  ref  itior»infotmalon. 


TC120S194.2*.  Paossa  » 
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MAP.RNOINGS 


Map  ID 
Direction 
Distance 

Ofsiance  EOR  ID  NumOer 

Stallion     SHe  DoaoweW     EPAID  Nwnbsr 


PROCTER  4  GAMS(.£  {C<jr«fnu«f} 
FINOS: 

Other  Pertinent  Environmental  Activity  WerlHIed  at  SUt 
AIRSWIRS  Facility  Subystem  [A1RS(A^3> 

Resource  Conservation  and  Recovery  Act  IrfcrmaHnn  system  {RCRAtNFO} 
Toxic  Chemical  Release  Imwacry  System  <TRIS) 

MLTS: 

License  Numta-:  12-  f  2S42-0T  First  License  crate;  a 

LiCBrsaOate:       07X15(1364  InsilejMcn  Code;  I2&*i 

License  Empires:  10(31/1368 

Primary  Program:  Measurino.  Systems  Fixed  Gouges 

license  Use:  Measuring  Systems  Analytic*  Instalments 

Department:        Nolreported  Building:  Notrecorted 

ConoetName:     MICHAEL  KEN  RON,  PLANT  RPO  Ccnlecl  Phone:       Ngt  reported 

StaiesAllowingUse:  Nolreooriet) 
Store  Material:  Mo 

Redisiritutiorr:      No  tnelneration:  No 

Burla:  Ma 

Last  hspBcSorc  03/1307 
Inspector  Name:    Not  reported 
Mentfrtspection: 


NNW 
M4-V2 
1M1  ft. 

Relative: 
Lower 

Actual: 
5Mft. 


OZINGA  PLANT  <m 
2001  N  MEN  DELL  ST 
CHICAGO.IL  «KI4 

Site  3  of  5  in  cluster  S 

OST: 


UST  U003E6B343 
N/A 


Fseltlty  ID: 

2037544 

Status: 

Active 

Owner  Name:  . 

Ozinoa  CUcago  Rme  inc 

Owner  Address: 

2255  S.  lumber  St 

Ctucaoo,  tLBOSie 

Contact 

Not  reported 

Phone* 

Not  reported 

Tank  StatLs: 

Currently  in  use 

Tar*  Last  Used: 

Not  reported 

Entorment: 

M0 

Fee  Owed: 

No 

Tank  Numbo1: 

t 

Tar*  Capacity: 

10000 

Tar*  Age: 

4 

Tank  Red  Tag; 

MO 

Tar*  Substance; 

Olesef 

Permit  Numtwr: 

Mot  reported 

Permit  Entires; 

Mot  reported 

S84 
NNW 
1f4.1/3 
isei It. 

Relative: 
Lower 


GENERALPAWT*  CHEMICAL  CDMENOELL 
2001  N  MgNDALLST 
CHICAGO.IL  60*14 

Site  *  «t  5  in  cluMer  3 


PIN  03  ILTMSIHSSS 


Actual: 
SS#  It. 


TC 12051  W2s  Pass  57 
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Map  ID 
Direction 
Distance 
Distance  (ft.) 
Elevation  Site 


MAP  FINDINGS  1 


EDR 10  Number 
Osiabas^s)     EPA  ID  Number 


GENERAL,  PAINT  A  CHEMICAL  CO  MENOEU.  (Continued) 

RCRLS: 

Contact  Not  repartee! 

ClassificaScn:    Smell  Quantity  G  eneraftof 
T50F  Activities:  Mctreporled 

~  Violation  Status:  Noviofaiiarei  found 


Sas 

NNW 

t«S1  It- 

RatativK 
Ltiwra 

Actual: 
ssart. 


FHOS: 

Other  Pertinent  &Mronrnsnlal  AcUvtly  kjenrtnedat  Sis; 

Resource  CoriBBrvadonatd  Recovery  Acl  Inflorrriatian  system  (RCRAINFO) 


02INGA  R EDI -MIX  PALNT  YARD  » 
2001  pi  M  Eft  0 ALL  ST 
CHICAGO.IL.  SW14 


RCRIS-LOG  10OOJ1M17 
FINDS  ILT18M10BSZ 


311  n  Sal  3  )n  dujIvrS 

RCRI& 
Owner: 


EPA  ID: 
Contact 


OZINGACHICAGO  RMCINC 
(3150  S8S-3310 
O.TI900HBS2 


Not  reported 

CliBsincaticn:  Large  Quantity  Generator 
TSDF  Activities:  NoUerjrjrted 

BIENNIAL.  REPORTS: 

Last  Biennial  Raporling  Year:  2O01 


$Sjtj 

0002 


QuanmvdtHl 
24215823 


Wdatlon  Status:  No  violations  fri*td 


FINDS: 

Other  Pertinent  Envtronmensl  AiSvity  WenSfied  at  Site 
AIRSAIRS  Facility  Sofcystem  (AIRS7AFS) 
Nad  end  Emissignt  tnvemory  (NEI) 
National  Emissions  Trends  (NET) 
Nstlcna  Tonics  *iu«nLDrj  [MTI) 
Permit  Compliance  System  (PCS) 

Resource:  Conservation  and  Recovery  Act  Infcrmaoen  syjawn  (RCRaihfo) 
Tonic  Crwmteal  Release  Inventory  Svslem  (TRIS) 


1977  It, 


Relatives 
Lower 


Actual: 
sas  ft. 


CHICAGO  LOCK  STOCK  &  STORAGE 
SHU  N  ELSTQN 
CHICAGO,  IL  «0*14 

Site  1  of  7  In  duster  Y 

UST: 

Facility  ID: 
Status: 

Owner  Name: 
Owner  Address.: 


UST  UOtnliJMB 
HIA 


Contact: 


2oarai79 
Closed 
CI  Re  Inc 
222N  LatsllaSt 
CJO  rllnsnaw  &  CJbertKH 

CMeasciLeaeoi 
Bledermsn  Dan 


TC12Q&194.2S  PapeW 
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Map  10 

Oirectirjn 
Distance 
Distaicafft.) 
Bevab'on  Site- 


MAPPINDINGS  . 


DatatBEHfS) 


EDR  to  Number 
EPA  ID  Number 


CHICAGO  LOCK  STOCK  S  STORAGE  (Continued)  UOC1143503 


Phoneft 

[314)  704.3070 ' 

Tank  Stems: 

Removed 

Tar*  Last  Use& 

Bnformait: 

No 

Pee  Owed: 

No 

Tank  NLmba-: 

1 

TanK  Capacity: 

15000 

Tarit  Age: 

96 

Tsrti  Red  Taj: 

No 

Tar*  Substanca: 

Hmting  Oil 

Permit  Number; 

Not  reported 

Permit  Bcirs: 

Not  reported 

YB7 
NNW 
1/4-10 
1877  It. 

Lowar 

Actual: 
5Wft. 


CTRE,  INC. 

2001  NORTH  ELSTON  AVENUE 
CHICAGO.IL  60614 

3l(eZor71nclu5terV 

SRP: 

JL  EPA  Id : 
US  EPA  Id: 
Sec  4  Letter  Dale : 
Remediation  Appiicanl  Co : 
RemerJatiai  Applicant  TUe : 
Contact  First  Nam*: 
Contact  Last  Name ; 
Contact  AdoYesl: 


Contact  Phone : 
Date  Enrol  ted: 
Consultant  Com  parr/ : 
Pari  Of  Contact; 
Consultant  Address: 


Couutlant  Prone : 

Pro)  Mgr  Assigned : 

Mo  Further  Remediation  Letter  Dl : 

MFR  Hecorttad  : 

Active: 

Total  Acres : 


SRP  S104491535 

n;a 


0318075111 
Not  reported 
/ 1 

Chi cago  Self  Storage  111.  LLC. 

PrsEidsr* 

Gray 

Canirf 

1560iaUoRo3d 
Suit*  200 

Damille.CA.  94526 
(W0)  825-7007 

oiravzooo 

Weaver  Boca  &  Gordon,  he. 
Douglas.  G.  Doroari.  Jr. 
200  South  Michigan  Avenue 
SJteOOO 

Chicago.  IL  60604 
(312)  922,1030 
Wlliams 
DZVTSOOt 

ran 

1.00000 


1/4- 1S 
lH7Tlt. 

Rtlatrw: 
Actual: 


CTRE  INC. 

3001  NORTH  ELSTON  AVE. 
CHICAGO,  IL  60614 

SllaSofTIn  clustery 

LUST- 

tnbdolt  Num  : 
IL  EPA  Id : 
IEMA  Date : 
Attn: 

PRP  Name : 
PRP  Address; 


LUST  S1M5235M 


932775 
0318075111 
HW0V93  ■ 
Dan  Blederman 
CTRE  Inc. 

222  North  La  Salle,  Siite  300 
Chicago  IL6U6D1 


TC  1205194.2a  Pseses 
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Map  D 

Direction 
Distance 
Distance  (ft.) 
Elevation  Site 


.MAR:  FINDINGS' 


EOR  ID  N  unco* 
Oaisbsaefs)     EPA  ID  Nurnbtr 


CTRE  INC.  (Continued) 
PRO  Phone: 

Nik  LUST  Oeterminaticri  Utter: 
F4FA/MFR  Letter  : 
SJ la  Classification : 
Project  Ma 
Prcjo^  Ma 
Email : 

Section  ST.SSHQi : 
Section  S7,S9(g)  Letter : 
Product  •  Gasotirw: 
Product  •  Drteatai  Gat: 
Product  -  0*3 el: 
Predict- Fuel  Otl: 
Predict'  Jet  Fud: 
Product- Used  Oik 
Product  -  Nor  Petro: 
Product  -  Other  Petrol 
20  Repcrt  Resetved : 
4S  Repcrt  Reserved  j 
NFFlOae  Resented: 


SI  04*1353+ 


Mot  resorted 

/  S 

B3rt8r34 
Hot  reported 
Lowoer 

(217]  785-5734 

M  ike-Lowder  QepB^tateJI  ,i 

732 
I  I 

False 

Falsa 

False 

Fas* 

Falsa 

True 

False 

Fjlse 

1 1 

1 1 

1 1 


XH9 
North 
1/4-1/2 
1691  tt. 

Relative 
Lower 

Actual: 

saalt. 


North 
1/4-1S 
19*1  ft. 

Rabtlve: 
Lower 

Actual: 
US' It. 


JAR  SOW  PRODUCTS  IMC 

SOUTH  PORT  AND  AWUITAG5  AVES 

CHICAGO,  !L  60614 

Site  I  of  Sin  cluster  X 


RCRIS-SQG  100TO14SSO 
FINDS  ILDWHS20S3 


RCRI5: 
Owner; 


EPA  ID: 
Contact.' 


JARROW  STAN  LEY  L 
(312)  525-4780 
rLD»»  853053 

SOWN  IE  TERRV 
(3t2)  52S-47W 


ClBssification:  Small  Quantity  Sonerator 
TSDF  Activities:  Not  reported 

Wdatkin  Status :  Na  vidians  found 


FNOS: 

Other  Pertinent  EmHronrmefiH  Activity  Identified  at  SI  tei 

Resource  Conservation  and  Rseovwy  Ad  Irfcrmation  system  (RCRAWFO) 
Trait:  Chemical  Release  Inventcry  System  (TRIS) 


A  FINK  I.  ft  S0n5  CO 
2000  N  SOUTHPORT  AVE 
CHICAGO,  IL  et»U 


Site  3  at  Sin  cluster  X 

UST: 

Facility  O: 
St  ado: 

Own*-  Name: 
Owner  Address.: 

Contact: 
Phone  £ 


UST     U  003043062 
N/A 


! 


2Q3i7SS 
Exempt 

A  Flnfci  A  Bong  Co 
2011  N  Southpa-t  Awe 
CnicacA  IL  S0B14 
Laoavtcri  Robert  . 
(312)  975-2S3S 
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MapC 
Olr«acn 
Distance 
Distance^ 
ElensScn  SIM 


MAP  FINDINGS- 


EDR  ID  Number 
Databases)     EPA  D  Number 


A  FIN Kl.  &  SONS  CO  tContfnumd) 


U 003042082 


Tank  Status: 
Tank  Last  Umt: 
Enfcrment: 
Fee  Owed: 
Tank  Nimbcr: 
Tank  Capacity: 
Tank  Ag&: 
TCTk  Red  Tag; 


Exempt  from  reg&LraEon 
1X3^1973  «3;MflO 
Ha 
Ho 

1 

5000 

24 

No 


Tank  5L4)Sl£nce:  HeatirijOil 
Permit  Number:    Not  reported 
Permit  Empires:     Not  reports! 


Z91 

1959(t. 

Rdillv*: 

Htarrar 

Actual: 
598  ft. 


1  TOO  COfiTUV  N  a  VEN  TO  HE 
170OW  CORTLAND  ST 
CHICAGO,!  HHZ2 


UST  U00Ciai35S 
MM 


Site  1  ar  4  In  cluster  Z 

UST: 

Facility  ID; 
Slabs: 

.Owner  Name: 
Owner  Address: 

.  Contact: 
Phone* 
Taric  Status: 
Tank  Last  Used: 
&ikj  1 1 1  enl : 
Fee  Owed: 
Tank  Humtw: 
Tank  Capacity: 
Tan*  Age; 
Tank  Red  Tag: 
Tank  SuBatanew 
Permit  Number: 
Permit  Expires: 


Z02H7S9 
Closed 

17C0  Cortland  Venture 
1700  w Cortland  St 
Chicago,  IL6C622 
Slurgis  Raynor 
(31 »  3JM000 
Removed 

01/01/1901  O&OftOO 

No 

No 

1 


10000 

£9 

Mo 

HsatrngOil 
Mot  reported 
Not  reported 


zm 


1/4-1  n 

1MB  (I. 

Relative: 
Htghar 

Actual: 
599  ft. 


MAXAKT 

1700  W  CORTLAND  ST 

SlteloMlnduiterZ 
RCRIS 

Onw:  MAXAMT  BUCKINGHAM  CORP 

(312)  342-1000 
EPA  ID:  ILD«?SW»a$ 

Contact:  SH IRLEY  PAR  IS) 

(312)  342-1000 

Classification:    Small  Quantity  Generator 

TSDf  Activities:  Noirepvted 


FINOS  PLDW73W165 


TClZOSmzs  Paga71 
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Map  ID 
Direction 
0  is  tad  is 

Oe*ation  Sits 


WAP  FINDINGS, 


Oatabase(s) 


EDR  ID  Number 
EPA  tO  NumDer 


MAXANT  | Continued) 

VI  elation  Status: .  No  vidaBons  found 


1DUS1WT 


FINOS: 

Other  Pertinent  Environmental  Activity  Mantifie)  at  Site 

Resource  Conservation  and  Recovery  Act  Hcrmatian  system  (RCRAtNFO) 


A  A  93 
North 
1M-1A 
ISMft. 

Retathe: 

L.OWBT 

Actual: 
MS  ft. 


LA  KIM  GENERAL  CfJRP 
2D44H  DOMINICK 
CHICAGO,  IL  60314 

SltelofJIn  cluster  AA 

RCRIS: 

Owner:  LAWN  GEN ERAL CORP 

1773)871-8380 
EPA  M3:  ILRD00045450 

Contact:  ROB  GR  AMM  ER 

(773)  871-S635 

Classification:  Small  Quantity  Generator 
TSOF  ActwilieE:  Not  reccrterJ 

Viotalion  Staha:  No  viol  all  oris  found 


RCR13-3QG 
FIND  3 


10012 1J7BO 
ILR00004S4M 


FIN  OS: 

Other  Pertinent  Efitrironmenlal  Activity  IrJenWlal  at  Site 
AIRSMIRS  Facility  Sunystem  (AIHS/AFS] 
MMcret  Emltjions  inventory  (NEI) 
Notional  Emissions  Trends  (NET] 
National  Tories  Inventory  CNTI) 

Rscurce  Conservaaprund  Recovery  Act  h*r  mason  system  (RC  RAIN  FO) 


ASM 

SSE 

WTMrt 

Kebtlv*: 
Higher 

Actual: 
595  ft. 


CHICAGO,  CrTY  OF  ABANDONMENT 
1*30  N  ELSTON 
CHICAGO,  H.  6USZZ 


-  RCRIS-SOG 


1W7H0352 
H.R000126B54 


3lt»1  ot  2  In  cluster  AB 


RCRIS: 
Owner: 
EPA  ID: 

r.(V#*:t; 


crry  of  Chicago 

ILS 000126664 


(312)  742-4808 

CltasiflcMon:  Small  Quantity  Generalnr 
TSOF  Activities:  Not  reputed 

Violation  Status:  NovldabortS  fauftj 
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Map  ID 

□liecttwi 
□tstanta 
Distance  (fL) 
BMSu  Site 


':  MAP,  FIN  0 ijNGSjjj . 


Dafctf»5e{5) 


EDR  10  Number 
EPA  O  Number 


X9S 
North 

2M4ft. 

Relative 
Lower 

Actual! 
583  ft. 


A  FINKL  &  gONSCO 
2011  M  SOITTHFORT  AVE 
CHICACO.IL  60614 


RCR1S-LQG 
FINDS 


1009271  MS 
1LDWS1Z9697 


Site  4  of  3  In  dujtar  X 

RCRS: 
Owner: 


CwilBCt  , 


FINKLA&SONSCO 
(312)555-1212 
ILO00S12969? 


BRUCE  LHJUATAtNEN 
{312)  975-2828 

Classification:  LargaQc^ntity  GaierAr 
TSOF  Activities:  Nat  reported 

BIENNIAL.REPOPlTS: 

Last  Bienrial  Reporting  Year:  2001 


Waste 
KB61 


Quantity  1UJ5) 
1069304.00 


violation  Status:  violations  ssdsl 

RE^iabcn  ted: 
Area  of  Violation; 
DataVlolalinri  Determine* 
Actual  Date  ACPievreo' Com  Stance: 

Regdati  cn  VI  da  ted: 

Area  of  Violation: 

□  ataVfofaticn  Oetermirerf: 

Actual  D  aba  Achieved  Crjrnpliarce: 


GEN    ATOR- ALL  REQU IREIUI  EN  T  S  (  CVER5IG  HT) 

naariaas 

N«  reported 

GEN  eRATOR'ALL  REQUIREMENTS  (OVERSIGHT) 

12136/1984 

0007(1985 


There  are  3  viclaliHi  resof  d(sr  reported  at  fris  site: 


Evaluation 


Armpfmriaann 


FINDS; 

Otrier  Pertlnam  Environments  Activity  Wenieed  at  Site: 
AIRS/AftS  Facility  Sub/stem  |ARS(AFS} 
National  Compliance  Database  [NCDB> 
National  Emissions  Inventory  <NEI) 
National  &™isionsTreno!i(NeT; 
National  Tonics  Inventory  (NTI) 
Permit  Compliance  System  (PCS) 

Re5M«CtxBerva<i<man(iRee<wefyActliiforfnaii<iosyitein  (RCRAINFO) 
Toxic  Chsmic^  Ralaase  Inventory  System  (TRIS)  ' 


Dale  of 
CcmrJia 


XH 
North 
1W-1/S 
2*24  ft. 

Ratathc 
Lower 

Actual: 
Soft. 


A  F1MKL  &  SONS  CO 
2011  N  SOUTHPCRT  AVE 
CHICAGO,  1L  E0B14 


UST     U  001141 8)3 
N/A 


SitoSof  Sin  cluster* 

UST: 

Facing  ID: 
Status: 

Owner  Name: 
,  Owner  ArJctress: 


Contact 


20ZWM 
Closed 

AFInki  £  Son*  Co 
2011  N  Southport  Ave 
Chicago.  IL6M14 
Man**  Carl 
[773)  975.2643 
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Psce  3"; 


I 


Mepic 
Glrectiai 
Distance 
Olatance(fi) 
Qtruatjcn  Sic 


E 


:  MAP  FINDINGS 


EOR  ID  Uumber 
Database! j)     EPA  ID  Number 


A  FINKL.  &  SONS  CO  tCunlhuHd) 


Tank  Status; 

pjcompi  front  rBQsfrstion 

Tank  LarI  I  iwf 

ncvrn/im  fwnn-m 

Uaf  U  I  r  1  an  1  TJvr  U^JlUXT 

Mo 

Fe*Ovrsd: 

Mo 

>■  V'l'S  ITUI  |I|RT> 

\ 

Tank  Capacity: 

1OCO00 

TanltAgfc 

4/ 

i  nut  r\cu  i  dy. 

Mo 

Tank  &uhftk¥W' 

not  1  tTJW"  l*5U 

Permit  Number* 

Permit  Empires: 

hint  rmnrlwi 

Evilirv  11*1' 

2024044 

Status: 

Closed 

Owner  Name: 

A  Finld  3i  3013  Co 

Owner  Atidrsss:: 

TfM  4  Ihi  T*  ll  |  A  k  .in 

4jn T  rl  ■bOUulpCi '  Ave 

Crnicfigo,  B_  60614 

Contact 

Phons  ft 

&templ  from  r69strBtiQri 

Twit  1  dmt  1  leawl- 

(umi  tA      E.  Art-vVl  W"l 
Ul  f  1  w  WXQmO 

Nq 

F  wOwfld: 

Nq 

1  BnK  PiU  i  IQH  _ 

Tank  Capacity: 

40000 

Tank  Aps: 

72 

i  srm  rteo  1 BQ. 

No 

Tank  Substance: 

Notreooned 

Permit  Number": 

Not  reported 

ParntH  £xpir&s; 

■Not  rEport'Hl 

Pvirihi  jrv 

2024044 

talus' 

Owner  Name: 

A  Flfikl  &  Son>  Co 

Owner  AddTESs: 

2011  N  SotrtnporiAve 

Chicago.  IL  60614 

Com»ct 

ktentheCvl 

Pry™* 

^773,975-5649 

Tank  Slalus: 

Exempt  from  re^slraiicfl 

Tank  Lasr.  Ul*t 

Q0:«WO 

Eritormert: 

Nd 

Fee  Owed: 

NO 

Tank  Mum tw: 

Tank  Caracity: 

Tank  Age: 

77 

Tank  Red  Tag: 

Mo 

Tar*  Substance: 

HsattngOtl 

P»mii  Number; 

Net  reported 

Permil  Expires: 

Not  reported 

Facility  n- 

2024044 

Closed 

Owner  Name; 

ARriii  4  Sens  CO 

Owner  Arkfres: 

3011  N  StxihportAve 

Chcaoa,  L 60614 

CorAKt 

Mamhfl  Carl 

Plwneft 

<773,  37*2649 

printed  01/27/201 1  8:15AM  by  Richard-Jordan  p.  613/746 


VjtfAP  FINDINGS  . '■  ■ 

Olstsnce 

Dlslance<ft,)  EDRIONumber 
Elevation     Sis  OsBbsaefs)     EPA  ID  Number 


AFINKLtSONSCO  (Continued)  11001141803 


Tank  Slatua: 

Removed 

Tank  Last  Used; 

I»0i/t99*00:aij» 

Hnfcrmenc 

No 

Fee  Owed: 

No 

Tank  Number: 

4 

Tgnk  Capacity: 

asm 

Tank  Age: 

45 

Tank  Ral  Tag; 

NO 

Tank  Substance; 

Not  reported 

Permit  Number 

Not  reported 

Permit  Expires: 

Notrepcrtsd 

Facility  ID: 

255  KM4 

Status: 

Closed 

Owner  Name; 

A  FirM  &3cn&  Co 

Owner  Addr  ass: 

2011  M  SouthportAve 

Chicago,  ILSJ61* 

Contact: 

ManlheCari 

Prime  ft 

[773)  975-S649 

Tank  Status: 

Removed 

Tarit  L^tUsafc 

Nat  reported 

Enfctment 

No 

FeeOwett 

No 

Tank  Number: 

5 

Tank  Capacity: 

550 

Tank  Age; 

45 

Tank  Wed  Tscc 

NO 

Tank  Substance: 

Kerosene 

PEfinit  Nurnbsr: 

Not  reported 

Permit  Expires: 

Not  reported 

Facility  ID: 

2D24Q44 

Status; 

Closed 

Cvmsr  Name: 

AFinW  &  Sens  Co 

Owner  Address: 

2011  N  SoUhcwlAvs 

Chicago,  t  BMI4 

Coitact: 

Manlhe  Carl 

Pticna  #: 

[773)  975-2S43 

Tank  Status: 

Removed 

Tank  Last  Used; 

Not  reported 

Enformenl; 

No 

Fee  Owect 

No 

Tank  Nimber: 

B 

Tank  Capacity: 

low 

TankAos: 

46 

Tank  Red  Tag; 

No 

Tank  Substance: 

□lesel 

Permil  Number: 

Nol  reported 

Permil  Expires: 

Nd  reported 

Facility  10: 

Status: 

Closed 

Owner  Name: 

A  Flnkl  4  Sons  Co 

Ouma'  Addr^s: 

2011  N  ScUhcortAve 

Chicago.  IL  60S14 

Contact: 

Marine  Carl 

Phone  *: 

[773)  975-JS4S 
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Map  10 
Drrecticfl 
Distance 
Distance  ffl.) 
Elauation  Site 


'MAP  FINDINGS 


EDHIO  Kunto 
Dalabasefs)     EPA  D  Number 


AFINKLSSOHSCO  (Continued) 


Tank  Sl=Wj3' 
Tank  Last  Used: 
Enfcrment: 
Fee  Owed: 
Tank  Nimber: 
Tank  Capacity: 
Tank  Age: 
Tank  Red  Tag- 
Tank  Substance: 
Permit  Number : 
Permit  Expires; 


Removed 
Not  reported 
No 
No 

7 

2500 

51 

Nn 

Not  r^KT^d 
Not  reported 
Nolr 


Z97 
NW 

1W-1» 
KHSft. 

Relative: 
Highar 

Actual; 
39S  n. 


ASSOCIATED  RACK  CORPORATION 
IMS  NORTH  PAULINA 
CHICAGO,  IL 


UST  UWU193S9S 


Slta  3  el  4  In  cluster  Z 

LIST; 

F aa lily  ID: 
Status: 

0«fler  Name: 
Ower  Andreas: 

Contact: 
Phone*: 
Tar*  StatLB: 
Tank  Ust  Used: 
Enfcmienc 
Fes  Owed: 
Tank  Number: 
Tank  Capacity: 
Tark  figr. 
Tar*  Red  Tag: 
Tark  Substance: 
Permil  Number: 
Permtl  Expires: 


2035B00 
Exempt 

BucMwn  Propsrlles  Partnership 

193*  North  Paulina 

Chicago,  t.  «62? 

Col  era  Joiepn 

(773)  227-JKO 

Exempt  from  registration 

12(01/197300:00:00 

No 

No 

1 

1000 

96 

No 

Heating  CXI 
Nat  reporteS 
Not  reported 


Z9I 
NW 
1/4-1S 
2043  It. 

Relative! 
Higher 

Actual: 
S»ft, 


AMERICAN  RACKCO 
1919  N  PAULINA 
CHICAGO,  1L  ' 


alia  A  di  4  in  duster  Z 

RCRIS: 
Owner: 


RCR1S-SQG  lOOtMHTCO 

FINDS  ILRMMOMOt 


AMERICAN  RACK  CORP 
(312J  27B-2770 
IVRDGOD02307 

BETTY  ROSS 
<31J)  i7S.J770 

Classi  licancn:  Smsl  I  Quantl  ty  Generator 
TSDF  Advises:  Not  reported 


CPA  10' 
Conner. 
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Map  ID 

Direction 
Eijtanc* 
Distance  (n.) 
Elevaiicn  Sle 


.    MAP  FINDINGS  ■  • 

EDR  ID  Number 
DebabassXi)     EPA  D  Number 


AMERICAN  RACK  CO  (Continuad) 
Violation  Status:  No  violations  found 


1DUQ38576g 


V99 

2062  f  I. 

Rebatlvrc 
Loww 

Actujl: 
5S2fl. 


FINDS: 

Olrnr  Pertinent  Environmental  Activity  Idenlifleristsite: 
NsSonaf  EmissioTB  Trends  (NET>  ■ 
Nation^  To«l  cs  Imerfory  [N  TT| 

RewufSa  CCrtSSfvatian  and  Recovery  Act  Informs  Son  system  (RCRAWFO) 
Toiic  Chemical  Rtleajs  Kw*ilCry  System  (TRIS) 


korween  leather  company 
mms  n.  el5ton  ave, 
chicago,  [i.  6m14 


RCRIS-LQO  KXXJ43W10 

FINDS  6W14HRWNL2D 
TRIS 


SH»4of  TinchistwY 

RCftiS: 

Owner:  HOftWEEN  LEATHER  COMPANY 

(3U)  55S-ti1i 
EPA  ID:  ILDKJ5126fl71 

Contact:  ARNOLD  HORWEEN 

(51 J 1 77J-2026 

ClBssllIeaocn:     Large  Ouanti  ty  Generator 
T50F  Activities:  Nclreparled 

BIENNIAL  REPORTS: 

Last  Biennial  Reporting  Year:  2001 

'yam  Quantity 

□  (Mi  10000.00 
Woiali on  Status:  No  violation*  found 


.FINOS: 

Other  Pe/tfoertEmircmerital  Activity  Identified  at  Site: 
AIRS/AIRS  Facility  Sutystem  (AIRSIAFS) 
NaScnai  Emissions  trrjsniory  (NEI) 
Natjcnai  Emissions  Trends  (NET) 
National  Ttaics  hvsitery  (NTI) 

Rasourcu  Ccrsefva«on  and  Recovery  Aci  InfcrmarJ  on  system  (RCRAINFO) 
Toxic  Chemicat  Release  Inventory  System  [TRts> 


Y100 


HOY  INCORPORATED 


NMYV  MM  N  ASHLAND 

CHICAGO,  IL.  mB14 

JBTOIt. 

SnaSatTinelurterY 

Ratalhra: 

Equal  UST: 

Facility  Or 

Actual:  Status; 

SS)  ft.  Owner  Nama: 

Owner  Acttreu: 

Contact 
fTusnelt 
Tank  Status: 
Tviit  Last  Used: 
Enfcrmenl; 


ma. 


2024574 
Closetl 

World  Equities 
37  W370  Route  la 
StCnsrtes,  IL  SH75 
Yanauchi  H  Dale 
(312)  235-5066 
Removed 

c&zm&a  oo.oftoo 

No 
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MapG 
Dira^on 
Distance 
Distance 
Eevation  Kle 


map  findings"  ::¥'f' 


6DR  10  Number 
Dat!base<5)     EPA  ID  Number 


HDY  INCORPORATED  (Continued) 


Fee  ^Wred) 

No 

4O0Q 

Tark  Age: 

36 

Tank  Rad  Tag: 

No 

Tariff  "5|  ■KcE-5r»^iy 

Gasoline 

rBrmH  num  nil . 

Mot  reported 

not  rspcjriHD 

^  acuity  u. 

Slafcis. 

ijfwnfir  Pidi  lice 

C^tvner  Aridres-s: 

(£1-  rhnrliiB     II  dA-lTI 

Tarnaucni  n  Lisle 

Tank  tis: 

Removed 

TaflL  1  Ml  1  1  m  mij- 

UJf  f  f  1  oMU  UUXflJiAJ 

enecrmeni. 

No 

Fes  Owed? 

i  an  t^gfsaty. 

4000 

Tank  Atp; 

29 

Tar*  Red  Tag; 

No 

TaflK  Substance 

Gasdlne 

Psrmli  NtirrlOa: 

Not  reported 

Permit  Expires; 

Not  reported 

racthty  uj* 

Status: 

Closed 

Owner  Name; 

World  £quilgs 

Owner  Address; 

37  W  3W  Roma  39 

StCrwriea,  1.60175 

Contact 

Yjnauchl  H  Dale 

Ftlcraft 

(312)  23S-50SS 

Tar*  Statu*: 

Removed 

Tsr*  Last  Use* 

0327/1  SflO  OOlCKMO 

Enfigrment: 

NO 

Fee  Owed: 

No 

Tar*  Nunber: 

3 

Tar*  Capacity: 

a»o 

Tar*  Agtr 

34 

Tank  Red  Tag 

H<i 

Tar*  Substance: 

Pm  inii,  Number: 

riai  reported 

'  Permit  Eixoi/ea: 

Nor  repertod 

Facility  El: 

20MS74 

Cloned 

OwrierNamE 

WaldErjuMes 

Owner  Addrw*; 

37  w  370  Routt  3S 

Si  Charles,  L  3J179 

Gnrtect 

Yamauchi  H  Dais 

Prioneft 

(3131235-5056 

Tank  Status: 

Removed 

Tank  Lasl  Used: 

Enfarment: 

No 

U001142K3 
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Map  ID 
Direction 
Distance 
Distance  [1.) 
Be*oSort  Site 


MAP."  h  DINGS 


0aiEfcaje(3) 


EDR  ID  Number 
&*A  ID  Hummer 


HOY  INCORPORATED  (Continued) 


Fee  Owed: 
Tank  Nurnoer: 
Tank  Capacity: 
Tank  Age: 
Tank  Red  Tag; 
Tank  [instance: 
Permit  Number: 
Permit  Expire: 


No 
4 

4000 

12 

No 

Gasoline 
Not  reported 
Nnt/eponed 


UM114ZSS3 


202*574 

Closed 

Owner  Name: 

World  Equities 

O^ner  Address: 

37W37C  Routo39 

St  Charles,  IL  KITS 

Contact 

Yamauchi  H  Dale 

Phone  #: 

[313)  235-5056 

Tank  Status: 

Removed 

Tank  tast  Used: 

D3r2T;i990  OfrOQtf} 

Enfcrment: 

Ng 

No 

Tank  Humtw: 

s 

Tank  Capacity: 

Tanfc  AgsT 

29 

Tank  Red  Tag 

No 

]■   O.J  1  

1  anK  ainsloncE: 

Gasoline 

F^rm it  Number: 

Noi  raportsd 

Permit  EipirE: 

Not  reported 

Facility  O: 

2024S74 

Status: 

Closed 

Owner  Name: 

World  SrfJies 

Owrw  Address: 

37  W  370  Route  18 

SI  Charles.  IL  60175 

Contact: 

Yannauchi  H  Dale 

Phone* 

{312)  233-5056 

Tank  Status: 

Etempt  Irani  regslradon 

Tank  Last  Used: 

Not  reported 

Enfrrment: 

No 

Fee  Owed: 

No 

Tank  Number: 

a 

Tank  Capsdiy: 

BODO 

Tank  A^J; 

ZD 

Tank  Red  Tag:  . 

No 

Tank  Substance: 

Gasoline 

Permit  NuntKr: 

Not  reported 

Permit  Expires: 

Not  retorted 

Facility  D: 

202-1574 

Status: 

Closed 

Owner  Nome: 

World  Goulds 

Owner  Address: 

37  W  370  Route  38 

St  Charles,  IL  60175 

Ccntact: 

Yarntudm  H  Dale 

Prions  ft 

{312)  £35-5056 

Tank  Statu : 

Fxanpt  tram  r^straticii 

Tank  Last  used: 

Not  reported 

Gnfcrmenc. 

NO 

TC  120519*  25  Pago  79 
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Map  ID 
Direction 
01s  tares 
Distance  (fL] 
HevSlion  Site 


MAP  FINDINGS 


EDR  ID  Number 
DataBase  s)     EPA  B  Number 


I 
I 

! 

i 


HOY  INCORPORATED  (Continued) 


FssOwsd: 

No 

Tank  Number: 

7 

Tank  Capacity  t 

aooo 

Tank  Aga: 

38 

Tank  Red  Tag: 

No 

Tank  SifcstariCK 

Gflsol  ins 

Permit  hJLiYth*" 

PwnlL  E^pirm! 

Not  reported 

Facility  ID: 

30  34 574 

Status: 

Ctcs*d 

OwJl9~  KJ  ann' 

Owner  Address: 

37  W370  Roulftjfl 

ftt^hH-|pq  \i  ftlM7^ 
a%  vji^i  1553,  iLw t  r3 

Contact 

y^ini  rw  u  rial  a 

Pnon*#: 

'  PUS  hJL{>lL£j  . 

Ex  am  pi  From  reg  strati  on 

Tank  Last  Used: 

Net  ramiiwi 

Enfcrmcnt: 

No 

No 

Tank  Number: 

Q 

Tank.  Capacity: 

15000 

Tank  Age: 

38 

Tank  Red  Tag: 

NO 

netTing  mr 

no  nn  1  r«  LAI  IUG  . 

N  ot  reported 

Permit  Expirost: 

PiOl  repOriec 

StfitLtV 

C^viln  IN0fne« 

UYTIIQ  /XXJ  ".  J ^ . 

Jf  Tr  Jf  U  rsOUe  Jtl 

St  Charles,  IL  60175 

Contact 

PfOTHI  #: 

(312)  23S-S05G 

Tank  Stains: 

Exempt  from  regstrsdon 

Tank  Last  Used: 

Not  reported 

No 

Fee  Owed: 

No 

Tank  Number: 

9 

Tank  Capacity: 

15000 

Tank  Age: 

39 

Tank  Red  Tag: 

No 

Tank  Substance: 

Heating  Oil 

Ebmit  lliwikw 

Permit  Expires: 

Not  reported 

Facility  ID: 

202*574 

Status: 

Closed 

Owner  Nama: 

Owner  Address: 

□7  W370  Rone  M 

SlCnarlea.  IL6017S 

Contact 

Vamsjchi  H  Dade 

Phftieft 

(312)  23S-S0S6 

Tank  SIglLB: 

Exempt  from  frustration 

Tan*  Last  Usal: 

Not  reported 

Enftrment: 

No 

TC1SM19423  PsgeBO 
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Map  ID 
Direction 
Distance 
Distance  (ft.) 
HevaBon  Sits 


MAP  FIND  NGS 


EOR 10  Number 
a)     EPA  ID  Nwntw 


H OY  INCORPORATED  (Continued) 


U00-I14MU 


Fro  Owed: 

No 

Taret  Number: 

10 

Tartb  r*  ^mnhj* 

1  flTC  ivacac&iy: 

550 

Tank  Age: 

3a 

Tar*  Red  Tag: 

No 

Tar*  SufcJtsncs: 

Heating  Oil 

Permit  Number; 

,  Not  reported 

Permit  Expires: 

Not  reported 

Facility  ID: 

2031574 

Statue 

Closed 

Ov*ner  Name: 

Vvorta  equbsi 

Owner  Address: 

37  W  370  Route  3fl 

Si  Charles.  S.ED1T5 

Contact 

Yamauctii  H  Dais 

Phone* 

(312)  i3S-E0SB 

Tank  Status: 

Exempt  from  regstrstion 

Tank  Last  tj  sett 

Not  reported 

HnfcrmerC 

Ha 

Fee  Owed: 

Ha 

Tank  Number: 

11 

Tank  Capacity: 

550 

Tank  Ago: 

Not  repcxted 

Tank  Red  Tag: 

NO 

Tank  Suostarioe: 

Used  Oil 

Permit  Number: 

NotreporiBd 

Permit  Expires: 

Not  reported 

Y101 
NNW 
1M-1B 
2070  ft. 

RaMiva: 
Equal 

Actual: 

533  It, 


HOY 

2020  H  ASHLAND  AVE 
CHICAGO,  )L  GQG14 

SUesof7lnelu*l«,Y 


RCRIS-SQQ  1«rl21M27 

FINDS  ILRD0C05M47 
LUST 


RCRIS: 
Owner; 


EPA  10: 
Contact 


WORLD  EQUITIES 
(530)  584-2502 
HR0CO052S47 

P£T6ft  MANCINI 
(830)  534-250! 

Clssific^icn:      SmpIL  Quantity  Generator  ■' 
TSDF  Activities:  Notrepnrled 

violation  Status:  NovirJatjorts  found 
FINDS: 

.  OUier  Peril nent  Environmental  Activity  Identified  si  Site 

Resource  Conservation  and  Recovery  Act  Wbrmaiwi  system  (FtCRAINFO) 
LUST: 

Incident  Nun:  S00791 

ILEPAW:  03iesaow3 

IEMA  Date :  03rZ77B0 

Attn:  Heals  Yamucti 

PRPName:  HDYInc 

PRP  Address  :  zna  Norm  Asftand  Ave. 

Chicago;  ft  Soeas 

PRP  Phone :  Not  reported 
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Map  ID 
Direction 

Distance  (ft.) 
Elevation  Site 


MAPRNDJNGS: 


EDR  IC  Numoer 
Databases)     EPA  IO  Numoer 


I 
I 

i 

I 


HDY  [Continued) 


Nun  LUST  OetermlnaHon  Letter : 

II 

NFAfNFH  Letter : 

It 

SRa  GlessiAc^ticn : 

Not  reported 

Project  Manager : 

NOT  ASSIGNED 

Project  Manager  Rots: 

Nat  reported 

Email : 

Not  reported 

Section  57.59(91 : 

731 

Section  5?.59(gl  Letter  : 

/  / 

R-orfcct- Gasoline: 

True 

Product  •  Unleaded  tVn 

FsISS) 

Product  -  Deisei: 

False 

Product  -  Fuel  Oil: 

Fslge 

Product- Jet  Fuel: 

False 

Product-  Used  OU: 

Fdse 

Product  -  Hon  Patro: 

False 

Product  -  Other  Patro: 

False 

20  Repcrl  ReceinBd : 

/  / 

43  Report  Roosted : 

;  / 

NFR  Date  Recorded: 

/  / 

YlOi 

im-i/i 

J070tt. 

Relatlvo: 
Equal 

Actual: 
Mail. 


WORLD  EQUITIES 
HUQ  NORTH  ASHLAND 
CHICAGO,  IL  60614 

Sit*  7  of  7  In  chistwY 

LUST: 

Incident  Num  ; 
IL  EPA  Id : 
IEMA  Date : 
Attn: 

PRP  Hame : 
PRP  Address  : 

PRP  Phone: 

Non  LUST  DeterminaKco  Lew : 
NFAiNFR  Letter : 
SjleCrassincalicn : 
Project  Manager : 
Projecl  Manager  Phma 
Email : 

Section  57,99(0) ; 
Sedl  on  57.59(0)  Letter : 
frnrtijrt .  r>aqtfllrv? 
Product  -  Unleaded  Gas; 
Product  •  Qeisel: 
Product-  Fuel  Oil: 
Product  -  JM  Fuet: 
ProOucl. Used  Oil: 
Product  ■  Non  Par o: 
Product  -  Otner  Petrg; 
20  Report  Received : 
45  Report  Received : 
NFR  Dale  Recorded : 


S10452SS8S 
NIA 


gai«as 

031S2SC043 

07/1  [KM 

Pptf^  M^ncini 

World  Sqiito 

37W3JDR1.  38 

SI.  Cnarfas,  it,  60175 

6305642505 

/  I 

I  I 

Not  reported 

NOT  ASSIGNED 

Not  reported 

Not  reported 

732 

/  / 

True 

False 

False 

F(Jm 

False 

Falsa 

Fdse 

False 

I  I 

I  t 

I  I 


TC120S19A2S  FaQaa2 
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Mae  id 
Direction 
Distance 
Ol  stance  (ft.) 
Elevation  Site 


3;£:  MAP  FINDINGS 


EDR  ID  Number 
QaBcasds)     SPA  ID  Number 


103 

NE 

2091  ft. 

Retail** 
Luww 

Actual: 
SMft 


ACHIEVOR  TWC  LP. 

2DW  NORTH  CLYBOURN  AVENUE 

CHICAGO,  [L  60614 

ENGINEERING  CONTROLS: 
ILEPAID: 
Barrier: 

SRP; 

IL  EPA  Id : 
usEfAk); 
Sec.  4  LM*-  Dale : 
Rsnedtaticn  Appi  leant  Co : 
RtrnediBlicn  Applicant  Tine  : 
Contact  Firsl  Name: 
Contact  Last  Name; 
Contact  Adttros; 


Contact  Phone : 
Date  Enrolled : 
CortSlilsrl  Ccmpsry : 
Point  Of  Contact: 
Consul  tarn  Mortal: 


Consultant  Phone : 

Pre}  Mgr  Assigned: 

No  Further  Remediation  Letter  Dt : 

NFR  Records! : 

Active: 

Total  Acres : 


SRP    S1 04491536 
EN G  CONTROLS  WA 


0316OrS135 

Aspttsll  baTlerrccncreleoarrier 


031B075135 
Mot  rspcrtod 

I  I 

Cly  bourn  Cert  or),  L.LC, 
Mr. 

Douglas 
Fallen 

5Z2S  Old  Orcfird  Reed 
Stale  27A 
Sfccfctev  IL.  60077 
(847)  SB1-8855 
QdrTOrlSW 

Pioneer  Environmental,  Inc. 
Micha^  Csnnizzo 
700  Worth  SecraniantD  Boieva 
Suite  101 

Ctiicago,  IL  608 1Z 
<3tZ]  55/.ICB1 
L-Jones 
07(24^1998 

oaoafigsa 

False 

2.25000 


104 

at 

1/4-1/2 
209*  ft. 

Retattve: 
Ldwt 

Actual: 
590  H. 


ADAMA,  LLC 

1W1  NORTH  MAGNOLIA 

CHICAGO,  IL  CM22 

SRP: 

L  EPA  Id : 

us  epa  id : 

Sec.  4  Letter  Dale: 

Rem ecTaflniArjpl [earl  Co: 

RenecsaooriAprjiicanl  Tide : 

Contact  First  Name: 

Contact  Lbsl  Name: 

Corfcct  Address: 

Contact  Phone: 
Oats  enrolled : 
Consular*  Company  : 
Point  OfContacl : 
Consultant  Acfckess: 

Consultant  Phone : 

Proj  Mgr  Assigned : 

No  Further  RemeiJarJoo  Lstttr  Dt : 

NFRRrjeorrJecl: 

Active ; 

TM9t  Acres  : 


SRP  S104491W3 
N/A 


03162+6225 
Not  reports) 
/  / 

Adama.aC 

Mr 

Ari 

Golan 

507  West  North  Avenue 
Chicago,  IL,  $0510 
[312)  443-1388 
0S/2B19Sfl 

Gabriel  fenvrronmsiksl  So-vicgs 
vwlllam  R.Heysrman 
1471  North  aaton  Avenue 
Chicago.  IL,  60622 
(312)  4SS-M23 


12/1rJ19Sa 
/  I  . 

o.ecooo 
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Oirecticri 
Distance 
Distance  <R.) 
Halation  Site 


•MAP  FINDINGS 


EOR  10  Number 
Databases)     EPA  10  Number 


ADAMA,  LLC  (Continue) 


ILEPAU): 

0316243225 

US  EPA  Id : 

Not  reported 

Sec.  4  Letter  Oak : 

/  / 

RemedaUcn  Applicant  Co : 

Adana,  LLC 

Remedisll  on  Ap0lcsrtt  Tl  tie : 

Mr. 

Contact  First  N^ne: 

Art 

Ctrtacl  Last  Name ; 

Gdan 

Contaei  AdoYess: 

507  West  North  Avanm 

Chicago.  (L  60610 

Contact  Phone  : 

(312>  4*3-1386 

Dale  Enrdled  : 

0»2H199S 

Corsiilart  Con  sals' : 

Gabriel  Erwiroimtrtai  Services 

Point  Of  Contact: 

William  R.  H  overman 

C  onsultant  Addr  as: 

t42i  north  gs.lon  Avenue 

Chicago,  IL.  SC622 

Consultant  Proie: 

(312)  46B-2123 

Prgj  My  Assigned : 

L*  Jones 

Na  Father  Rem  eolation  Letter  Ot : 

0VD3S1937 

NFR  Keen- Bed: 

(  / 

ActivE : 

Fslse 

Total  Acres  : 

0,9000a 

ILEPAki: 

0316346225 

US  EPA  kl : 

Nat  reported 

Sec, 4  Letter  Date: 

/  / 

Remediation  Applicant  Ca : 

*dBma,LLC 

Remefliati  on  Appl  leant  n  U e : 

Mr, 

Ccntacl  First  Name: 

Ari 

Contact  L^t  Name : 

Gctsn 

Contact  Address: 

307  Wast  North  A«jue 

Canted  Phone  ; 

Chicago,  JL  BOaiO 

(3t2)  443-t38S 

Osle  Enrolled: 

oawisee 

C  ami  tat  Company 

Gabriel  Environmental  Services 

Pcirlt  Of  Contact: 

William  Ft.Hoyarman 

Ceflsul  lent  Address: 

1421  North  ElstonAverue 

Chicago,  IL,  60SZ2 

Consurtsr*  Ptwne ; 

(312]  M6.21J3 

Prq  Mgr  Assigned : 

L-Jcnes 

No  FLrttier  Serried  adon  Letter  Ot : 

07/30/2001 

NFR  Recorded  ; 

10/04/2001 

Active : 

Falsa 

Total  Aerts : 

AC  105 

EN  6 
1H-1IZ 
tin*  ft. 

Rotative 
Lower 


BATES  IMC 

1S40  N  MARCEY  ST 

CHICAGO,  IL  60614 

St»1orjine)tMtorAC 


Actual: 
Sas  ft. 


rcris-lqq  iDooaewis 

FINDS  ILRMOWMM 
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rVae-C 
Dtreitlcn 
Distance 
Distance  (ft) 
Elevation  Site 


MAP  FINDINGS  '  n*  V 


COR  10  Number 
Dat^iase^s)      EPA  O  Number 


AC1M 
ENE 
1/4-1S 
21 M  It. 

Lower 

A  clu  11 
SBSfL 


AD1D7 
NE 

1M-1IS 
ZIISfL 

Rettltvel 
Lower 

.  Actual: 
5M«. 


BATES  INC  (Continued) 


10S0SBS61S 


HGRI5: 
Owner: 

EPA  ID: 
Contact: 


US  SAMPLE  CO 

(3iai  915-asao 

rLR0000Q1*45 


KAREN  THQMA 
(31ZJ  97S-833D 

Classfrlcatlan:    Urge  Quantity  Generator 
TSDF  Acavrtei: .  Not  reported 

-  Wolalicn  status:  No  violations  faund 
FINDS: 

airier  PertlnenlEmiifOnmental  Activity  lawn (1«0  at  Site 
AiRS/AIRSFadlltySutiysteni  [AIRSMFS) 
National  Emissions  Trends  (NET) 
National  Toxics  Inventory  (NTI) 

ftosct^ra  Conservation  and  Recovery  Ad  Irtcrmadon  system  (RCRAINFO) 


PEOPLES  GAS  AND  LIGHT 
1S1S.1S54  WORTH  HAfiCEY  STREET 
CHICAGO,  IL  SM14 

St*  2  Of  3  In  duster  AC 

SRP: 
iLEFAk); 
U3EPAW: 
Sec.  4  Letter  Date. : 
Rerneriati  on  Applicant  Co : 
Remed  aSai  Appi  i  cant  Tille : 
Contact  First  Mane: 
Contact  Last  Name : 
Contact  Address: 

Contact  Phone : 

Dale  Enrolled: 

Consuttant  Company : 

Point  01  Contact ; 

Consultant  Address: 

Consultant  Phaw : 

Prcj  Mgr  Assigned: 

No  f  jrcier  Remedaion  Letter  Dt : 

NFR  Recorded: 

Active : 

Total  Acres: 


SRF  5104491911 
NIA 


03160/10023 
Not  reported 

;  I 

Tl»  Peoples  Gaa  ugm  and  Ctftec  cm  party 

Mr. 

Steven 

Matmxak 

130  East  Randolph  Drive 
Chicago,  It.  60601 
3122404360 

swan  sea 

Not  reported 
Not  reported 

Not  reported 
Sed 

/  I 
I  I 

False 
0.Q0COO 


REPUBLIC  PIPE  i,  SUPPLY  CO 

1970  clveourn  ave 
Chicago,  il  sobs 

3Ha1oU  In  cluster  AD 

UST: 

Facility  E:  2013963 
Status:  Closed 
Owrtsr  Name  Norreportvtf 
Owner  Address: 


UST  110011*2998 
N/A 


TC1Z0519«S  Pace  OS 


Mao  ED 
Direction 
Distwe 
Distance  (H.) 
Elevation  Site 


MAP  FINDINGS  " 


EDR  10  Number 
Databases]     EPA  ID  Ntmber 


REPUBLIC  PIPE  A  SUPPLY  CO  (Continues) 


ADtOH 
ENE 

inert. 

Relative: 
Lowtr 

Adual: 
SMft. 


CcniBCC 

Momer  Rtcnard  S 

Phcne* 

(31  a  369-2100 

Tank  Status: 

Removed 

Tank  Law  Used: 

Not  reported 

Errformenl; 

MO 

Fee  Owed: 

No 

Tank  Number: 

1 

Tank  Capsdty: 

1000 

Tank  Age; 

99 

Tank  Red  Tag: 

No 

Tank  S  uttstanca: 

Gasoline 

Permit  Numbo1: 

Not  reported 

Permit  Expires: 

NotreporlBd 

Factum  10:- 

2013963 

StBLU! 

Closed 

Owner  Name: 

Not  reported 

Owner  Address: 

Cuitact 

Homer  Rietard  S 

Phone* 

(3!2)  365-2100 

Tank  Status: 

R  amoved 

Tank  Last  Used: 

09*11  981  OCMMjM 

Enfcmiffit: 

No 

Fee  Owed: 

No 

Tark  Nifnba-: 

2 

Tank  Capacity: 

25C0 

Tank  Age: 

99 

Tank  Red  Tag: 

No 

Tank  Substance: 

H«jlingOil 

Permit  Number: 

Not  reported 

Permit  Expires: 

Not  reported 

CHICAGO  BOILER  CO 
1W3CLYBOORN  AVE 
CHICAGO,  IL  S0A14 

Sits  2  of  3  In  rjuster  AO 


UST  U00114M1S 
H!A 


UST: 

Facility  O: 
Ststui: 

Owner  Name: 
Owner  AooVe&i: 

Ccntmc 
Phone* 
Tank  Status: 
Tank  Last  Used: 
Efiformenl: 
FesOwed: 
Tarv  Ni/ntKr: 
Tsrk  Capacity: 
Tarfc  Agar 
Tark  Rod  Tag: 
Tarfc  Substance: 
Permit  Number: 
Permit  Expires: 


2000727 
Closed 

Chicago  Boiler  Co 

1965  ClyODU-n  Ave 

Clp^dyu.  ILoOol* 

KoeHer  Leroy 

(3121  yta^xso 

Removed 

Nat  reported 

No 

Yes 

I 

99 
99 
No 

CejgUne 
Notr 
Notre, 
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lUtsp  ID 
Direction 
Distance 
Distance  (fl,) 
Elevation  SHe 


-MAP  FIN  DINGS. 


EDR 10  Numoer 
Dstabasets]     EPA  10  Number 


AE1M 
NW 

MM  ft 

Relative; 
Higher 

Actual: 

eoan. 


OR  LOFF  JAGUAR 
14j4NOftTH  PAULINA  STREET 
CHICAGO,  IL 


SRP  5104*91598 

Hff. 


SIt*1af  Sin  duster  A  E 

SRP: 

L  EPA  Id : 
US  EPA  Id : 
Sec.  4  Letter  Os*e: 
Rernetfaticn  Aoriicant  Co : 
Rarierf  ation  Applicant  TIM  e : 
Contact  First  None: 
Contact  Last  Name : 
Contact  Address: 

Contact  Phone : 
□ate  EnroHed: 
Consultant  Company : 
Part  Of  Contact: 
Cons  J  tant  Address! 

Consultant  Ptvne : 
Prqj  My  AEsifyreC : 
No  Further  RemedaSon  Lens-  Ot : 
NFR  Recorded . 
'  Active: 
Totst  Acres : 


0316Z45D6* 
Not  reported 

Howard  Orl  off  JaguarWolvo 
'■Mr, 
David 
Orlcff 

4748  West  Fullerton  Avenue 
Chicago,  IL,  B0B39 
(773) 

(01B1BB3 

Environment  Restoration  Systems,  tic, 
David  G.  Pyles 
■4509  Columbia  Avenue 
Hammond,  IN,  4632? 
<219>  937-6063 
.  Stierrlll 
>  / 
/  / 

F^te 
3.DC0C0 


AE110 
NW 
1f4-1f2 
1135  ft. 

Relatives 
Higher 

Actual: 
MO  ft. 


FRANK,  IOLLIE 

PAULINA  ST. 
CHICAGO.  !L  EW22 

SKeJrrf  3  In  (inter  AE 

LUST: 

Irtrictenl  Nim  : 
IL  EPA  Id : 
IEMA  Dais : 
Ann: 

PRP  Name : 
PRP  Address: 

PRP  Ptione: 

Non  UJST  Determination 
NFA/NFft  U*fr : 
Site  Classification : 
Preset  Manager  : 
Project  Manager  Phone! 
Email : 

Section  57.59(B)  : 
Sect  on  5759(g)  Letter  : 
Product  -  Gasdiner 
.  Product  -  Unleaded  Gas: 
Product  -  Detsd: 
Product  -  Fuel  Oil: 
Product  -  Jet  Fuel; 
Product-  Used  Oil: 
Product  -  NonPetro: 
Product- Other  Petra 
33  Report  Received  : 


LUST  5104001236 
N/A 


911129 
031824558* 
01/1491 
Not  repnrted 
Zdfla  Franh 
6«  Garland  Fl. 

0*8  Piair*s  IL0CC18 
Not  reported 

/ 1 
It 

Nat  reported 
NOT  ASSIGNED 
Nat  reported 
Notfi 
731 

// 

False 
Falsfr 
Fdse 
True 
Fafse 
False 
False 
False 
;  f 
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Map  ID 
Direction 
Olltsnc* 
Distance)*..) 
Elevation  Sta 


MAP  FINDINGS 


EDR  10  Number 
Database^     EPA  o  Number 


FRANK.20LLIE  (Contlnuad) 

"•SRepariRSfieivBd:  / 1 

NFROawRscoreied:  // 


AE111 
NW 

2135  (t, 

Relative: 
Higher 

Actual: 
600 II 


FRANK  ZOLUES&  ELAINE  S 
19Z4  N  PAULINA  ST 

Chicago,  it  so«a 


S1M0022JS 


UST  UM07914S8 
MA 


AM  12 
South 

2137  ft, 

Higher 

Actual: 
597  It 


Site  5  of  3  In  cluster  AE 

UST: 

Facility  ID: 

Owner  Name: 
Owner  Address: 


Contact 
Prwnaft 
Tar*  status; 
Talk  Last  Used: 
Enformenl: 
Fee  Owe* 
Taik  Number: 
Tank  Capacity: 
Tank  Age: 
Tank  ReiI  Tag: 
Tank  Substance: 
Permit  Numbff : 
Permit  ExpVd: 


2D 26271 
Closed 

Frank  ZctlleS  6  ElaineS 
SBfi  Gar&nd  PI 
C  O  Wheels  Inc 
CesPlsinea,  L8OO16 
Not  reported 
Not  reported 
Removal 

owinwsmwxKja 

NO 

No 

1 

3000 

99 

Ho 

Hewing  Oil 
Not  reported 
Notfepcrtesl 


LOZANQ  SCHOOL 
1424  N  CLEAVER  ST 
CHICAGO,  IL  < 


RCRB-3QO  1K4C9eUi 

FINDS  ILRM00SM97 


Ella  1  or  a  In  duster  AF 


RCHI& 
Owner; 

EPA  IO: 
Contact: 


CHICAGO  PLf BUG  SCHOOLS 
(733J  335-703B 

iLRoocoawar 


THOMAS  CONNELLY 

(7oa)  aBHEK 

Classification:  Caiitiutdly  Eionpt  Smell  Quantity  Generator 
TSOF  AciMiIm:  Notreported 

VI flatten  Status:  NovtcMttorn  fcund 


FINOS: 

Other  Pertinent  Environmental  Activity  uteniUta  at  Sitm 

Resource  Conservation  and  Recovery  Act  ktrbrmeilon  system  [RCRAINFO) 


nted  01/27/201 1  8:15AM  by  Richard-Jordan  p.  627/746 
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Map  ID 
Direction 
□i&tsnce 
Oi&lancefrL) 
El  av  atom  Sits 


"'MAP  FINDINGS 


EOR  «0  Number 
Database^)     EPA  to  Numtier 


AC113 
East 
1W-1I3 
2147  ft. 

Relathw: 
Lower 

Actual: 
It, 


GREAT  LAKES  SOLVENT  COM  PANY  TERMINAL  AN 0  TRANSPORT 
1750  KINGSBURY  3TH£eT 
CHICAGO.  IL  HJB14 

Sttelof  3lnclufMrAG 

RCRIS; 
Owner: 


HC  HIS- LOG    10001  sassa 
FINDS  ILOM7<70S41 


NAME  NOT  REPORTED 
(312)455-1211 
EPA  ID:  ILDOS7170641 

Contact  ER  NEST  TESSM  ER 

(312)864-3600 

ClassHktatlen:  LaraeOuanSlyGaneraki 
TSOF  Activities:  Notrflporied 

violation  Status:  No  viol  sticni  found 


finost 

Other  PofUnsrt  Envircnmmtai  Activity  ktoiBlted  at  ate: 
AIRS ARS  Facility  Subystem  (AIRSVAFSJ 

Resource  Coroervstion  ana  Recovery  Ad  Information  system  (RCRAINFO) 


AQ114 
East 

1/*1« 
21<7ft 

Rebtlw: 
Lower 

Actual 
590  ft. 


GREAT  LK  TERM  I N  AL/TR  AN  SPORT 
1750  N  KINGSBURY  ST 

Chicago,  il  wen 

Site  J  (if  J  In  ctustar  AG 

UST: 


UST  U001143S28 
NJA 


Facility  iO: 

aoiaee 

Status: 

Cto3*a 

Own?  Name: 

Great  Lake  Terminal  Transport 

Owner  Addresa: 

1750  N  Kingsbury  SI 

Chicago.  IL606H 

Contact 

TsGine  Jr„  Emesl 

Pnoneft 

(312)  664-35C0 

Tank  Status: 

Removed 

Tank  Lai  Ute* 

Oiwi/isesocwioflo 

Enfcrrrient: 

No 

Fee  Owed: 

No 

Tank  Num&er: 

1 

Tank  Capacity: 

12000 

Tank  Age 

33- 

Tank  Red  Tag 

No 

Tank  Substance: 

Not  reported 

Permit  Number: 

Not  reported 

Permit  Expires: 

Not  reported 

PadlirvID: 

swisse 

Status: 

Closed 

Owner  Name: 

Great  t^ke  TcrniireJ  Transport 

Owner  Address: 

1750  N  Kingsbury  St 

Chicago.  ILS06W 

C  ousel: 

Tessmer  Jr.,  Ernest 

Ftitneft 

(312)  664-3500 

Talk  StatLs: 

R  amoved 

Tar*  Last  llsed: 

0iroi/igB9«MXK» 

Enforment: 

No 

Fee  Owed: 

No 

Tank  NumBer: 

2. 
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Map  ID 
Direcilon 
Distance- 
Distance  (ft) 
Elevation  -St* 


MAPFINCINGSC: 


EDR  ID  Numtw 
□  atatesefs)     EPA  O  Nunber 


GREAT  U<  TERMINAL/TRANSPORT  [Coiitlriu«d, 


Tank  Capacity: 
Tank  ao*: 
Tank  Red  Taj 
Tank  Substance; 
Permit  Nimber; 
Permit  Empires: 

Facility  ID: 
Status: 

Owns  Nam*: 
Owner  Address: 

Contacl: 
Phone* 
Tank  Slalus: 
Tank  Last  Used: 
Enforment: 
FtaOwed: 
Tat*  Nvriber; 
Tank  Capacity: 
Tank  Age: 
Tark  Red  Tag 
Tank  Suba  lance: 
Permit  Numbo-: 
Permit  Expires: 


'20OC 

33 

No 

Hazardous  Substance 
Not  reocrWKt 
Not  reowiW 

2012988 
Closed 

Great  Uce  Terminal  Transit 
1750  N  Kingsbury  & 
Criieago.  t«MI4 
Tessmer  Jr.,  Emesl 
(312)  6S4-3W0 
Removed 

<H«rU16ea0O;CO:0O 

Nn 

No 

3 

ttoog 

33 
No 

Hazardous  Sutstaxa 
Not  reported 
Not  reported 


Facility  ID: 
Status: 

Owner  Mama: 
Owner  Address: 

Contact 
Prima 

Tark  Status: 
Tark  Last  Used: 
Enrolment 
Fee  Owed: 
Tar*  Number: 
Tank  Capacity: 
Tank  Age: 
Tank  Red  Tag: 
Tank  Substance: 
Permit  Number ; 
Permit  Expires: 


2S1Z968 
Closed 

Great  Lake  Terminal  Transport 
1750  N  Kingsbury  S 
Chicago,  R_  B06K 
TessrnaNr..  Ernest 
(313)  S64-3SOQ 
Removed 

01/Qif198900:OWO 

No 

No 

4 

12COT 

33 

No 

Hazardcxa  Substance 
Not  reported 
Not  reported 


Facility  ID: 

3012569 

Status: 

Closed 

Owner  Nam  a: 

Great  Lake  Terminal  Transport 

Owner  Address: 

1730  N  Kingsbury  St 

Chicago,  K  SOS  11 

Courser: 

Teasmer  Jr..  Ernest 

Phone  ft 

(312,  664-3500 

Tank  Status: 

Removed 

Tank  Last  UsBd: 

fJi/oi/i9eaorj:oa:OQ 

Enrcrment: 

No 

Fee  Owed; 

No 

Tank  Number: 

S 
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Map  JO 
Direction 
Distance 
Distance  (ft) 
Elevation  Site 


MAP,  FINDINGS-: 


EDR  ID  Number 
Database^  EPAIDNunber 


GREAT  LK  T£fiMlNAiyTHANSPC«T  (ConttHMdf 


<J£KH1*»2rJ 


Tank  Capacity; 
Tank  Ags: 
Tar*  Red  Tag: 
Tarit  Substance: 
Permit  Number; 
Permit  Expire* 

Facility  let 
Statm: 

Owner  Name; 
Owner  Address: 

Ccnlacl: 
Phone* 
Tank  Ststus: 
Taik  Last  Used: 
Enfcrment: 
F«  Owed: 
Tank  Number: 
Tank  Capacity: 

Tank  Red  Tag: 
Tank  Subslance: 
Parmil  Number: 
Per  ml  I  Expire: 

Facility  !D: 
Status: 

Owner  Name: 
Owner  Address: 

Contact 
Phone  ft 
Tank  staius: 
Tar*  Last  Usat 
EnformeTt; 
Pee  Owgd: 
Tai*  Number: 
Tank  Capacity: 
Tank  Age: 
Tar*  Red  Tag: 
Tar*  Substanoe: 
Pfcrmit  Number 
Permit  Expires: 


12000 

33 
Mo 

Hazardoifi  Subsbncs 
Not  reported 
Nc«  reported 

2012988 
Closer! 

Great  Lake  Terminal  Transfxrl 

ITSONWnosburySt 

ClUcarjo,  ILSOS14 

Tessmer  Jr.,  Enieat 

(312)  664-3500 

Removed 

1«f01r19sgco*X):rjO 

No 

No 

6 

J20QO 

33 

NO 

Not  reported 
Not  reported 
Not  reported 

Closed 

Great  Lake  Terminal  Transport 

17SDN  Kings  luy  St 

Chicago.  IL  BOBM 

Tessmar  Jr.,  Ernest 

(312)  £04-33X1 

Remaned 

ir^Jir^OMMflO 

No 

Mo 

7 

12000' 

33 

No 

Hazardous  Sutsbnce 
Not  reported 
Not  reported 


Facility  ID: 

201296B 

Stabs: 

Closed 

Owner  Name: 

Great        Terminal  Tr 

Owner  Address: 

1750  N  rSnosburySl 

Chicaga  1.60514 

Ccntact: 

T«ssm«r  Jr.  Ernest 

Prloneift 

(312)  684-2501 

Tank  siatus: 

Removed 

Tank  LaSI  Used: 

laotnoeswccioo 

Bnfbrment: 

no 

Fee  Owed: 

No 

Tank  Number: 

a 
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Msu  ID 
□  irecbol 
Distance 
Distance 
Bevation  Site 


■MAP:  FIN  DINGS 


EDH  ID  Number 
Database^)     EPA  ID  Number 


GREAT  LK  TERM I N  AUTR  ANS  POST  (Continued) 


U0O1142KS 


Tank  Capacity: 

12000 

Tank  Aqe: 

33 

Tenk  Rett  Tag: 

No 

Tank  Substance 

Not  reported 

Pwmil  Number: 

Not  reported 

Permit  Expires: 

Not  reported 

Facility  ID: 

2012963 

StalE: 

Closed 

Owner  Name: 

Great  lake  Terminal  Transport 

Owner  Address: 

*750NWncsowvSi 

Chicago,  11  80914 

Contact 

Tessmer  JrT  Ernest 

(312)  660-35CO 

Tark  status: 

Removed 

TsnV  Last  Used; 

1C¥Din989CO:0Q,« 

Enformenfc 

NO 

Fh  Owed: 

No 

Tar*  Ntrnitar: 

9 

Tark  Capacity: 

12000 

33 

Tank  Red  Tag: 

No 

Tank  Subsfanoa: 

Not  reported 

Permit  Numper: 

Not  reported 

F&rmil  Expires: 

Not  reported 

Facility  ID: 

2515968 

Status: 

Closed 

Owner  Name: 

Grsst  Lake  Terminal  Transport 

Owner  Address: 

1750  N  Kings  buy  SI 

Chicago,  PL  60614 

Contact 

Tessmer  Jr.  Ernest 

Phone  ft 

Tank  StelLs: 

Removed 

Tank  Last  Jae± 

1001/138900:00:00 

Snformeril: 

No 

Fee  Owed: 

No 

Tank  Number: 

10 

Tank  Capacity: 

izoog 

Tank  Age: 

33 

Tank  Red  Teg: 

No 

Tank  SubslariCE: 

Not  reported 

Permit  NumOer: 

Not  reported 

Permit  Empires: 

Not  reported 

Facility  O: 

Status: 

Closed 

Owner  Name: 

Greet  L^te  Terminal  Transport 

Owner  Address: 

1 750  N  Kings  bury  St 

Crtcsga.  LB0614 

Contact 

Tessmer  Jr.  Ernest 

Phone  ft 

(312)  664-35CO 

Tank  Status: 

Removed 

Tank  Last  Used: 

01/Ol;iS8900:OOflO 

En  torment; 

No 

F««  Owed: 

No 

Tarfc  Number: 

11 
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Map  ID 
Direction 
'Distance 
Distance 
Elevation  Site 


MAP  FINDINGS  ". 


EDR  ID  Number 
Database^}     EPA  ID  Number 


GR  EAT  LK  TERM  IN  Al/TR  AN  3POR  T  ( C  a  ntlmied ) 


U0O1142SSS 


Tank  Capacity: 
TankAfje: 
Tank  Red  Tag; 
Tank  Substance; 
Permit  Number; 
Permit  Eapirss: 


12C0Q 

33 

No 

Hazardcus  Substance 
Not  reported 
Not  reported 


Facility  10; 

2012968 

Stalls: 

Closed 

Owner  Name: 

Greet  Lake  Terminal  Transport 

Owner  Address: 

1750  n  Kingsbury  St 

Chicago,  K.  SCSI  4 

Contact; 

Tessmer  Jr..  Ernest 

PrWieff; 

(31Z]  684-3500 

Tank  Slabs: 

Removed 

Tank  Last  Used: 

EnrdrmertL 

Na 

Fee  Owe* 

No 

Tank  Number: 

12 

Tank  Capacity: 

12000 

Tank  Age; 

33 

Tank  Red  Tag: 

No 

Tank  Substance: 

Not  reported 

Permit  Number: 

Not  reported 

Permit  Expires: 

Not  reported 

Fadlity  ID: 

2012968 

Status: 

Closed 

Ovner  Name: 

Great  Lake  Terminal  Transport 

Dwrw  AdaV£5s: 

1750  n  Kfrtspbury  St 

[Jhia^  |t_  60«14 

Contact: 

Tessmer  Jr.,  Ernest 

Phone  ft 

[312)  BSi-aSCO 

Tank  Status: 

Removed 

Tar*  Last  Used: 

01  rtlt/1  BBS 00:00:00 

Enforment: 

Nd 

Fee  Owed: 

No 

Tank  Number 

13 

7s*  Capacity: 

12000 

Tar*  Age 

33 

Tar*  Red  Tag: 

No 

Tank  Substance: 

Not  reported 

Permit  Numbv: 

Not  reported 

Permit  Expires: 

Not  reported 

Facility  10: 

2012968 

Statu*: 

Closed 

Owner  Name: 

Great  Lake  Terminal  Transport 

Owner  Address: 

1WDN  Kingsbury  SI 

Chicago,  1. 60614 

Contact: 

Tessmer  Jr„  Ernest 

Fnsnsft 

(312)  634-3500 

Tank  Status: 

Removed 

Tank  Last  Usee: 

01rW19eS  QMttQfj 

En'ormnn: 

Ha 

Fee  Owed: 

Ha 

Tank  Number; 

14 
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MapD 
Direction 
Distance 
Distanced 
Bevatign  Site 


■MAR  FINDINGS 


DaBtjesels) 


EDFt  ID  Number 
EPA  ID  Number 


GHEATLK  TEfiMINAtjTR*«STO«r  (Contfnuml)  U0ai14Z5iB 

Tar*  Capacity:  1200U 

Tar*  Age:  33 

TartiRedTag;  No 

Tank  Substance:  Not  reported 

Permit  NLmb&:  Not  reported 

Permit  Empires:  Net  reported 


Fadltry  ID; 

2012SSB 

Status: 

Closed 

Owner  Name: 

Great  Lake  Terrain^  Transport 

Owner  Address: 

1753  N  SngsburySt 

Cnicago,  IL  60614 

Ccrtacl; 

Tesamer  Jr..  Ernest 

Prraft 

[312)  SS4-3500 

Tank  Status: 

Removed 

Tank  Last  Used: 

Enfornnent: 

NO 

Fee  Owed: 

NO 

Tank  Number: 

1S 

Tank  Capacity: 

12COO 

Tank  Age: 

33 

Tank  Rett  The 

No 

Tartt  §i*istance: 

Not  reported 

Permit  NlmtiI)?: 

Not  reported 

Permit  Expires: 

Not  reported 

Facility  ID; 

2D 12968 

Status: 

ClOled 

Owner  Name: 

Great  Lake  Tsrmind  Transport 

Ovmff  Address: 

1?E0N  Kingsbury  St 

CWtaoa,  L6D614 

Cmlact: 

Tejjmer  Jr..  Ernest 

Prime  tt. 

(312)  564.3300 

Tank  Static: 

Removed 

Tank  Last  Used: 

Mffltf19850<WXW» 

Error  merit: 

No 

FeaOwed: 

No 

Tank  Number: 

IS 

Tank  Capacity: 

Tank  Age: 

33 

Tank  Red  Tag: 

No 

Tank  Substance: 

Nat  reported 

Permit  Number; 

NatrEpcrted 

Permit  Expires: 

Notr^jcrted 

Facility  ID: 

zoiaee 

Status: 

Closed 

Owner  Name: 

Qregt  Lake  Terming  Transport 

Owner  Address: 

1750NlCngsbwySt 

Chicago  IL  609)4 

C  enact; 

Teasmer  Jr..  Ernest 

Prune* 

131  i}  664-3SHI 

Tank  Statue: 

Hemmed 

Tank  Last  Used: 

D1A1J1sas  0C:OTffl0 

Gnrorment: 

Na 

Fee  Owed: 

No 

Tank  Number: 

17 
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Map  10 
Oil  action 
Distance 
distance  [ft.) 
Elevation  Site 


■  MApriNDINCS  ; 


EDR  ID  Number 
Database^)     EPA  ID  (timber 


Sft  EAT  LK  TERMINAL/TRANSPORT  [Contlmi«t) 


1109114252! 


Tank  Capacity 
Tank  Age: 

Tank  B«(  Teg; 
Tar*  Silistancr 
Permit  Number! 
Permit  Expires: 


«O0 

33 

No 

Net  reported 
Not  reported 
Not  reported 


Facility  ID: 

Status: 

Dosed 

Owner  Neme: 

Great  Lake  Terminal  Transport 

Owner  Address: 

1750  N  Kingsbury  SI 

Chicago,  K  B0S14 

Contact 

Tessmer  Jr..  Ernest 

Phone*: 

(312)  561-3500 

Tar*  Status: 

Removed 

Thi*  Last  Used: 

u1«1/1S850«XW>0 

Entbfment: 

Na 

Fee.  Owed: 

No 

Tank  Number: 

19 

Tsric  CjOBClty: 

5000 

Tar*  Age: 

33 

Tar*  Red  Tag: 

No 

Tank  SobitarcB: 

NO*  r^Mrted 

FWmit  Numbe* : 

Nat  reported 

Permit  &ptres: 

NotrBpcrted 

Facility  10: 

2012969 

Status: 

Cased 

Owner  Name: 

Great  take  Terming  Transport 

Owner  Addrss: 

1760  N  Kingsbury  St 

Chicago,  IL  80614 

Contact: 

Tessmer  Jr.,  Ernest 

Phones; 

(312)  664.3500 

Tank  Status: 

Removed 

Tank  Last  Used: 

en/Din  gas  oo:ooot 

Enforment: 

No 

Fee  Owed: 

No 

Tank  Number: 

19 

Tank  Capacity: 

5000 

Tank  Age: 

33 

Tank  Red  Tag: 

No 

Tank  Substance: 

Notrecorled 

Perrnrt  Number: 

Not  reported 

Permit  Expires: 

Not  reported 

FadlfnrC: 

ZttttSW 

Status: 

Closed 

Owner  Name: 

(Sreat  Lake  Terminal  Transport 

Owner  Address: 

t7S0N  Kingsbury  $< 

Chicago.  LSW14 

Contest 

Tesjmer  Jr..  Ernest 

Phtoe* 

Tank  Stela: 

Removed 

Tank  Last  Us  err 

(KJDU19B!  00SOBO 

Enforment: 

No 

FeeOfted: 

NO 

Tank  Ntfnber: 

20 
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Map  ID 
Direction 
Distance 
Distance  (It.) 
Bevsllrjn  Site 


map  Findings?, 


SDR  ID  Numeer 
Oatebasefi)     EPA  ID  Nunber 


GREAT  L  K  TER  M  IN  A  L/TR  ANSPORT  ( C  ontln  ued) 


U0011«SIB 


Tar*  Capacity: 
Tar*  Ag* 
Tank  Red  Tag: 
Tank  Substance: 
Permit  timber: 
Permit  Eipreg: 

Facility  ID: 
Status: 

Owner  Nana: 
Owner  Address: 

Contact: 

Tank  Stilus: 
Tank  Last  Used: 
Entarnent: 
Fee  Owes: 
Tank  Number: 
Tank  Cececily: 
Tank  Ace; 
Tank  Red  Tag: 
Tank  Substance: 
Permit  Number: 
Permit  Expires: 

Facility  10: 
Status: 

Owner  Name: 
Owner  Addresa: 

C  enlace 
Prune!*: 
Tank  Stilus: 
Tank  Last  Use* 
Ertorment; 
Fee  Owed: 
Tank  Mimber: 
Tank  Capacity: 
Taik  Age: 
Tank  Red  Tag; 
Tank  Substance: 
Permit  Number: 
Permit  Enures: 

Facility  »: 
Status: 

Owner  Name: 
Owner  Address: 

Contact: 
Phone* 
Tank  Status; 
Tank  Last  Used: 
ErArrnem: 
Fee  Owed: 
Taik  Number: 


HOOD 

aa 
Mo 

Moi  reported 
MM  reported 
Ma  reported 

2012968 
Closed 

Greal  Lake  Terminal  Transport 
1750N  Kingsbury  St 
Chicago,  IL  60614 
Tessmer  Jr.,  EYnest 
(3iZ(  854-3503 
Removed 

01/01  rises  oootm) 

Ho 
No 
2t 

kkb 

33 
Ho 

Mot  reported 
Mot  reported 
Not  reported 

2012BBB 
Closed 

Greet  Lake  Terminal  Transport 
1750  N  Kingsbury  St 
Cnicago.  IL  B0B14 
TffismerJr,,  Ernest 
(  31  Zl  664-3500 
Rtfrtoved 

01/01  rtS6500:00;[» 

No 

No 

22 

6000 

33 

NO 

Not  reported 
Not  reported 
No  reports 

2012968 
Closed 

Great  Lake  Terminal  Trameon 
1750  N  WnajburyS 
Chicago,  0.30614 
Tmsmer  Jr,r  Ernest 
(312)  664-3500 
Removed 

Q1»1/1Se5  MiMfcQQ 

No 

No 

23 
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Map  10 
Direction 
Distance 
Distance  (ft.) 
Elevation  Site 


.MAP  FINDINGS 


Databases) 


EDR  ID  Nvnber 
EPA  ID  NuTrber 


GREAT  UK  TERMINAL/TRANSPORT  (Continued, 


Tat*  Capsqity: 

6000 

Tarft  Age: 

33 

Tmk  Red  Tag; 

No 

Tar*  Stirstence: 

Not  reported 

Permit  Numbs1: 

Net  reported 

Permit  Expires: 

Not  r  sported 

FadHfr  ID: 

J012S68 

Slaws: 

Closed 

Owner  Name: 

Great  Lake  Terminal  Transport 

Owner  Address: 

1750  N  Kingsbury  51 

Chicago,  1L6MH 

Contact 

Tessmer  Jr..  Ernes! 

Prime  * 

(313)  SS1-1500 

Tar*  Status: 

Removed 

Tark  Last  Use* 

Efirormenl; 

No 

Fee  Owed: 

No 

Tark  Number: 

24 

Tank  Capacity: 

8000 

Tar*  Age: 

33 

Tark  Rett  Tag: 

NO 

Tank  Substance: 

Not  reported 

Permit  Hummer: 

Not  reported 

Permit  Expires: 

Not  reported 

Facility  ID: 

2012S6B 

Slabs: 

Closed 

Owner  Name: 

Great  Lake  Terminal  Transport 

Owner  Address: 

1750  N  Kingsbury  St 

Mcagt,  IL  606H 

Conlacl: 

Tessmer  Jr..  Ernest 

Ptaie* 

(312)  BB4-3iU) 

Tsflk&stu*: 

Kerrrcved 

Tank  Last  used: 

Enfarment 

No 

No 

Tank  Number: 

25 

Tar*  Capacity: 

ECOQ  - 

TankAip: 

33 

Tank  Red  Tag: 

NO 

Tank  Substance: 

Not  reported 

Permit  Number: 

No<  reported 

Permit  Expl  rest 

Not  reported 

Facility  ID 

KH2BSB 

Status: 

Closed 

Owner  Name: 

Great  Lata  Terminal  Transport 

^Vfier  Address1 

1TS0H  rflnrjjrjorySI 

Chicago.  IL60BU 

Conlacl: 

Tessmer  Jr..  Ernest 

Pnone* 

£3f2f  664- SCO 

Tank  Statu: 

Removed 

Tank  tast  Used: 

ai«1J-t985(M:tMK» 

Gnfbrm  ent: 

Mo 

Foe  Owed: 

No 

Tank  Number: 

26 
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Map  10 
Direction 
Distance 
Distance  (ft.) 
E9va«on  SHs 


; MAP  FINDINGS 


I 
I 
I 


EDR  ID  Number 
OatStSje<i)     EPA  ID  Nunber 


G  R  EAT  LK  TER  M  IN  A  L/TR  ANSPOftT  (Con  tlng*d ) 


UM114ZS3B 


Tar*  Capacity: 

SOCO 

Tar*  Aga: 

33 

Tar*  Red  Tag; 

No 

Tar*  Substance; 

Not  reported! 

Permil  Number: 

Hot  reported 

Permit  Exp  res: 

Not  reported 

Facility  C: 

2!J129Ba 

Status.: 

Clraed 

Owner  Name: 

Great  Lake  Terminal  Trarapo/I 

Owner  Address: 

1750  N  Kingsbury  5i 

Chicago,  L60S14 

Contact: 

TBSsmerJr.,  EfrBEt 

Phcr** 

(HZ) 6W-3500 

Tar*  Satus: 

Removed 

Tar*  Lnl  Used: 

Enrormerit: 

NO 

Pea  Owed: 

No 

Tar*  Nunber: 

27 

Tar*  Capacity: 

6000 

Tan*  Age; 

33 

Tank  Red  Tag: 

No 

Tar*  Substance: 

Not  reported 

Permil  Number 

Not  reported 

Permit  Expires-. 

Mat  reported 

Faculty  O: 

201286S 

Status: 

Clteed 

Owner  Mame; 

Greai  Lake  Terirvrai  Traropcr  t 

Owner  Address: 

T790  N  IGnoscury  SI 

CJlicago,  IU  60614 

Contact: 

Tessmcr  Jr  Errcst 

Phcretr. 

664-3500 

Tar*  SW: 

Removed 

Tar*  Lasl  Use* 

01/O1/1SB5rjfton,oo 

Enformenl; 

NO 

fee  Owed: 

Mo 

Tar*  Number: 

28 

Tar*  Capacity: 

SOT 

Tank  Aoe 

33 

Tark  Red  Tag: 

No 

Tats  Substance, 

Not  reporled 

Permil  Number: 

Not  reported 

Permit  Exp  res: 

Notrapcrted 

Facility  ID: 

2011966 

Status; 

Closed 

Owner  Name: 

Crest  Lake  Terminal  Transport 

Owner  Address; 

ITSQNMngstiur,  Si 

Chicago,  ILK*  14 

Contact: 

Teismer  Jr.,  Ernest 

Pncnea; 

(31Z)  6S4-3S00 

Tark  Statu): 

Removed 

Tar*  LOSI  Use* 

Q1/01J19BS  DD:0O:Orj 

Enformeni: 

HO 

Fee  On  ad: 

No 

Tank  dumber: 

29 

TC 1205194. 23  PageSS 


printed  01/27/201 1  8:15AM  by  Richard-Jordan  p.  637/746 


Schuitz  -  051 942s.pdf 


i 


Map  10 
Olrecilgn 
Olstanw 
Oulancs^ft.) 
Elwaiion  Sit 


■MAP  FINDINGS 


Oaabasefs) 


EDR  ID  NumBer 
EPA  JO  Mum  tier 


GREAT  LK  TERMINAL/TRANSPORT  (Contlnutdj  11001142318 

Tank  Capacity:  6000 

Tank  Age;  33 

Tank  RetfTag:  No  - 

Tank  Substance;  Hamrccus.  Substance 

Permit  Number;  Notrttcgrtea 

Ptemt;  t  espiest:  Net  rapurwd 


Facility  ID: 
Status: 

Owner  Name: 
Owner  Mar  ess: 

Gonad:  ■ 
Phone*: 
Tank  Stalls: 
Tank  Lasi  Used: 
Ertformenl: 
Fee  Owed: 
Tank  Number: 
Tank  Capacity: 
Tank  Aos 
Tank  Red  Tag 
Tank  Substance: 
Permit  Number: 
Permit  Expires: 


20 12968 
Closed 

Great  Lake  Terminal  Transput 

1750  M  Kingsbury  St 

Chicago.  H  £0614 

Tessmer  Jr„  Ernest 

(3121  884-3500 

Removed 

01«1/1E8S«HHfla 

No 

NO 

30 

60ft) 

33 

No 

Not  reported 
Not  reported 
Nw  reported 


Facility  ID; 
Status: 

Owner  Nam  at 
Owner  Address: 

Contact: 
Phone* 
Tank  Status: 
Tank  Lai  Used: 
Snformsnt: 
Fee  Owed: 
Tank  Member: 
Tank  Capacity: 
Tank  Aga: 
Tank  Red  Tag: 
Tank  Substance 
Permtl  Number: 
Parrn it  Expires: 


2012968 
Closed 

Greet  Lake  Taming  Transport 
175DN  Kingsbury  St 
Chicago.  IL  60614 
Tessmer  Jr.,  Ernest 
(31 2)  664-3S0O 
Removed 

Ho 
No 
31 

BQCO 

33 

No 

Not  reported 
Mot  reported 
Mot  reported 


Fatality  Or 

2012S68 

Status: 

Closed 

Owner  Name: 

Great  Lake  Terminal  Transport 

Owrw  jAdtfress: 

t7K)MKng3burySf 

Clicsgn  ILSOflM 

Contact: 

Tessmer  Jr..  Ernst 

Phone  IT 

(313  664.35CO 

Tank  Status: 

Removed 

Tank  Last  Used: 

D  Wirt  BBS  00:00:00 

Enfirmenitr 

No 

Fee  Owed: 

No 

Tank  Number: 

32 
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Map  ID 

Direction 
Gi&tancB 
Distance  (ft.] 
Eleualitn  Site 


MAP  FINDINGS' 


EOH  ID  Number 
Q«atase(s)  EPAIDNunber 


GREAT  LK  TERMINAL/TRANSPORT  [ConLlnuadJ  UM1H2S2B 


Tar*  Capacity: 

6000 

Tank  Age: 

33 

Tar*;  Red  Ta«j 

Mo ' 

Tart  >K*<»v>ik' 

P*TiTiit  Expirtt: 

Not  reported 

ZQ 12953 

Status: 

ulflHU 

nffnb  1  aba  ToinirvJ  Tpvumh 
131  bbI  L^afta  P  a  P 1 1 II U   1  r^nspon 

4*VjUj^m-  drVlr'M  IC 

J|"7,CTJ  fj  Ifrni-ic  ha  ifu  R> 

1-f4  VL-dyU,  LL  LA/)  1 H 

i  essrner  Jr,h  eincsi 

PtWlG  ft 

T JlfW  t?nh  m* 

'  fli«  mim+ 

"Taric  I  sat  1 J  tasd1 

Kl  -II V  *  1  1 B  FL|. 

No 

Pes  Ov  6d; 

Mo 

T^rit  Number* 

33 

Tar*  Capadty 

GQOC 

Tank  Aq& 

Tnrir  F7#ri  T«r 
i  oi r\cu  I mu* 

Aprmll  hji  irrphiV* 

Permit  EMpildfl: 

H^Ul  1  Wt^V  LEU 

Status* 

Closad 

O^ner  NarrKJ! 

Great  LflKa  Terminal  TraBjjerl 

H-f  Efl  hi   1 11  r-i  r-  r   *  » 

1  f  30  N  KlngsDury  51 

Tessmer  Jr.,  Ernest 

Tar*  SiatLBt 

Tank  LastlJwt 

OijatrtSasotiiffihoa 

Mo 

Fee  Owed; 

No 

Tar*  NijrtWT 

34 

Tank  Capacity 

6000 

Tar*  Age: 

Tar*  Red  Tag: 

Mo 

TSri  Ql  IrWTW^nur 

.■Jstrspilsil 

Permit  Numtrer: 

MotrsporUM 

Permit  Empires: 

NotreponBd 

Facility  CI: 

Stafca: 

Clmeil 

0**ner  Nana: 

Great  Lake  Tarmlnsl  Trsmpixl 

Owner  Address: 

Contact 

Tessmer  Jr.,  Em»l 

Phone  ft 

[312)  854-3500 

Tor*  Status: 

Removed 

Tar*  Last  Us** 

Enforment: 

Mo 

Fee  Owed: 

No 

Tank  NiMibef, 

35 
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Map  ID 
Direction 

Distance  (11H) 
Hevatfcn  Site 


MAP  FINDINGS 


DafeftiMts)     EPA  ID  Number 


GREAT  LK  TERM  IN  AIRTRANSPORT  (Continued] 
Tank  Capacity; 


Tarfc  Aga: 
Tank  Red  Tag: 
Tarfc  Substance; 
Permit  NumBer 
Permit  Expires: 


Rf>Yl 
33 
No 

Not  reported 
Not  reported 
Mot  reported 


Facility  ID: 

Ownsr  Namei 

Owrtff  Address 

Cental: 

TessJTiH-  Jr.,  Ernest 

Phone* 

<312)  664-3500 

"Tarfc  g^tLET 

Removed 

1  3TK  L3SI  uktj; 

IHJ      E9  H . 

F  bJrtOwt*  L 

4  dfin  I1!  u  f  1  un  . 

"36 

Tollk  C^pSQtyT 

Tartt  Ago: 

1 3nK  KCQ  1  syt 

Nfl 

TanK  Substance: 

Nat  reported 

rormit  Muffita. 

not  reported 

F*Errrril  E^pfrs: 

Mri  reported 

Facility  ID: 

SlStus: 

Owner  Manic: 

Grral  Lake-Termind  Transport 

Owner  Addr^s: 

175D  N  Knr^bury  SI 

Chicago,  IL  K»14 

Contact 

Tessmer  Jrr,  Ernest 

FtToile  #; 

[312)  SW-3500 

Tank  Stalus: 

Removed 

Tar*  Last  U&et£ 

Enforment: 

No 

Fes  Owed: 

No 

Tar*  Nixntjer: 

3? 

Tank  Capacity:  - 

6000 

Tar*  Agar 

33 

TankR«tTa* 

NO 

Tank  SHJst8nc« 

Not  reported 

Permit  Number? 

Mot  reported 

Permit  Expiree: 

Mot  resorted 

Facility  10: 

20129W 

^tus: 

CtoMd 

OwnerMama; 

Qr«at  leka  Tvm  trio)  Transport 

Gwr»  Addreu: 

ITJONKhgsUirySt 

cticsgo.  il  eat  t* 

Contact 

TffigmH  Jr.,  Ernest 

FTicnBfl: 

(312)684-3500 

Tar*;  Status: 

Removed 

Tank  Lasl  Ustxt 

1 969  MrOMO 

Enfcfmerit: 

No 

Fee  Owed: 

NO 

T(rik  Mtmber: 

38 
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Map  ID 
Ok-tetian 
Distance 
□iiianca  {ft.) 
Sevalion  Site 


MAP  FINDINGS  . 


EDR  ID  NunWr 
Database's)     EPA  10  NumWf 


SSEftT  Ut  TER  MlN  AL/TR  AN  SPORT  (Continued) 


U0W14JS2B 


Tank  CSf»d(y: 
Tank  Asa: 
Tank  Red  Tag 
Tank  Substance: 
Permit  Number: 
Psrmirflipjras: 

Facility  ID: 
Status: 

Owner  Noma: 
Owner  AftJj-eis: 

Contact: 
Prune* 
Tarit  Status: 
Tat*  Last  Used: 
EnfDrment: 
Fes  Owed: 
Tanfc  Number : 
Tank  Capacity: 
Tank  Age: 
Tantt  Red  Tan: 
Tarfc  Substance: 
Permit  Number: 
Permit  Expires: 


6000 

33 

No 

Hazardous  Substance 
Not  reported 
Ha  f spa-fed 

201296$ 
ClGsed 

Great  Lafca  Terminai  Transport 
17SDN«ngjfctryS 
Chicago.  IL  60614 
Tessmer  Jr..  &neat 

Removed 

iiWrtMaes  O0:oaoo 

No 

Ho 

39 

eooo 

31 
No 

Hazardous  Substance 
Not  reportExf 
Nol  reported 


Fsdilty  ID: 

2D12SS8 

SUAtj: 

Closed 

Owiter  Name: 

Great  Lake  T&i-m  \*  Transport 

O^her  Addreaa: 

I7S0  N  Kingsbury  St 

Chicago.  IL  Rbia 

Ccntact 

Ts33rtier  Jr.,  Emasl 

Phone  ft 

Tai*StBlmr 

flemoved 

Tarfc  Usi  Used; 

ioroi/i9e9COMflO 

Enforment; 

Ma 

FeeOwaJ: 

No 

TJT*  Number: 

40 

Tar*  Capacity: 

eooo 

Tarn  Age: 

33 

Tar*  Ren  Tag: 

NO 

Tar*  Sucsiance; 

Not  reported 

Permit  Number: 

Nol  reported 

Permit  Expire*: 

Not  reported 

Facility  ID: 

StaAis: 

Clcsad 

Ov*ner  Name: 

Great  Lak«  Terminal  Transport 

Ctvnw  Adtirss: 

1750  H  Kingsbury  S< 

Chicago,  IL  60614 

Contact; 

Tessmer  Jr.,  Driest 

Prions  * 

|3t2)  B5+-35W 

Tank  Status : 

Hemnusd 

Tank  last  Used: 

lOOifiaeaotMo-oa 

En  torment 

Na 

Fes  Owed: 

No 

Tank  Number: 

41 
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Map  ID 
Direction 
Distance 
Distance!  ft.) 
Beualion  Site 


•    MAP  rjIND'SG: 


EDR  ID  Number 
Databases)     EPA  10  Number 


GREAT  UK  TERM  HAL/TRANSPORT  [Continued) 


UW114Ztta 


Tank  Capechly; 

6000 

Tarit  Age: 

33 

Tanh  Red  Tag: 

No 

T»nk  Substance: 

Hazardous  Substance 

Permit  Number: 

Not  reported 

Permit  Expires: 

Net  reported 

Facility  10: 

2012368 

Status: 

Closed 

Owner  Name: 

Great  Lake  Terminal  Transport 

Owner  Address: 

ir»NWnejsbury  SI 

Chicago,  IL  60614 

Cmtect: 

Tessmer  Jr.,  Ernest 

(312)  6S4-J5M 

Tank  Status: 

R^noved 

Tar*  last  Used: 

En  ferment 

No 

Fee  OwBtt 

ND 

Tar*  Number: 

42 

Tar*  Capacity: 

woo 

Tark  Age: 

33 

Tai*  Red  Teg: 

No 

Tank  Substance: 

Net  reported 

Rarrnil  Number: 

Not  reported 

Permit  Expires; 

Not  reported 

Facility  O: 

2012963 

Sumo: 

Closed 

Owner  Name: 

Great  Lake  Terminal  Tran&pcrt 

Owner  Addresa: 

t75fj  N  Kingsbury  St 

Chicago,  IL  60614 

Ccntact 

Tessmer  Jr.,  &rwsl 

^rone#: 

<31Z)  S64-3500 

Tark  Static: 

Removed 

Tartt  Last  EJsed: 

iooifi989  aw&oo 

Enfcrmerri: 

No 

FeeOwal: 

No 

Tank  Number: 

43 

Tank  Capacity: 

Boon 

Tank  Ape: 

33 

Tank  Red  Tag: 

No 

Tank  Substance: 

Hazardous  Substance 

Permit  Number: 

Not  reported 

ttsrmit  En  fires: 

Not  reported 

Facility  10. 

Status: 

Clrad 

Owner  Name: 

Great  Lake  Termini  Transport 

Owner  Address: 

1750N  Kingsbury  St 

Cm  eago,  IL  50S14 

Contact 

Tessmer  Jr.,  Ernest 

Phone* 

(315)664-3500 

T9ik  Status: 

Removed 

Tank  Last  Used: 

uim /isasoo:ooi» 

Enter  nn&rd: 

No 

Fee  Owed: 

No 

Tank  Number: 

44 
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Map  ID 

Direction 
Distance 
Distance,  (ft.) 
Sev«ll  in  Site 


MAP  FINDINGS-' 


EOR  ID  Number 
□et^asefj)     EPA  ID  Number 


GREAT  LK  T  ERM  IN AUT RANSPORT  (Continued) 

Tank  Capacity:  eooo 

Tank  Ape:  33 

Tank  Red  Tax  No 

Tank  Substance:  NcHfgxrted 

Permit  Number:  Mot  reported 

Permit  Expires::  Notrepcrted 


Facility  ID: 
Status: 

Owner  Name: 
Qwrier  Address: 

Contact 
Phone  tfc 
Tank  Status: 
Tank  Last  Used: 
Enforment: 
fee  Owed: 
Tank  Number: 
Tank  Capacity: 
Tank  Age: 
Tar*  Red  Tag; 
Tar*  Substance: 
Permit  Number : 
Permit  Expires: 


2QIZ968 
Closed 

Great  Laka  Terminal  Transport 
t750NWnoiburyS 
Cftraoo.  1190514 
Tejsmer  jr..  &r»jt 

(312)  BS+-3500 
Removed 

Ho 
Ha 
15 

eooo 
3a 

NO 

Not  reported 
Not  reported 
Notraported 


Facrjlry  rQ: 

2012968 

Status: 

Closed 

Owner  Name: 

Great  Lake  Terminal  Transport 

Owner  Address: 

1 750  N  Kings  Bury  St 

Chicago.  S.  B0614 

Contact: 

Tesamer  Jr..  Ernest 

Phone* 

(3 12)  664-3500 

Tank  Status: 

Removed 

Tar*  Last  Usatt 

oi»i;i9sa  caoooo 

Enformcnc 

No 

Fee  Owed: 

No 

Tank  Nimber: 

46 

Tank  Capacity: 

6000 

Tar*  Age: 

33 

Tar*  Red  Tag: 

No 

Tark  Substance: 

Not  reported 

Permit  Numb?: 

Not  repvte4 

Permit  Expires: 

Not  reported 

Facility  to: 

201 1968 

Status: 

CI  coed 

Owner  Name: 

Grefil  Lake  Terminal  Transport 

Owner  Address: 

irSONNnrjsburySt 

Chicago  IL  B0B14 

Contact 

Tesamer  Jr.,  Ernesl 

FflQnelt 

(31J)  56^3500 

Tar*  Status: 

Abandoned  in  place 

Tank  Last  Used: 

01r01/1SS500:OOflO 

En  lament: 

No 

Fee  Owed: 

No 

Tank  Number: 

47 
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Direction 
Distance 
□igtance  (Ft.) 
Elevation  Site 


jjvj  MW,  FIN  DINGS 


Database(9.} 


EDR  ID  Number 
EPA  10  Number 


GREAT  LK  TERM  IN  ALTTRAN  3  PORT  (Continued)  U0011425ZB 

Tart;  Capasry:  12E00 
Tar*  Age:  37 

Tar*  Red  Tag;  '  Ma 
Tar*  Substance:    Nat  reported 
Parmil  Numoer:    Nol  reported 
Perm*  SiomB.*  NolreriDrted 


Facility  ID: 
Slatus: 

Owner  Nam*: 
Owner  Addreaj: 

Cmlast: 
Phone* 
Tank  Status; 
.  Tar*  Last  u«d: 

Fee  Owed: 
Tank  Number: 
Tar*  Capacity: 
Tank  Ag=: 
Tank  Red  Tag; 
Tank  Substance: 
Permit  Number: 
Permit  Ex rjlres: 


2012988 
Clcsed 

Great  Lake  Terminal  Transport 

1750  n  WngsSurySt 

Cricago,  L6HH 

T^smer  Jr..  Ernest 

(21Z)  BS4-3500 

Abandoned  in  place 

OlAJuisesOOtfOM 

Alp 

Ho 

4a 

12000 

37 

No 

Not  resorted 
Not  reported 
Net  reported 


Facility  ID: 

2012958 

Status: 

Closed 

Owner  Name: 

Great  Lake  Terminal  Trans  pert 

Carter  Address: 

1750  u  Kingsbury  st 

Chicago,  L  60614 

Contact: 

Tessmer  Jr..  Ernest 

PrcrteJ*: 

(312)  6W-3500 

Tank  Slatus: 

ftemaved 

Tank  Last  Used: 

OInWisaa  OftOftOO 

Enforment: 

No 

Fee  Owed: 

No 

Tank  Number; 

J9 

Tank  CatlBcil>; 

5000 

Tank  Age; 

33 

Tarfc  Red  Tag: 

MO 

Tark  Substance: 

Mot  reported 

Permit  Munba*: 

Not  reported 

Permit  Empires: 

Not  reported 

Facility  ID: 

2<W29sa 

Status: 

Closed 

Owner  Name: 

Great  Lake  Terminal  Transport 

Owns-  Address: 

1750  N  Wnosiury  SI 

enk^o,  i.  eoau 

Contact: 

Teasmer  Jr..  rZrnest 

Phone* 

(312)  664-3500 

Tank  Slatus: 

Ksnwed 

Tarfc  Last  Used: 

0WV1990  m:khm 

Eftform  ent: 

No 

Fee  Owedt 

No 

Tank  Number: 

50 
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Map  ID 
Direction 
Distance 
Distance  (ft.) 
Elevation  Sits 


MAP  FtNDINSS ' 


A0115 

ENS 
1M-1/2 

ji3o  rt. 

Relative: 
La  war 

Actual: 
J92ft. 


G  REAT  L  K  TERM  I N  AL/TR  AN  SPORT  tCa  ntln  u  ad  | 

Tar*  Capacity:  5000 

TankAge:  33 

•fern  RW  Tag:  Ho 

Ta*  SutBtanea:  0\ad 

Permit  Number:  Nolr 

Pa-mil  Enpirej:  Nolr 


EOR  ID  NurntHS- 
DstatKHBfj)     EPA  10  Numte 


U001HJS25 


SWAN  CLEANERS 
1S53  N  CLYBOURN 
CHICAGO,  IL  60614 

Slt«  1  of  3  In  duster  AD 


KCHCS-SQB  1DT/MU2X7 

FINDS  ILDS84790731 


RCRI5; 
Owner: 
CPA  tD: 

Contact 


KIM  STEVE 
ILCHJ»790733 


STEVE  HIM 
(313)  248-0604 

Classification:  Small  Quantity  fjanerslor 
TSOF Activities:  Natreported 

violation  Status-  No  vioMicri]  found 


AH11B 

wsw 

1/4- "W 

ussit. 

Relatlva: 
Higher 

Actual: 
S97ft 


FINOS: 

Other  Periinertl  Erwironrriental  Activity  Uentilledat  3le 

Resource  Conservation  End  Recovery  Ac!  Information  system  (RCRAINFQ) 


FIRE  KING  SER1CE  STATION  INC 
1720  W  NORTH  AVENUE 
CHICAGO,  IL  6MZ2 

Sito  1  Of  J  In  duster  AH 
U5T: 


UST  U0O11424SS 
N/A 


Facility  lt>: 

2031510 

Slabs: 

Active 

Owner  Nam  a 

Fire  King  3er  Station  Inc 

Owner  Address: 

17K  vv  North  Ave 

CNcaga  IL  60622 

Contact: 

Not  reported 

phone  jr. 

Not  reported 

Tar*  Slams 

Currently  in  me 

Tank  Lasl  Used: 

Not  reported 

enrormenfc 

Ha 

Pee  Owed: 

NO 

Tat*  Number: 

1 

Tanfc  Capacity: 

aocc 

Tar*  Age: 

27 

Tar*  Red  Tag: 

No 

Tar*  SubstanCH: 

Gasolina 

Permit  Number: 

Not  reported 

Permit  Expires: 

Not  reporlEd 

Facility  ID: 

2011510 

Status: 

Active 

Owrw  Name: 

RrsMogSef  SBden  Ire 

Owner  Adores  i: 

ITMWNorthAv* 
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Map  O 

Direction 
Olstanca 
0  tildes  (fL) 
B  evadon  Site 


MAP  FINDINGS 


COR  ID  Number 
Database     EPA  10  Ni/r>6ef 


FIREK]NG3ER!CESTAT10HiNC  [Continued! 


Chicago.  H.  60622 

Contact: 

Not  reported 

Phone* 

Not  reported 

Tar*  Status: 

CurrenSy  In  uh 

Tbi*  Last  use* 

Not  reported 

£nftrment: 

No 

Fee  Owed: 

No 

Tar*  Number; 

2 

Tar*  Capacity: 

sow 

Tprtt  Age; 

40 

Tar*  Red  Tag: 

No 

Tar*  Substance: 

Gasoline 

Permit  Number: 

Nat  reported 

Permit  Expires; 

Nat  reported 

Facility  10: 

2031510 

Status: 

Active 

Owner  Nam* 

Fire  King  Ser  Station  Ire 

Owner  Address: 

1720  W  North  Ave 

Chicago.  1606Z2 

Contact 

Not  reported 

Phoneft 

Not  reported 

Tar*  Static:  ■ 

Cm-Hilly  in  use 

Tank  List  Use* 

Not  reported 

Entcrmsnt: 

NO 

Fee  Owed: 

No 

Tar*  Number: 

3 

Tar*  CapBdty: 

soon 

40 

Tar*  RwTacj 

No 

Tank  Svisiance: 

GaSdlne 

Permit  Number: 

Not  recorisd 

Permit  £«pire3: 

NotreportBt) 

Facility  ID: 

2031510 

Status: 

Active 

Owner  Nam*.- 

Fin  King  Ser  Station  inc 

Owner  Address: 

1720  W  North  Ave 

Chicago,  IL  SM22 

Contact: 

Not  reported 

Phone* 

Not  reported 

Tar*  Status: 

Currently  In  u» 

Tank  Lact  Used: 

Wot  reported 

Entamnr* 

No 

Fee  Owed: 

NO 

Tar*  Number: 

4 

Tart;  Capacitv: 

4000 

Tar*  Age: 

47 

Tar*  Red  Tag; 

No 

Tank  Substance: 

Gasolln* 

Permit  Numb?: 

Not  reported 

Permit  Expires: 

Nat  reported 

Facility  ID: 

2021  MO 

Slabs: 

Active 

Owner  Name: 

Fire  Wng  Ser  StraUnn,  Inc 

Owner  Address; 

1720  W North  Ave 

TC120Si94.2<  FU89107 
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Map  ID 
Direction 
Distance 
Distance  (ft.) 
Elevation     SI  19 


MAP  FINDINGS! 


EOR  tO  Number 
Databases)     EPA  D  Number 


FIRE  KING  SER ICE  STATION  INC  (Continued) 


U 001 142455 


Chicago,  IL  BMZ2 

Ccrtact 

Not  reported 

Phone* 

Nat  reported 

Tar*  Status: 

Currently  m  mn 

Tar*  La«  Used; 

Not  reported 

Enferm«nl: 

NO 

FeeQvwed: 

No 

Tank  NurnbCT 

5 

Tank  Capa:ity: 

4O00 

Tank  Aoe: 

47 

Tank  Red  Tao; 

NO 

Tank  Substance: 

Dioel 

Permit  Number: 

Not  reported 

Permit  Expires: 

Not  reported 

All  17 
NME 
1(4- VJ 
£179  ft. 

R*lathret 
Lower 

Actual: 
SSI  ft. 


SHEFFIELD  FOUNDRY  CO 
2070  N  CLYBOURH  AVE 
CHICAGO,  IL  SQBM 


UST  UTOOWS790 


Site  1  of  2  in  cluster  Al 

UST: 

Facility  ID: 
Status: 

Owner  Name: 
Owner  Address: 

Contact: 
Phone  at 
Tank  SiahA: 
Tank  Last  Used- 
EnformslL' 
Fee  Owed: 
Tank  Number: 
Tank  Capacity: 
Tank  Ape: 
Tank  Red  Tag: 
Tank  Substance: 
Permit  Number: 
Permit  Expires: 

Facility  10: 
Status: 

Owner  Name: 
Owner  ArJdres*: 

Contact 
Prions*: 
Tar*  Status: 
Tar*  Lasi  Used: 
Enformerti: 
Pm  Owed: 
Tartt  Number: 
Tj*  Capacity: 
Tank  Age; 
Tank  Red  Tau; 
Tank  Substance: 
Permit  Number: 
Permit  Expires; 


2013530 
Active 

Sheffield  Foundry  Co 
2140NCIybnurnAYB 
Chicago.  IL  BQ614 
VMnter  David 
[31Jt  54*1 371 

CuifBfltiy  in  usft 
Notrepcrted 
No 
Ma 
1 

soco 

24 
No 

Notrr^arted 
Not  reported 
Not  reported 

2013830 
Active 

SHets eld  Foundry  Co 
31 -HIM  Ciyfcwri  Ave 
CMcago.  IL  S»14 
Printer  David 
(.312)549-1371 
Currently  in  use 
Not  reported 
No 
No 
2 

1000 
50 
Nd 

Not  reported 
Not  reported 
Not  reported 


TCia»i9«a  PagettM 
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Map  ID 
Direction 
Distance 
Distance  (ft.) 
Elevation  3iM 


D3tabas«(i) 


EDR  ID  Number 
EPA  10  Number 


SHEFFIELD  FOUNDRY  CO  (Continued) 


Facility  10: 

2013830 

Satis: 

AcHto 

Orrner  Name: 

Sheffield  Fuuiiiy  Co 

Owner  Aodrew: 

2140  NCtybau-nAve 

Chicago.  t 60614 

Cuilach 

Winter  Davit) 

fttcnaft 

[312)  549-1371 

Tank  Sistui: 

Currently  in  use 

Tank  Last  used: 

Not  reported 

Bifnrment: 

No 

Fee  Owed: 

No 

Tar*  N«nber: 

3 

Tat*.  Capacity: 

KM 

Tank  Agp 

22 

Tank  Red  Tag: 

Mo 

Tank  Substance: 

GaarJins 

Permit  Number: 

Mot  reported 

Permit  Expires: 

Mot  reported 

A  A 118 

North 
1M-1/2 
2314  ft. 

Retail™ 
Lower 

Actual: 
539  It 


CHESTER  BROTHERS  MACHINE  FROO 
14t4W  MACLEAN  AVE 
CHICAGO,  IL  B0614 


RCRIS-SQG  1D0OMMO1 

FINOS  (LD044245S20 


Site  I  of  2  lit  dust  w  AA 


RCRta 

Owner: 


EPAIDt 
Contact: 


CHESTER  JAMES 
(312)  55&.1Z1Z 
ILQM424SS20 

JIM  CHESTER 
[312^77-3370 


Clastspftcabon:  5matf  Qraiirty  Oaaeralar 
TSOF  Activities;  Notreportnj 

violation  siama:  Noriol  an  ens  found 


FtNQS: 

Other  Fertinert  Environmental  Aclvtty  Identified  at  Site: 

R&awce  Conservation  end  Recovery  Act  tnfermsdon  system  (RCRAINFO( 


AJ119 
NW 
■\H-11Z 
2232  ft. 

Hkjher* 

Actual: 
sssrt. 


GRIFFIN  PLATING  CO  INC 
2o2«  N  HOLLY  ST 
CHICAGO,  IL  60614 

Site  1  of  4  In  cluster  AJ 

CERCLIS-NFRAPCISMieealiDnData: 

Site  Incident  CalegoryiNct  reported 

NonNPLCode  NFRAF 

Ownership  Status :  Qthar 
CERCLIS-NFRAP  Assessment  History: 

Assessment  DISCOVERY 

Assessm  ait  PR  EUM  IN  AR  Y  ASSESSM  ENT 

Assewm  ent:  ARCH  rV6  SfTfc: 

Assewm  ent  PR  EUM  WARY  ASSE5SM  ENT 


RCRIS-LQQ  10 

FINDS  ILDWSQSS037 
CERC-NFRAP 


Federal  Facility;  Nota  Fettera;  Facility 
NPLSfcHa:  NotonfteNPL 


Complfitad: 
Completed: 

CompleterJ: 
Can  pleted: 


o&oi/iwi 

12d*f19u7 

02/amogo 
oziwnsso 


TClI0519+.2a  PagetOB 
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Map  ID 
Direction 
Dist^ice 
Distance  [ft) 
Elevation  Site 


MAP  FIMGIN6S 


EOR  ID  Number 
DaHbaiefs)     EPA  to  Number 


GRIFFIN  PLATING  CO  INC  (Continued) 


RCRK: 
Owner: 

EPA  ID: 
Comacl: 


FRANCIS  GRIFFIN 
{312)  555-1212 
ILD«SUSa037 


FRANCIS  GRIFFIN 
(312)  342-51 B1 

Classification:  Urge  Quantity  Generator 
TSOF  AciMUes:  Not  retorted 

Violation  Stalls:  Mo  vidstlcria  burns 


AC1Z0 
ENE 
tTe-irj 
2243(1. 

Relative: 
Lower 

Actual: 

swrt. 


FINDS: 

Other  Pertinent  fEnvirarmertal  Activity  Identified  at  Silas 
AIRS/AIRS  Facility  SubyEtem  (AIRS7AFS1 
National  Emissions  Inventory  (NEI> 

RssourcBConserva'ti  on  and  Recovery  Ad  Informed  on  system  (RCRA1NFO) 


LOCKUPCLYBOURN 
IKuNCLYHOURNST 
CHICAGO,  IL  tAtU 


RCRtS-SQQ  lOMHMeOO 
FINDS  ILD0™M334a 


Silt  3  o(  3  In  duster  AC 


RCRIS: 
Owner: 


EPA  ID: 

Contact: 


NAME  NOT  REPORTED 

(313)  SSS-1212 
lLDD7DG13H4a 

JUDY  RtCHTER 
(847)  441-7TB3 

CI asai ficati en;     Small  Quantity  G 
TSDF  Activities:  Notreporled 

Viol  Man  Status:  Na  irldetlors  found 


AB1J1 
SSE 


Bristly*: 
His  per 

Actual: 
SM  Ft. 


FINDS: 

Other  Pertinent  Environmental  Activity  Idenofled  at  Stat 

Resource  ConservBU  on  and  Recovery  Act  Information  system  (RCRAWFO) 


UNION  PACIFIC  RR 
1400  N  ELSTON 
CHICAGO,  IL  60SZ2 

SllaJol  2  In  cluster  A£ 


U3T  U0036SH73 

n;a 


UST: 

Facility  C: 
Status: 

Owner  Name: 
Owner  Address: 

Contact 
Phone* 
Tank  Saws: 
Tank  Last  Used: 
Entormenl: 
Fee  Owed: 


2M7C75 
Clrsed 

Union  Pacific  RR 

141B  Dodos  St  Room  530 

Omaha,  NEmi  79 

Miller  Allen 

(7061 649-521 1 

Removed 

01/01J1SCI  01:00:00 

No 

No 
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Map  0 
Direction 
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Distance  {ft.} 
Eleven  Sie 
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■MAP  FINDINGS^  :\-:C'^^t,- 


EOR  ID  Number 
Dstaoesefsr    CPA  B  Numcer 


VHIDH  PACIFIC  RR  (Continued) 

Tank  Number:  1 

Tank  Capacity:  7S0 

Tank  Age;  BB 

Tank  Red  Tag:  No 

Tank  Stbstancs;  HeaBngOH 

Rerfflii  Anjrnbaf :  Not  reported 

Permit  Sx&tes:  Not  reported 


Afjia        P60W.E3GASLfGHTANtJCCKE-WLLQWSrREeTSTATIC|*  Coal  Gu  G0O0O011I1T 

Eait  17M  KtN<35BU«Y  NrA 

CMfCA(KJ,(L  S06« 

Site  3  of  3  In  chist«  AG 

Lower  COAL  GAS  SFTE  DESCRIPTION: 

S»is  t^^Kng^Y(>^^n)^Mv^.i^^M^HO«^ta»'^V4l  Site 
Actual:  csntjnuas  across  She  saitwnsl  sidnaf  Kings  txry  over  (o  the  cans*.  By  southwest  side  o< 

SSI  ft.  XJrKjsbury  are  ^srce.  Mareriar  Scrvrrt  Corp.  sand  aid  ysr/^  pi(  siie.  Site  is  a  CEPXXIS  $in 

Number  N.D9820MK9. 

©Copytt^ri  ABSi  Rest  Property  Scan.  Inc. 


AK113 
East 

HI4-1I2 
Z3BS  It. 

Loww 

Actual: 
SSo  ft. 


HICKORY  CORP 
1780NMARCEYST 
CHIC  A  CO,  IL  £QS)4 

Stta  1  at  1  In  duster  AK 

UST: 


Facility  ID: 

202493] 

Status: 

Closed 

Owner  Name: 

Hickory  Ccrp 

Owner  Address: 

1780  N  Msreey  5! 

Crtes90.fl.  60614 

Cmtael: 

Cosentfne- 1.  G 

Pncnefc 

(313)  BtVU7)34 

Tank  Ststus: 

Removed 

Tank  Las:  Used: 

Mot  reported 

&tfcrm£nl: 

Mo 

Fas  Owed- 

Mo 

Tar*  Numtjar: 

1 

Tank  Capacity: 

3300 

Tank  Age; 

24 

Tank  fted  Tag: 

NO 

Tank  Substance; 

Diesel 

PartnitNumtsn 

Wot  repeated 

Permit  Entires: 

Not  reported 

Facility 10: 

2024930 

Status: 

Cloted 

Owner  Nsm« 

Hickory  Corp 

Owner  Address: 

1730  N  Marcey  St 

Cnlt3oo,iLBM14 

CcmtacE 

CosenttrasL  G 

Phcnuft 

[312)  684.7134 

Tank  Status: 

"  Removed 

Tar*  Last  Used: 

Nat  reverted 

Enfcrment: 

No 

Fee-Owed: 

No 

TC12K194.2S  Pa^p-m 
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MspK) 
Direction 
□is&>ce 
Distance  (ft.) 
Sevgtion  Site 


MAP  FINDINGS 


EOR  !0  Number 
Datarfisefs)     EPA  rD  Number 


HICKORY  CORP  (C<mtlnu«d) 


U00O173H5 


A.KTM 
East 

Relative; 
Lower 

Actuak 
590(1. 


T^rfc  Number: 
Tank  Capacity: 
Tank  Age: 
Tank  Red  Tag; 
Tank  Suoitsnce: 
Permit  Humbert 
Permit  6*piies: 


3 

2D0O 

24 

NO 

dasolrrto 
Hot  reported 
NolrapwtBtf 


PEOPLES  GAS  AND  LIGHT 
11*0  NORTH  MARCEY  STREET 
CHICAGO.  IL  60414 

Site  I  of  2  In  clujwr  AK 

SRP: 

lLEPA  M : 
US  EPA  M: 
Sec.  4  Letter  Daw : 
Remediation  ApjSlcant  Co : 
SarediationApislioflnt  Title: 
Corttact  Fiist  Nama: 
Contact  Last  Mams ; 
Contact  Wits; 

Contact  Ptxwe : 
Qijte&vdled; 

Point  Of  Contact ; 

Consultant  Address; 

Consulted*  Phone; 

Prq  Mgr  Assigned : 

No  Firttier  BemaJaBon  letter  0: : 

NFR  Reccrdeit  r 

Total  Acre? : 


SRP  S10S121W7 
WA 


C3I607OO22 
Net  reported 
/  / 

Tha  Peoples.  Gas  LitfH  end  Cdho  Company 

Vise  President 

Cnales 

Thompson 

130  East  Randolph  Drive 

Chicago,  (L,  BC601 

31ZZW4S10 

06f1V2003 

Notfepjtett 

Mot  departed 

Nottepartef 

Sail 

i  I 

1  I 

True 

0.130D0 


AI1JS 
NHB 

1/4- ttf 
22»H. 

Rorativa; 
Lower 

Actual: 
SM  ft. 


JLfOGE&  DOLPH  LTD 
WW  N  CLYBDURfJ  AVE 
CHICAGO,  IL  SW14 

Silt  2  of  I  In  cluster  At 


LIST  uaH-wara 

■  WA 


UST: 

Facility  ID: 
Stotui  r 

Owner  Name; 
Owner  Address: 

Contact; 
Phone  #; 
Tank  S  talus; 
Tank  Last  Used: 
Enforment 
FeaOwad: 
Tank  Nurntu?-: 
Tank  Capacity; 
Tank  Age: 
Tank  Reg  Tag: 


2C0C353 
Closed 

Judge  4  Doipri  Ltd 
2037  N  CrytxarnAve 
Chicago,  il  eoai4 
Bertonex  Jerry 
(3  ttf  477-6000 
Removed 
Noi  rBpgrted 
No 

No  ' 

■t 

BQOO 

Z7 

No 
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OtfecttCfl 
Disfetfta 
Oisiance(rl.) 
Elevation  Site 


6PR  ID  Number 
DalatEiefsl     GPAID  NLmtier 


DOLPH  LTD  (Conilnu«) 


U 001142575 


Tart*  Sutaiance; 

□itUl 

Permit  Number: 

Not  reported 

Permit  Expires; 

Mat  rsportfti 

Facility  c: 

20QOS33 

SUM: 

Closed 

Owner  Name: 

Judge  i  CJoJpri  Lid 

Owner  AAjreaj: 

20a?  r(  Ctybour  Ava 

Chicago,  L60S14 

ConuKr. 

Berlcoe.  J*rry 

Phone* 

(31H  417-6«» 

Tank  Status; 

Re/novsl 

Tank  Last  used: 

Not  reported 

Enfgrmenl: 

No 

Fee  Ow«d: 

No 

Tantc  Number: 

Z 

Tank  Capacity: 

towo 

Tank  Age: 

)7 

Tank  Rat  Tag 

Ho 

Tank  5uci3iance; 

Diesel 

Perinit  Number: 

f*ot  reported 

Permit  Eapires: 

Not  rwtetf 

AF126 
South 

23tnrt. 

Retail**. 
Higher 

Actuat 
SsSfl. 


CHICAGO  PARK  DtST. 
1419  WEST  B  LA  CXH  AWK 
CHICAGO,  IL  «WZ2 

Sltnl  of  3lr  caster  AF 

LUST; 

Incident  Num  : 
IL  EPA  let : 
lEMACtale: 

AiblT 

PRP  Name ; 
PRP  Address  : 

PRP  Phone : 

Nan  LUST  Determination  Latter : 
NFAfflFR  Letter : 
Site  Classification: 
Pfefest  Manager ; 
Project  Manager  Phone: 
Email : 

Section  57.S9r.oJ : 
SecScrt  5T.5S(ri)  Ufler ; 
Product-  Gasollna: 
Product  -  Unleaded  Gas: 
Product- Qeisel: 
Product-  Fuel  Oil; 
Product  -  Jet  Pud: 
Product-  Used  Oil: 
Product  -  Non  Petro: 
Product  -  Othur  Petro; 
20  Repot  Received : 
*5  Report  Received : 
NFR  Dale  RecarjEd : 


LUST    51 04321 B17 
NfA 


9TO341 
031  MM  101 

CHUCK  W»»er 
Chicago  Paris  OiM. 
*H  EwtMcfelrtag*  or. 
CntcaSA  IL  60SOS 
Not  reported 

/ ; 

d»i*99 

Wot  reported 

Rothertns 

[2t7)  785-1858 

ScdLftathmngfJepe  .6late.il  ,L 

?3B 

I  ) 

Falio 

Fast 
Fatjo 

Fasa 
False 
False 
False 
True 

02/22/99  ' 
0*23199 
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Map  IS 
0*rerttxjn 
Distance 
Distance  <1.) 
Elevation  Site 


MAP  FINDINGS':4: 


EDR  ID  Number 
EPAO  Number 


AF137 
South 

a»i  it. 

Actual: 
SsSft. 


PUUVHKI  PARK 

14 1ft Ml  BLACHHAVm 

CHICAGO,  IL  M622 

5tt*3of3ln  <*u«»r  AF 

UST: 

Facility  ID: 

Status: 

Owner  Name: 
Owner  Address: 


UST  UMIlCHS 
MM 


Contact 
Phone* 
Taj*  Status; 
TankLanUssa: 
EfiffivrLieflt: 
Fee  Owed: 
Tar*  Number: 
Tank  Capacity: 
TarkAge: 
Tank  Red  Tact 
Tank  Substance: 
Permit  Numrjer; 
Permit  £*pires: 

Facility  ID: 
Stalus: 

Own?  Nohh: 
Owner  Addre&S: 


Contact 

Tar*  Status:  ■ 
Tar*  Last  Used: 
Enforment: 
Fee  Owed: 
Tarfc  Numba-: 
Tank  Capacity: 
Tank  Age 
Tank  Red  Tag: 


Permit  Number 
Permit  Expires: 


2020909 
Closed 

Chicago  Parti  Dislrid 
425  east  McFetrldge  Drive 
*  Chuck  W«Aer 
Chicago,  PL606M 
VVfeb&er  Chuck 
(3135  747-133S 
Removed 

No 
No 

1 

aooo 
so 

No 

Hea»naOit 
Not  reported 
Not  reported 

2030909 
CIcsBd 

Chicago  Prr*  District 
4ZS  East  McFeWdga  Drive 
■*  Chuck  webter 
Chicago,  tteoaos 
Webber  Chuck 
[Stzj  r<r-t33S 

KKffl'iaT'BOO.'COtt) 
No 

Ha 

2 

4CC0 

3D 

Ng 

Not  reported 
Mai  reported 


AK12«         ROSCOSMeTAL  FINISHING  Ca  RCRO^QO  iDOOITBTm 

WSW  1TMW  NORTH  AVE  FINDS  lLOMKlsflM 

CHKAGO,  H.  60332 

SVMft. 

SUB  2  of  1  In  clu«t*r  Art 

RalalhrK 
Higher 

Attiub 

53?  tt. 
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Map  id 
Direction 
Distance 
Ou lance  (ft.) 
Eevation  Sis 


•MAP  FINDINGS" 


Dtatatesefs) 


RQSCOE  METAL  PtNtSH IMG  CO.  (Contlriu%d) 


£QR  10  Number 
EPA  ID  Number 


1MXM7B72* 


RCR1S: 
EPA  ID: 


NAME  NOT  REPORTED 
[312)  5SS.1212 
ILD0052S30SO 

THOMAS  RUDOLPH 
(312)  235-M05 

Clssslli  cation:  SmalJ  Quantity  Generator 
T5DF  Activities:  Hal  reported 

Viol  alien  Status:  No  violations  found 


FINDS: 

Oiner  Paranent  Envtrmmertal  Ac&vity  [dens  led  at  Site: 
AIR&AJRS  Facility  Suby^tHii  [AIRSIAFS.) 
National  Emisslors  Inventory  (NET) 
National  Emission  Trends  (NET) 
National  Tories  Inuwita-y  <NTI; 
Resource  Conservation  and  Recovery  Ad  Inftrmatian 


(RCRAJn/FO) 


129 
El  It 

IS55H, 

Relative: 
Lower 

Actual: 
*H«. 


PEOPLES  GAS  LIGHT  &  COKE WILLOW  ST  STA 
1701-1763  KINGSBURY 
CHICAGO.  )L  60614 

C  EP  CUS  Clssslli  cation  Oata' 

Site  Incident  CaHJBOryt*W  tepotled 

Non  N  PL  Status:       siSWrt  Needed 

Ownership  Status:  Unknown 
CERCLIS  Assessment  History: 

Assessment  DOC  OVER  V 

Assessment  PRELIMINARY  ASSESSMENT 

CERCUS  31*  Stows: 

Low 


C  SRC  LIS  1000348141 
FINOS  ILDMB0T4TSS 


Federal  FscSlty:  N«  aFedsrat  facility 
NR.  Status;        Not  on  tiki  NPL 


Ccmpltied: 
C-cmpleled: 


OtWISW 

otmsriges 


FINDS: 

Other  Penin«i*ErwlfariTi  entsl  AaMty  laenHrtedjI  Sit*: 

Comperhensive  Environmental  Res  pons*,  Compensation  and  Liability  Wtrmaticfi  Syslem  [CERCLIS) 


1W 

SSE 

1!*-VZ 

J3«7fl, 

Robtive: 
Equal 

Actual: 
SMfL. 


MAGNQILIA  YARO 
1441  N  MAGNOLIA 
CHICAGO,  (L  60523 

UST, 

Foctlily  O: 
Stela: 

Owner  Name: 
Qwnsr  Address.' 

Contact 
Phone  ft- 
T6r*  Status: 
Tar*  Usi  Used: 
Enforment: 
Fea  Quint 
Tank  Number: 
T«*  Capacity: 


2XK9S9 
Closed 

Genera  If  on  Industries,  Inc. 

ioso  NwtncjirtooAve. 
Chicago,  s_sosi4 
Hc^enm  utter  Nathan 
(312)  357-9600 
Removed 

01/O1/13M  00:00:00 

No 

No 

t 

3K» 
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Map  ID 
Direction 
Distance 
Distance  [ft.) 
BejaStn  Site 


E 


MAP  FINDINGS. 


Palates  e(s) 


EOT?  ID  Number 
EPA  io  Ntmbe- 


IWAGNOILIA  YARO  (Continued) 


Tsrik  Age: 
TafMftsdTatt 
Tank  Siiastance: 
Permll  Humber: 
Permit  Ochres: 

Facility  IO; 
Saba: 

Owner  Wane 
Owner  Address: 

Ccnlact: 

Tank  SlatLH; 
Tank  Last  used: 
£rformeni: 
Fee  Owed: 
Tail  Nurnsor: 
Tank  Capacity: 
Tank  Ag« 
Tank  Red  Tag; 
Tank  &A»tancs: 
iVm It  Number: 
Permit  &ipirst; 

FaoAiylO: 
Stalls: 

Owner  Name: 
Owner  Addresa; 

Contact 
Phcneft 
Tank  Status; 
Tank  last  Used: 
feitbrmenl: 
Fed  Ow«t 
T.snfc  Numier: 
Tank  Canity: 
Tar*  Agat 
Tank  Red  Tag: 
Tank  Substance: 
Permit  Number: 
Parmil  Expires: 

Facility  ID: 

Stalls: 

Owner  Name; 
Owner  Attdr  sa  s: 

Contact; 

Tank  Statu}: 
Tank  Last  Used: 

Fee  Owed: 
Tank  NLmber; 
Tank  Capacity: 


24 
No 

Gasoline 
Mot  reported 
Not  report  el 

Ctoed 

Genera  Iron  IndlBlriea.  Inc. 

1090Nortri  Clifton  Auft 

Chicago,  IL  60614 

Rosenmuner  Nathayt 

(313)  327-9800 

Removed 

O1JQm9B300S0fi0 

Ma 

NO 

2 

30D0 

16 

No 

Not  reported 
Hot  reported 
Mot  reported 

Closed 

Ganeral  Ircn  hou$trie$,  trc. 

1O90  Mcrlh  Clifton  Ave 

Chicago.  IL,  90614 

Rosenm  utter  Nalhan 

(312)  337-9600 

Removed 

01«1/19S30Cr.COSO 

No 

Ho 

3 

3000 

25 

Ho 

Class 

Not  raporlBti 

N«l  reported 

Closed 

General  Iron  (ndtairlts,  Me. 
1090  Marin  CQfion  Ave 
Crtcsoo,  IL,  80614 
RcEenmutter  Nathan 
(31 Z)  3J7-96D0 
Removed 
aimjiB83  M:05«j 

NO 
Ma 
4 

3000 


Tci205i9>^  Pawns 
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Map  |[> 
Direction 
Distance 
Dtai  (ft.) 
Elevation  Site 


MAP  f indIngsL''  >• 


EDR 10  Number 
Oatabeje(*l     EPA  ID  Number 


MAGNOLIA  YARD  (Conllnutd)  U0011424S6 

Tark  Aee  IS 
Tank  Red  Taff  Ma 
Tank.  SLtelance:   Not  reported 
ftrmlt  Number:    Not  reported 
Permit  Expires:  Nctreported 


Facility  ID: 

200S999 

Status: 

Closed 

Owner  Name: 

General  Iron  Industries,  Inc 

Owner  Adrjresj: 

1090Nortti  Clifton  Ave. 

Chicago,  IL 

Ccnlacb 

RDservnuner  Naftsn 

Phone  #. 

(311)  3Z7-9600 

Tank  Status: 

Removed 

Tank  Last  Uiad: 

QI/OtrtSHlOtWOjOO, 

EnfaTflenV 

No 

Fee  Owed: 

No 

Tank  Number: 

Tank  Capacity: 

30QTJ 

Tsnk  Age: 

26 

Tar*  fled  Tag 

No 

Tank  Substance1. 

Nolteportea' 

Permit  Nimber: 

Not  reported 

Permit  Expires: 

Not  reported 

Fsaiiv  ffl: 

3005999 

Status: 

Closed 

Owner  Name; 

Genera!  Iron  Industries.  Inc. 

Owner  Address: 

1090  North  CUftanAvft 

Chicago,  IL  60614 

Cgntscl: 

Rosen™  utter  Nathan 

Phone*: 

(312)  327-3330 

Tar*  Status: 

Remcwed 

Tank  Last  Used: 

01  rO«1983  00:00:00 

Entormene 

No 

Fee  Owed: 

No 

Tank  Number: 

S 

Tar*  Opacity: 

tooop 

TanV  Age: 

28 

Tank  Red  Tag: 

No 

Tank  substance 

Permtt  Number: 

Nol  reported 

Permit  Expires: 

Not  r^iortBd 

facility  ID: 

2005839 

Status: 

Closed 

Owner  Name: 

General  Iron  Industries,  Inc. 

Owner  Address: 

1090  North  Clifton  Ave. 

Chicago.  ILB06H 

Contact  ' 

Rosenmutier  Hainan 

Phcne)*: 

<31Z)  32/-3B00 

Tank  Status: 

Removed 

Tank  Last  Ueed: 

Olffl1/1S830ttCu:00 

Enlarmenu 

No 

Fee  Owed; 

No 

Tank  Humbert 

7 

Tank  Capacity: 

10000 

TC12K19*:Zj  PaostIT 
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MajHD 
Direction 
Drslance 
Distance  [ft.) 
Elevation  Site 


t  MAP  FINDINGS 


AL111 
North 
1f4-1ffl 
£373  ft. 

Retaltv*: 
Lov/or 

A  null: 

5WK. 


137 
MN1 
1/4-1S 
2381ft. 

La 


Actual: 
S9P  ft. 


EORIO  Num&er 
Datatosets)     EPA  O  Number 


MA GNO 11 A  YARD  (Continued) 


UMrtt4M9e 


Tark  Age: 
Tank  Red  Tag: 
TanK  Substance; 
Permit  Number: 
Permit  Expires: 


JS 
NO 

Diesei 

Not  reported 

Not  reported 


SCIENTIFIC  PLATING  COMPANY  INCORPORATED 
7073  N.  SOUTH  PORT  AVE. 
CHICAGO,  JL  Sfl«H 


RCRIS-LOQ 
FINDS 
TR13 


inotcoana 

eOSHSCHTFM 


Silal  of  4  in  cluster  AL 

RCRtS; 

Owner:  MCCALUSTER  DOUGLAS 

(312)  S5S-1212 
EPA  ID:  110961793287 

Contact:  DOUGLAS  M  CCALL ISTER 

Classification:     Lsfas  Quantity  Generator 
TSDF  Activities:  Not  reported 

BIENNIAL  REPORTS: 

Last  Biennial  Recoiling  Yew:  2001 

Wgste  Quantity  (Lbs> 

DQQZ  12S39S.S7 
F0O6  433021 .SB 


Waste 

DOGS 


Quantity  ILbal 
128396,87 


Vitiation  Stalin:  Vidaliens  e*isi 

Reoul  ali  on  Violated: 

4rea  c/  Wofatrcn; 

Osle  violation  Determined: 

Actual  Date  Achiauad  Compliance: 


GENERATOR- ALL  REQUIREMENTS  [OVERStGHTJ 
osin/grjoo 

11J1-U30M 


There  a»e1  ulola«onrse05tj»>pepDrtedat  this  site 

Evaluatlrji  AreaofVidatim 

FINDS: 

Other  Pert  nent  Emironm  anted  Activity  tdentieed  at  SilK 
AIRS/AIRS  Facility  Suuystam  (AHS/AFS) 
National  Emission!  Inventory  (NEI) 

Resource  CensarvaKan  and  Recovery  Act  Herniation  system  (RCRAINFO) 
Toxic  Chemical  Reiettsainvtntoy  System  [TRIS) 


Oats  d 

Comciiance 


CLEANING  CLUB  CLEANERS 
2121  N.CLYBOURN 
CHICAGO,  IL  5061* 


RCRIS-SOG  logoiSJHB 
FINDS  ILD*94TS15W 
SRP 


TCiao5t»j>  Psoena 
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M^i  10 

Direction 
Distance 
Distance  (A.)  , 
Elevation  Site 


i  MAP,  FIN  DINGS 


EDR  ID  Number 
DaBtH3e(3)      EPA  ID  Numtler 


133 
ENE 
1J+U2 

Relative: 
Lower 

Actual: 
590  ft. 


CLEANING  CLUB  CLEANERS  (Continued) 


RCRI& 
Owner, 


EPA  10- 
Contacc 


SUNWUNGJI 
(312)  SSS- 1212 
IL0984781S83 

WAJNG  SUN 
^121177-1130 


Ciasslteslicft:    Smalt  Quantity  Generator 
TSDFArJvillei:  Notreforled 

Violation  Ststui:  No  iWeKcto  tcund 
FINDS: 

,  Other  Pertwianl  EnuironmBnM  Activity  Identified  at  Site; 
AIRSMIRS  Facility  Sutlystem  <AIRS«FS) 

Resource  ConservaBon  and  Recovery  Act  tnfkymallcn  system  rRCRAIrJFQ) 

SRP: 

IL  EPA  Id  : 
USEPAW: 
Sec.  4  Letter  Data : 
R  em  edlalion  Applicant  Co : 
R  em  60i=tlofi  Applicant  Tina : 
Contact  First  Nsma: 
Contact  Last  Name: 
Ccntact  Aadressi 

Contact  Phone : 
Dale  Enrolled: 
Considtari  Company : 
Paint  Of  Contact: 
Consultant  Aijr&g; 


Ccnsultant  Phone : 

Prcj  Mg-  Assigned : 

NoFu-ther  Rsned^tion  Letter  Dt : 

NFR  Recorded : 

Active: 

Total  Acfes: 


031B075049" 

iLDswTtrtsaa 
/ 1 

Cleaning  Club  Cleaners 
Mr. 

Sun 

2121  NcrlriCtyfcOL/n  Avenue 
CNcagaH.  soeii 

773477113} 

Pioneer  EncJneann9S  Envircnmsital  Services,  Inc. 
Megan  WeHs-Pss^e 
700  North  Sacraments  Bout  ward  . 
Suite  101 

CNcagalL  60612 
<31Z|  5S7.1021 
tenders 

/  / 
/  / 

True 
0.10000 


REPUBLIC  PIP  *  SUPPLY  CO 
1635  N  CLYBOURN 
CHICAGO.  IL  60* 'd 


UST  UW3«7»0 


UST: 
Facility  lO: 
Status: 

(Xvner  Name: 
Owner  Address: 


Contact: 

Tank  3lalus: 
Tank  Last  Used: 
Entorrcient; 
Fee  Owed: 


203E640 
Exempt 

Clybourn  Avenue  Associates  Jc 

2»  N  Lasalia  Street  Sulla  1300 

C(Q  Rudriek  iWotte 

Chicago,  IL  BM01 

Homer  RietBnJ  S 

1312)  3BS-2^Qa 

EjiHnptllum  reuulrHllon 

IM1Jig73<M:«W)0 

No 

NO 


TCI20SI9*2s  Page  119 
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Page  133| 


Mac  ID 
DlrecHcn 
Dig  once 
Distance  (ft.) 
Heva&crt  Site 


.  MAP  FINDINGS 


EDR  ID  Mum  tier 
OeitabsseU)  EPAIDNtmber 


REPUBLIC  PIPS.  SUPPLY  CO  (Continued] 


U0C3667E20 


Tand  Nun  bar: 
Tank  Capacity: 
Tank  Aga: 
Tank  Red  Tig; 
Tank  Substance: 
Permit  Number: 
Permit  Expires: 


1 

1DQ0 

Not  reverted 
No 

Heeling  Oil 
Not  reported 
Not  retorted 


Facility  O; 
Stakfi: 

Owner  Name: 
Owner  Address: 


Canute 
Ptvjn**: 
Tank  status: 

TfnkLastUject 

Enfnr  merit: 
Fee  Owed: 
Tank  Nunber: 
Tank  Capacity: 
Tar*  Age: 
Tank  Red  Tag: 
Tank  Subsojice: 
Permit  Numtw: 
Permit  Expires: 


20366*0 
Exempt 

Clybourn  Avenue  Awedates  Uc 

203  N  Lasalle  Street  Slit*  1900 

CVO  Rudrlck4Vifelie 

CuicaQo,  IL  60601 

Homer  Richard  5 

[312)  369-21  CO 

Exempt  Cram  regslraSai 

12/3iri37300J»J» 

NO 

NO 

2 

iocs 

Nut  reported 
Na 

Heabng  Oil 
Not  reported 
Not  reported 


NE 

1J4-U2 
3406  f(. 

Retathni: 
Louver 

Actual: 
IK  ft. 


WEST  END  DENTAL 
117C  WARMITAGE 
CHICAGO,  IL  60614 

Sit*  1  ol  2  tn  cluster  AM 


RCRIS-SQC 
FINDS 


100661 5S10 
tLROOQIZTJ+S 


ftCRIS: 
Owner: 


Contact: 


WEST  END  CENTAL 
[773)  244-3600 
ILRG0012TS43 

SHERRY  TYIjOR 
(773)M4-9S00 


Classification:  Small  Quantity  Generator 
TSDF  AcHnUes:  Notreported 

Violation  Status:  NovidHtions  found 


Other  PerDnsnt  Environmental  AtMvlly  Wens  Sed  at  She; 

ResajrceCtiiierratlonarKt  Recovery  Act  Informallon  jyjton  [RCRAWFO) 
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Map  ID 

Direction 

Distance  (ft-) 

ETevaticr)  Sf*e 


MAP  FINDINGS 


EDR 10  Number 
□a(B±ase(if     EPA  10  Number  . 


AJ1SS 
NW 

■M-il2 
2421  ft. 

Higher 

ActUdfc 
596  It. 


ST  ER  fjOTYFS  EQUIPMENT-CO 
1065  ELSTON  AVE 
CHICAGO,  II  50614 

Sits  I  dm  In  cluster  AJ 

UST: 


Facility  IO: 

zmszr 

Status: 

Ctnee 

^wner  Name: 

Stereotype  Equipment  Co 

Owner  Adotess: 

2062  Bstai  Ave 

ChicagA  ILBD61+ 

Contact: 

Kottner.RalprtA. 

Phoneft 

Tarfc  Status: 

Removed 

Tank  Last  Ussd: 

NCI  reported 

Errforment; 

No 

Fes  Owed: 

No 

Tank  Number: 

1 

Tank  Capacity: 

1500 

TsnkAoe: 

22 

Tank  Retf  Tag: 

Ms 

Tank  SJMtsnOK 

NotrepwiM 

Permit  Number: 

Not  reported 

Permit  Expires: 

Nut  reported 

Facility  ID: 

Status: 

Closed 

Owner  Name: 

Stereotype  Etjulcnant  Co 

Owner  Adtiresfi: 

2062  Sston  Ave 

Chicaoi  IL  60614 

Contact: 

Ktttner.RaptiA. 

Pticnetf. 

(3151  23S-266C. 

Tar*  Status: 

Exempt  from  regstraion 

Tank  Last  Use* 

iMi/isra  oc.-aaflo 

Eiitorment; 

No 

Pee  Owed: 

No 

Tank  dumber: 

2 

Tarfc  Capacity: 

20C0 

Tank  Age: 

ft  or  reported 

Tai*  Red  Tag; 

Ma 

Tartt  Substance: 

Hatting  Oil 

Farnit  Number 

Not  reported 

Permit  Bipires: 

Not  reported 

AJ1M 
NW 

1AM  (2 
Z421  ft. 

Relative: 
Higher 

Actual: 
59*  ft. 


BAKER  DEVELOPMENT  CORPORATION 
JOtS  NORTH  ELSTON  AVENUE 
CHICAGO.  IL  60614 


3RP  81055111 1S 
Inst  Control  ntA 


aiUSoMin  duster  AJ 

It,  INSTUTtONAL  CONTROL 
[Winare  Eoa  fid : 
NFR  tetter ; 
Date  NFR  Recorded: 
Type  Of  ate: 

Comprehensive  r  Focused : 

KernBdlatrcnAofMcsnl  : 

RACcmpany : 

RA  Address : 

RA  SeconoKy  Address  : 


0316075210 
01/02(2003 

RestOerilial 
Focused 

Mr.  Warren  Baker 
Elstm  Devetcprnent,  ILC 
11 56  West  Arm  ilage  Averue 
Not  reported 


TC120S19*2»  Pag* 121 
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Map  o 

Oirecticn 
DUtarce 
Distance  (ft.) 
Elevation  Sile 


MAP  FINDINGS 


Da  abases) 


EOR  ID  Number 
EPA  ID  NumtJer 


BAKER  DEVELOPMENT  CORPORATION  (Continued! 


S10S52I11S 


Imiltuticnsl  Central) : 
Engineered  Barriers : 
Worker  Caution : 
Acres  : 
ORD  : 
Effecti-ve: 

SRP: 

IL  EPA  Id : 

US  EPA  Id 

S«;.4VBttBrO*e; 

Remediation  Applicsnl  Co : 

Remediaficn  Applicant  TIBe ; 

Corteci  First  Name; 

Contact  Last  Name: 
.,   Comacl  Address: 

Contact  Ptv™ : 
Date  Enrolled : 
Consul  unt  Company : 
Point  Of  Contact : 
Consultant  Address: 


Consul  lanl  Ptrnw: 
Proj  Mg- Assigned; 
No  Fur  [tier  Remedlailan 
NFR  Recorded : 
Active: 
Total  Act  as  : 


Chicago,  I,  606 1 4 

Groundwater  tee  restrict!  en 

Not  reported 

Fatae 

O.owlo 

1t.a-390 

True 


03W521Q 
Not  reported 

;  / 

fislon  Development.  LLC 
Mr. 

VWrrm 
Baker 

1 156  Wast  Arnrtitaoe  Awrue 
Chic9g0.IL,  5CS14 
7T37S5Q60a 
O7/22r20OZ 

Pidneff  ^ngneering  5  HrMronmentat  Services.  Inc. 

Meoanwells-Paske 

700  Norm  Sacramento  BoJevari 

Suits  100 

CWcboo.IL,  60612 
(3121 587-1011 
Crompton 
□1 .  QlfOMJM 

Fall* 

3.01403 


AJ157 
NW 
■tM-UI 
2431  ft. 

Relative: 
High* 

Actual: 
SMft. 


BAKER  OEVELOPMENTCaRP. 
2062  NORTH  ELSTCN  AVE. 
CHICAGO,  H.  NA 

SltB4or4ln  duster  AJ 

LUST: 

InddentNum  : 
LEPAId: 
lEMADtJc: 
Altn: 

PftPNsrne: 
PP.P  Address; 

PRP  Phtne: 

Ncn  LUST  Determination  Liiter : 

NFA/NFR  Letter ; 

Site  Classification  ■. 

Frojed  Manager  : 

FY  eject  Manager  Phone: 

Email : 

Section  57.S9(9) : 
Section,  a  .59!  a)  Lew: 
Product  -  Gasoline; 
Product  -  Unleaded  Gas: 
Product  ■  Daisd: 
Product .  Fuel  Oil; 


LUST  S1C522ST*5 
hi /A 


awifl« 

031  (3075210 

07/1 1fl1 

WarfwBaJter 

Baker  Qavefepment  Corp. 

1 1    West  Armi  tags  Ave. 

Chicsja  li.  60654 

773755W0O 

O1/O4J03 

/  / 

Nolreowted 
Layman 
(217)  534-4853 

Patrtda.LaymanQepa  .atateil  .ui 

732 

I  I 

Pales 
False 
False 
Palse 


TC1JD5194.25  PegelH 
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Map  10 

Direction 
Dietence 
Distance  (ft,) 
Novation  Site 


■  MAP  FINDINGS-*'-^'*  'T  *i '  '-  ■ 

:  -  •■  ■.    f  !,-■     J.-.  i^-V  -alii  gaawif . . 


EDR  (OfJumtMr 
OatebaMjj)     £PA  10  Number 


flAKER  OevELOPMeMT  CORP.  (Canilnuui} 


Product-  Jet  Fuel: 
product- Used  Oil: 
Wadna-  rWnPetnJ: 
Product  -  other  Petns 
"20  Report  Receded: 
45  Report  Received: 
NFR  Date  R«cr*M : 


False 
False 
Falsa 
T/ue 
r  I 
1 1 
■I  ! 


13a 

2*15  ft. 

Relit  to; 
Uow*r 

Actual: 


ACCURATE  DIE  &  STAMPING  COMPANY  DIVISION  OF  ALLIED 
1M7  NORTH  MAUD  AVENUE 
CHICAGO,  IL  SQGU 

CERCLlS-NFRAPCIasshlcaflonDBla: 

Site  fncictent  CataaDryNct  reputed 

Hon  NPL  Code:  NFRAP 

Ownership  Status:  Other 
CEFtCUS-MFRAP  Assessment  history: 

Assessment  DISCOVERY 

Assessment  PRELUM  (NARY  ASSESSMENT 

A*Ss*smenL  5TFE  INSPECTION 

Assessment  HFts  package 

Assessment  ARCH  WE  SITE 

CERCUS-N  FRAP  All  as  Namets>: 

accurate  ore&srvwiPTNG  co  dwof  alued 


CEBC-NFRA"  10rj3W9»S 

lL0rj9W»B2» 


Federal  Facility;  Nota  Federal  Facility 

NPLSsms;  Nw  m  IMeNPl. 

Complaled:  06«1rlflB1 

Cem(!i«ta*  09*01/1984 

Complete*  0*2*1985 

ConpieiEti  ticswisas 

Canceled:  1SH4/1965 


AW139 
NE 
1*-1tf 
2*56  ft, 

R*latlv»i 
Laww~ 

Actual; 

ssett. 


HE  DM  AN  LOFTS 

1158  WARMTT AGE  AVE 

CHICAGO,  IL  SW14 

S1ulol2ln  duster  AM 


RCRIS-SOG  IMOISSKJ 
FINOS  ItDOWICSOJI 


Owner: 


CPA  10; 
Contact 


LIN □  BERG  ROLUN 
[3121 555-1212 

iLbo&iQsasi 

GENE  NORMAN 

(512)  sri-BSoo 


ClassiRcaBcn-  Small  Quantity  Generator 
TSDF  Activities:  Nat  reported 

Viotanion  Status:  No  vitiations  found 


FINDS: 

Other  Pertinent  Erwiremienlal  Activity  UenWIed  at  Sitec 

Resource  Coraervalian  and  Recovery  Act  tnfbrmalion  system  (RCRAINFO) 


TC 12051 Pigs  123 


!i'ssa  Schu  tz  -  Oi  1942s. per 


3SEIQ 


Map  id 
Dlrectler, 
Distance 
Dispose  (ft.) 
Elevation  Sue 


AN14« 

ftebtrw: 


Actual: 
590  ft. 


GENERAL  IRON  INDUSTRIES 
1066  HE  St  NORTH  AVE. 
CHICAGO,  IL  606Z2 

Slta  1  of  2  In  cluster  AN 
LUST: 


EDR  lONumbir 
Detabsie(  s>     E  P A  ID  N  L/nter 


lust  sicusaoaoa 

KfA 


I 
I 

i 
l 


Inciaent  Mum : 

20000013 

IL  EPA  Id ' 

0316070011 

IEMA  Data : 

OIJOWO 

Ann; 

AdsmLadkon 

PBPMame: 

General  ton  Industries 

PRPAdwws; 

1903  North  ailton  Ave. 

CHicago,  ILS061* 

PRP  Phone: 

7733279600 

Men  LUST  Determination  letter ; 

/ 1 

NFAiNFR  Letter : 

07/1  TA)I 

Site  Classification: 

Not  reported 

Project  Manager: 

Reynolds 

Project  Manager  Miens 

(217)  557-nMe 

Email : 

Lesl  1  .RBynoldseepj.5tBte.il  .us 

Section  57  59(g): 

732 

SeqfJorj  57.59(h)  Utter; 

II 

Product  -  Gasoline: 

Pass 

Product  -  Unleaded  Gas: 

fslse 

Product-  Dasel: 

Trua 

Product  ■  Fuel  Oil: 

False 

Product- Jel  Fual: 

False 

Product'  Used  Oil: 

Fatae 

Product  -  NonPetra: 

Falsa 

Product -OttwrPetro: 

Faj* 

ffl  Report  Received ; 

*S  Repwl  Received : 

cameo 

NFR  Oihj  Fltecnletj ; 

t(*06O1 

AM41 
ESS 
1/*.tf2 
2*1 1  ft. 

RetatJve: 
Lower 

Actual: 
$90  ft. 


GENERAL  IRON  INDUSTRIES 
1DWW.NORTH  AVENUE 
CHICAGO,  IL  M61* 

Sit*  2  of  2  In  cluster  AN 

LIST: 


UST  UQCBSW56 


FaciliV  ID: 

2036868 

3a  tie: 

Closed 

Qw  ner  Name: 

General  Iron  Industries.  Inc. 

Owner  Adores*: 

I0K)  North  ClIricnAve, 

Cf'aS^ju,  iLoutt14 

Contact: 

AcSrn  Labfcon 

(771)  327-9600 

Tarts  SfcAjs: 

Tat*  Last  Used: 

EnrorrtiBnt^ 

No 

Fee  Owerh 

No 

Tar*  Number: 

1 

Tank  Capacity: 

10000 

Tank  Age: 

% 

Tsrfc  Red  Tag; 

No 

Tank  SubslBnc*: 

Oitsri 

Permit  Number: 

Mot  reported 

Permit  Expires: 

Not  reported 

printed  01/27/201 1  8:15AM  by  Richard.Jordan  p.  663/746  


EOR  tD  Number 
Q{nabs5U(s)     EPA1D  Number 


GENERAL  IRON  INDUSTRIES  (Continued)  UMUttB7«5 


Facility  ID: 

2036986 

Cloied 

General  Iron  toXiatnea,  Inc. 

Qwagr  Address: 

1 0£O  N  QrtfT  GJJrton  Ave 

Chicago,  (_60S14 

C en  tact 

A&m  Lsbkrjn 

prime 

(773)  327-9600 

T*rtt  Um  Ljs«l: 

En  ferment: 

No 

Fee  Owed: 

Md 

isnt  r*umoer. 

2 

Tsrk  Cacaciiy: 

ioao 

Tank  Age: 

Nai  rencrtad 

Tank  Red  TSQ", 

Mo 

Tank  Siih3tanc£r- 

Permit  Number 

Not  reported 

farm  it  &tpres: 

Noi  reported 

Fsc*Wty  fD: 

Status: 

Glased 

Owner  NanK 

t"*M""rc*  ten  Viduslrles.  he. 

Owner  Address: 

IDSONrrlh  Clifton  Ave. 

Chicago.  H.  SX14 

Contact:  ' 

Adam  Ubkon 

(773)  327-9600 

I  arte  Status: 

Does  Not  Exist 

T£nK  Last  Used: 

No 

Fee  Ort«; 

No 

Tank  Number: 

Tar*  Capacity? 

tocoo 

Tark  Age 

Noi  reported 

Tank  Red  Tag: 

Ma 

Tanfc  Substance; 

Diesii 

Psrmf!  Numt#-: 

Mai  reported 

Permit  Expires: 

Noi  reported 

Fadlit/  ID: 

2038388 

Closed 

O^ixr  Mams 

General  Iran  industries,  ins. 

IMONottiCIIHmAvt 

CKg^).lt.«M1* 

Contact 

Adam  L  j^ijij 

Phone-* 

(773)3Z/-S600 

Tark  Staua: 

Removed 

Tan*  cast  Used: 

izwi/ia7say:CM:oo 

Snrormsnt: 

No 

Feei  OwedL 

No 

Tank  Number: 

Tan*  Czpaityl 

30000 

Tank  Age: 

9S 

Tank  fto  Tao: 

No 

Tame  Substance: 

0i«el 

Permit  Number: 

Not  resorted 

Permit  Expires: 

Not  r^tcrteri 

Map  ID 

Oirection 

Distance  |n.) 
Eleuadon  Site 


M,V>  FINDINGS' 


TC12tJ5l9».2s  Paje  125 
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iissa  Schullz-.05j942s.ptf 


Map  ID 
Direct  cm 
Oistsroi 
Distance  (ft.) 


.MAP-  FINDINGS 


EDR  10  Number 
0al3b*Je(S)     EPA  ID  Number 


GENERAL  IRON  INDUSTRIES  (ContMunJ) 


Fedlity  S): 

Slain: 

Closed 

Owner  Mwe: 

Genera  Iron  Industrie,  Inc. 

Owner  Address: 

1090  NorttiClitat  Ave. 

Chicago,  ft.  60914 

Contact 

Adam  Labkon 

Pncnetf; 

[773]  327-8600 

Tank  Status: 

Removed 

Tar*  Last  Used: 

1201(1876  UffiWhOO 

Enfbrmenl: 

No 

Fee  Owed: 

No 

Tarfc  Humbert 

Tar*  Capacity: 

6500 

Tar*  Age: 

99 

,  Tai*  Red  Tagt 

No 

Tar*  Substance: 

Gasoline 

Permit  Number: 

Notfeported 

Permit  Expires: 

Not  reported 

AL14Z 
Nortn 
1(4-1/1 
2Wi  It. 

Lower 

A  dull: 
390  ft. 


UNIVERSAL  06LWER1E3  IMC 
21  DO  N  SrJUTHPORT  A  V6 
CHICAGO,  IL  MS14 

Site  2  of  4  in  cluster  AL 

UST: 


UST  U0WH7W41 
N/A 


Facility  ID:  . 

200666* 

Status: 

&t*rnpl 

Owner  Name: 

Urtvarisi  P«llverle*  Ire 

Owner  Address: 

2100  N  Scdthport  Ave 

CMcajJ,  It.  60614 

Ctntacc 

Shsahan  James  5 

Phone  ft 

(312)  548-4551 

Tailt  StatLa: 

Stamp)  from  reajstraim 

Tank  Last  Used: 

Not  reported 

Ertlnrm^l: 

No 

Pee  Owed: 

No 

Tank  MuTTb?: 

1 

Tat*  Capacity: 

90 

1  Tank  Age: 

99 

Tank  Red  Tag- 

No 

Tank  SuhtlaT.fl: 

G^snlins 

Permit  Number: 

Not  repgned 

rtarmit  Bt^rs: 

Not  reported 

AL141 
North 
1J4-W 
S5SSH. 

Retatlve: 
Lownr 

Ataual: 
S99  ft 


CHICAGO  WELD ING&0 OILER  REPAIR  CO 
W4S  N  CLVBOURM  AVE 
CHICAGO,  IL  S0614 


UST  U001H328S 
N/A 


Sita  3o(4  In  oMwvAL 

UST: 

tacitly  ID: 

status: 

Owner  Nome: 
Qwn^  Ad*ess: 


2COT4ST 
Close) 

CPKeaao  Weidna  i  Boiler  Repair  Co 
J145  N  Clybourn  Ave 
Chicago.  «.6C6n 


printed  01/27/201 1  8:15AM  by  Richard.Jordan  p.  665/746 


a5-S42s.pdf 


MEpID 
Direction 
Distance 
Dis^nceltt) 
BsvaSon  Sle 


■.  MAP  FIW  DINGS 


EDR  ID  Number 
Dabtesefs)     EPA  to  Wi/nbar 


CrttCAeOVjeLoiMeaBOILER  REPAIR  CO  |CDnnnij«JJ 


umtubms 


Ccntact: 

KetdsenJetfry 

Prions* 

{312)  34S-3422 

Tank  Status: 

Tank  Usl  tJiea: 

CHWiSSt  C0:OU:D0 

Enfcnflerit: 

No 

FwO^edc 

Ha 

Tank  Numbtr : 

Tank  Capacity: 

5w 

TanKAaK 

27 

TanK  Red  Tag: 

140 

TanK  Substance: 

£asolrna 

Permll  Number: 

Not  reports] 

Permil  Expires: 

Not  reports 

North 
ISM  ft. 

Refertive; 
Lower 

AnSiul: 
»C  ft. 


CHICAGO  WELDING  &  ftOlLER  REPAIR 
2US  NORTH  CLYBWJRN  AVE. 
CHICAGO,  IU  9161* 

SrU4of41(I  c*J«*f  AU 


lust  siwawrao 


LUST: 

IncWenl  Hum  : 
L6PAW: 
£MADa»: 
Ann: 

PRf  Name: 
FRP  Address  : 

PRPPtione: 

NcnLUST  Determination  Letler : 
HFAfNFFt  Letter : 
&teC'»ss:"eat!;r : 
Project  Manager ; 
Frcjecl  Uanagjsr  ftuna: 
£m3'l ; 

Section  57 .58(g): 
Section  57.53(0)  Letter : 
Prsdusl  -  Gasoline: 
ProduEi  -  Unleaded  Gait 
Prcducl  •  Oosst 
Product  -  Ftwt  Oil; 
Product  -  Jet  Fuel: 
Product  -  Usea  Oa: 
Product  -  MooPetrc; 
Prottjct  -  Older  Pelra; 
2D  Report  Received : 
45  Report  Racaved : 
NFH  Date  REra-ttnt : 


0316075125 
Roger  Ketd  sen 

GhrG^jn  Weeing  Botl^r  Fteptf  r 
21*5  Ncrtfi  Cfybourn  Awe, 
Chicago.  IL  EOS14 
No*  r^iorted 
/  / 

Met  reports* 
'.  i.-mtft 

(217)  TK-STSt 
MLkeltM*rier@epa-3&teil  .us 
732 

True 
FalM 
Falsa 
False 
False 
fa!» 
falM 
F*» 

tmaw 


TC1JQ5l3«.Il  PSes  127 
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Page  14",  . 


1 


Map  ID 

□  fraction 
Distance 
Oistance  (ft.j 
eeuHUon  Ste 


MAPFINO!MGS> 


EDR  ID  Number 
Dalabaaels)     EPA  ID  Number 


AOH5 
S56 
1J+.V2 
Mel  ft. 

Relative; 
Lowor 

Actuat 
390  H. 


MORTON  SALT  DIVISION 
1357  N  ELSTQN  AWE 
CHICAQD.IL  60523 


LIST  1000417W3 

n;a 


Sfta  1  of  3  In  cluster  AO 


UST: 

Fadlliy  ID: 
Stslias: 

Owner  Name: 
Ownar  Address: 

Contact: 
Phone 

Tank  Status: 
Tank  Last  Used 
Entorrnent: 
Fee  Owed 
Tank  iHurneef: 
Tann  Capacity: 
TankAge; 
Tank  Red  Tag: 
Tank  Siistancfl: 
Permit  Ffumfcw. 
Permit  Expires: 


3311870 
Ckoesi 

Morton  In  bsrf lattoiial  fnc 
100  M  RJversfrJ&  Plaza 

Ctics^.  rt  eoeoa 

DdpChet 
(773)  234- 101 B 
Remouad 

aW27/193aM-.O0:W 

Mo 

No 

1 

SOOD 

14 
No 

Disss' 

Not  reported 

Not  reported 


ISilfl. 


Relative: 


Actual: 
590  It. 


MOKTW  SALT  COMPANY 
13S7  H  ELSTON  AVE 

Chicago,  n.  mzt 


RCRIS-SQG  100447706a 
FINDS  IL01JT«3SJ» 


SIW2  at  S  In  tfu<l»  AO 


RCRIS: 
Omar 


EPA  ID: 
Ccnigct 


NAME  MOT  REPORTED 
(313  56B-1212 
ILD1378M769 


CHETDELP 
(T7J>23M011 

ClaaaflcfflSon;  Condi  tronsHv  Ewmpi  Smat  Quantity  Generator 
TSOFAetMUee;  Notraponrd 

vlotstfon  SiMs:  No  vfriaiions  (art 


FINOS: 

Offvsr  Fefttrtent  Environment*  Activity  kfenfifiad  at  SIe 
AfftSMlHS  Facitify  Su&ystem  (AiRS/AFS) 
Nattcral  Emissions  kwamory  {NEIJ 

Resource  CorHBtvason  and  Recovery  Ad  IrJernvaoon  system  (RCHAWFOl 


AOW 
SSE 

it*-ira 

2Sa*tl. 

Rebttvas 
Lcwer 

Actual: 
530  fl. 


MORTON  SALT  CO. 

MORTH  6LSTCN  AVE. 
CHICAGOjl,  60B2J 

Stteiot  lln  duster  AO 

LUST: 

Incadent  Nun  : 
0.  EPA  Id : 


LUST  1O01SS1MJ 


0316245050 


TCl20S1S4i»  F-ags  128 
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Page -^2  : 


Map  ID 
Direction 
O^tence 
Distance  (tl.) 
Elevation  Sle 


'.'MAP  FINDINGS 


Databases) 


EDR  ID  Number 
EPA  ID  Number 


MORTON  SALT  CO.  (Continued) 

Attn: 

PHP  Nana ; 
PRPAcorew: 


PRP  Phcne : 

Non  LUST  Determination  L 
NFANFR  Letter: 
Site  Classification : 
project  Manager : 
Project  Mareger  Phone: 
Snail : 

Section  57.5a;  g) : 
Section  57.S9(gj  Latter : 
product  -  Gasdirie: 
ProJust-  Unleaded  (Sat: 
Product.-  Deisel*, 
Product  -  Fus  0": 
product  -Jet  Fuel: 
product  -  UiedOil: 
Product  -  Non  Petra: 
Product  -  Other  Perra 
20  Report  Received  : 
45  Report  Received : 
NFR  Date  Recorded: 


Frank  CaMBtlucclg 
WononSaltCo, 
nSTNcrtn  ElstonAve. 
Chlcsgo,  IL  60622 
NotfepJtsd 
I  I 

04/02/03 
Mot  reported 
Plogusrt 
f217)  782-3101 

Michael  -Pi  ggusnQepa.5lete.lt  .us 

732 

(  / 

True 

False 

Falsa 

False 

False 

"»s» 

Fust, 

FslM 

f  / 

.1W10W 


AP14B 
East 
"1/4-1/2 
2617  ft. 

Relative: 
LowdT 

Actulk 
592  It. 


TR1ZEC  H  AH  N  TECHNOLOGY  CEMTER 
1840  NORTH  CLYBOURN 
CHICAGO.  IL  60614 

5rte1  of  4  in  cluster  AP 

LUST: 

Incident  Num  : 
ILEPAId: 
rSMADst*: 
Attn: 

PRPMamtr. 
pflp  Address 

PRP  Phone: 

Not  LUST  Oeierminstlon  Letler ; 
NFA/NFR  Letter: 
Si*  Classification: 
Project  Manager : 
project  Manager  Phone: 
Email ; 

Section  57.69(c): 
Sectoi  S7.S3tfl)  Letter : 
Product  -  Gasoline: 
Predict  -  Uriesded  &n: 
n*odLct  -  Deisef: 
fYoduct-  Fuel  Oil: 
Product -ja  Fuel: 
Product  -  Used  OH: 
Product-  Non  Petro: 
Product-  o*ef  petra: 
20  Report  Receded  : 
45  Resort  Received : 
NFR  Data  Recanted : 


LLC 


20010328 
O31W700OS 

Marti  Matthew 

Trtiec  UshnTechnotOB/  Center  LLC 

3225  Old  Orchard  Rd. 

Skokle.  IL  8X77 

S475B191S5 

i  t 

t  I 

Ndi  reported 

McCain 
(217)  7BS-B309 

RctoinM  cCatnQepB-£tata.  it^js 
732 

True 

False 

False 

Fdae 

False 

False 

Falsa 

Fats* 

1 1 

1 1 

I  I 


LUST  S1049G79W 
WA 


TC  12031942s  Page  129 
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lissa  Schultz  -051942s.pdf 


Map  ID 

Direction 
Distance 
Distance  (n.) 
Elevator  Site 


MAP  FINDINGS 


EOR 10  Number 
EPA  D  NuJitec 


AP149 
East 

1/4- 1# 
IB  17  ft. 

Hafatfve: 
Lo«v 

Actual: 
532  ft. 


TR1?ECHAH«  CLYBOURN  TSCH  CTR 
1S40N  CHrBOURN  Ave 
CHICAGO,  IL  60601 

SltB2ot  4  In  cluster  AP 


RCRtS-SQG 
FINDS 


K»asi4i« 

fLDOAfftjSK 


RCRIS: 
Owner: 


EPA  XD: 
Contact 


NAME  NOT  REPORTED 
(312)  555-1212 
lLD0#l7335rB 

RAOJLSMOCZVNSKI 
(312)  943-8900 

CtessrrMation:  SmarKJuarrlily  GaiaBtor 
TSDF  Acflvlties:  Not  reputed 

VI  aaaon  Status:  No  vidascnt  found 


FIN  OS: 

OtTH  Pertinent  Environmental  Acbvity  IdsntfitidatSlle: 

Re5twoeConBwirationanaR*oo«ery  Act  Information  system  (RCRAINFOJ 


API  SO 
East 
114-  Vt 
2B17ft. 

Relative 
low*r 

Actual: 

ssait. 


FORMER  ARTMARK  BUILDING 
1840  N  CLYBQURN 
CHICAGO.  1L  B0BB2 

SH*  3  o(  4  In  cluster  AP 
UST: 


UST  UW376M2B 
N/A 


Facility  id: 

Status: 

Exempt 

Owner  Mams; 

Argent  Group 

Owner  Address; 

32JS  Old  Orchard  Rd 

Skokle,  11.60077 

Ccrtacl: 

Nat  reported 

Phones: 

Not/wcvtad 

Tank  Status: 

Exempt  from  registration 

Tank  LstUsed: 

12131/197300:000) 

Entorrnent: 

No 

FesOwr«£ 

Wo 

Tank  Number: 

1 

Tank  Capacity: 

500 

Tank  Age: 

Net  reported 

Tgrk  Red  Teg; 

NO 

Te*  ik  atijaLgBKA;; 

Permit  Number: 

Not  reported 

Permit  Expires: 

No<  reported 

AQ151 
NW 

1/4-1/2 

2*wrt. 

K*tatlve: 
Higher 


SHELL  SERWCSSTA 
1723  VSIARMIT AGE 
CHICAGO,  IL  srjsa 

Sltel  of  4  In  duster  AQ 


Actual: 
598  ft. 


RCRIS-SQG 
FINDS 


10C0S9S474 

ILRO 
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Page j44: 


Map  ID 

Distance 
Distance  {ft.] 
Sevaton  Sita 


ECU  10  MLrflter 
Dstabase(3l     £PA  ID  Number 


SHELL  SERVICE  STA  (Continued) 


1M09BMM 


RCFtlS: 
Owner: 

S*AlO: 
Contact 


Shell  or.  co 

(ri3)  1*1-5161 
ILRMOoutfkM 


7S2DH. 

Relate 
Hioher 

Actu^t: 
5W  h. 


SHIRLEY  TUNG 
[7D8)572-573S 

Claslrleatloo:    Small  Quantity  Generator 
TSOFAeSHNo:  Not  reported 

Violation  Status:  No  woialons  found 
FIMCS: 

Ofrier  Pertinent  Eiwironmenal  Acuity  identified  a(  Site: 

Reswcs  CctueruBDOfi  snd  Recovery  Ac!  Information  system  <RCRAINFO) 


SHELL  QtL  CO. 

1 129  WEST  Afi  M  FM  GS  AVE. 

CHICAGO.  tL  WG22 

SltBjpf  ■tln'chisterAQ 

LUST; 

IfteidaHNum : 
ILGPAId: 
leMADat*: 
Attn: 

FRF  Mans: 
PRP  Address : 

FFStFPnona: 

Won  LUSV  Oetsr mlnabon  Lata : 

NFAMFR  Letter: 

SiteCtessiSeaoon: 

Prqsct  Mareger  : 

Project  Manage  PhcriHc 

Email; 

SeefiJn£?,5S(gJ; 
Section  57.H(g)  Letter : 
Product  -  Gasoline: 
Predict  -  Umeatled  Gjs: 
Product  •  Os'fei: 
Product  -  Fuel  OH: 
Product- Jet  Fuel: 
Product  -  Used  Oil: 
Prot»utt -Non  Puree 
Prwucl  •  Otrief  Peu-K 
20  Report  Received ; 
45  Report  Received : 
NFR  Data  Recorded : 


LUST  31W5KSSS 
NfA 


S5M70 

(S1 62*3077 

Q20SS5 

j3hrtRo6btns 

&iui<on  Entcrprtses  LUC 

603  OWIRd,  Suite  103 

NaeervMIe,  IL605S3 

I  ! 

I  I 

HISH 
Rahman 

TSZ-e&WJ 

MorHmmed.Ranmat&epa  jtataJJ  .us 

732 

/ 1 

True 
False 
Fstse 

Fuse 

True 

False 
/  / 
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MaplQ 
Defection 
Distance 
Distance  (fl.J 
Elevation  Sit 


.MAP  FINDINGS  ■ 


EOft  10  Number 
EPA  C  Number 


AQ1JJ 
NW 
1/4-1/1 
2KB  It. 

Relates 
Kfghw 

Actual: 
53*  ft. 


SMELL  SER  STATION 
1«9WARWITAG6 
CHICAGO,  IL  eWK 

Site!  of  4  In  duster  AO 

UST: 


UST  (JMM1431M 
N/A 


Facility  10; 

2CB1W2 

Status. 

Closed 

Owner  Nan*: 

Shell  Oil  Product* 

C**ner  A&ress; 

P.O.BrjjlMM 

Turo  Snefl  pi«» 

KojslnnrrX77SSS 

Gcrtect: 

Buttsr  Jctn 

Phone  j*^: 

[3-12)  252-3255 

Tank  Status: 

Remoted 

Tar*  Last  Uiedc 

Enformenl 

No 

r^e  Owed: 

No 

T!*iflt  Humbert 

1 

Tanlc  Capacity: 

10000 

Tank  Age: 

18 

Tank  R  Ed  Tao: 

No 

Tank  Substance; 

Gasolrns 

pier  nut  N  umber: 

Not  reposed 

Permit  £xpf  re3 ; 

riot  reported 

facility  O: 

2K104i 

Status: 

Closed 

Ouvnsr  Name: 

Shelf  0)1  Products 

Owe  Attdre&£: 

P.O.  Box  2MQ 

T«voS*)eVl  Plaza 

Houston.  TX772S3 

Contact 

RutterJthn 

Phcne*: 

(31»  25E-3SK 

Tar*  Status: 

Removed 

Tar*  last  Usiai: 

Q2TO1E95<XM(W0 

Enfarmo* 

No 

Fe*  Owed: 

No 

To*  Number; 

Z 

Tsrk  Capacity: 

I0C0C 

Tar*  Age: 

ts 

Tar*  Red  Tag; 

Ha 

Tar*  Substance 

Gascftne 

Permit  NurnDer; 

Not  resorted 

Permit  Expires: 

Not  rtucrtun 

Faciiitir  10: 

Sla!u&-. 

Clcoed 

Owner  Nome: 

SrieH  Oil  Products 

Owner  Arjrjfess: 

P.O.  Box  2099 

Two  Shell  Plata 

HouftCrt  TX772S 

Contact: 

Ruller  John 

Rmrwff: 

(312}  2S-32S5 

T3rii  Suiuj: 

Removed 

Tar*  Lati  U$nt 

02^1585  MMfflJ 

Entormem: 

No 

Fee  Owed: 

No 

TC1'205t9*3s  Pagataa 
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MaaD 
Direction 
Distance 
Otalanea  (ft.) 
Elevation  Site 


'MAP  FINDINGS 


Casibasefs} 


EDR  ID  Nunber 
EPA  ID  Nir/ibar 


SHELL  SER  STATION  (Contlmnd) 


API  M 

Rdattvt; 
Lpwer 

Actual: 

saaft. 


Ta*  Number: 

3 

Tank  Capacity: 

10OM 

Tark  Age: 

IS 

Tank  Red  Tag: 

No 

Tank  Substance: 

Gasoline 

Permit  Number: 

Not  reported. 

Permit  Expires: 

tlotreporiM 

Facility  ID: 

Status; 

Closed 

Owner  Name: 

Shell  Oil  Products 

Carrier  Address: 

P.O.Box  2039 

Tuno  Srieif  Plata 

Hnustiy.TX  77252 

Contact: 

HiMr  John 

Fticrw  ift 

(312)  252-3255 

Tank  status: 

Removed 

Tank  Last  Used 

DM»l99SC0:Ma» 

Enter  merit: 

No 

Fea  Owea: 

MO 

Tank  NumBer: 

4 

Tank  Capacity: 

550 

Tank  Age: 

3T 

Tank  Red  Tap: 

No 

Tank  Substance; 

Used  Oil 

Permit  Number: 

Net  reported 

Permit  Sxpires: 

Not  reported 

TRtZEC  KAHN  CLVBOURK  TECHNOLOGY  CEN 
1MO  NORTH  CLYBDURN  AVENUE 
CHICAGO,  1L  60M4 


3RP  S10W2S7W 

iwa 


SHb  4  nt  4  In  cluster  A  P 

srp: 

ILEPAW: 
US  EPAW: 
5ec.4  Letter  Gate : 
Remetftaticn  Applicant  Co : 
ftarnedlatiart  Applicant  Tide : 
Conoci  First  Name: 
Contact  Last  Name : 
Contact  Aifrass; 


Ccnlscl  Phone ; 
Oale  Err  died : 
Ccnjjtant  Company: 
Point  Of  Contact: 
ConsJtant  Address: 


Consultant  Prone: 

Prof  Mgr  /ssigntrj : 

HoFuihff  Remedl  snort  Letter  Dt: 

HFR  HtcrrrJeti  : 

Active  I 

Total  Acres  : 


□31607OM6 
.1LD08+T335B3 
/  I 

Triiec  Harm  Clyfcourn  Techndogy  Center.  LLC 

Mr 

Mark 

Matthews 

SSSSOIfl  Orchard  Robs 
SuleS7A 
Sknkie.tL.  60077 
S47SB1S1SS 
OSHiVZHi 

Pimeer  Envirorrnentai,  Inc. 
Joseph  C.XelJy 

700  Norm  Sacramento  Boulevard 
Suite  101 

Chicago,  IL,  6C612 
(312)  SB7-1021 
SaSOi.  6d 
1»15«M1 

False 
1.S0O0O 
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Map  10 

pireeaon 

pisiance 

QISIBTCe^rl.) 

Elevation  Site 


MAP  FINDINGS 


EORK3fVumb9r 
OBttbasefs)     EPA  10  Number 


AR153 
hJNW 

1/a-l 
2734  ft. 

Relative: 
Higher 

Actual: 
59S(t. 


WLVCHRQMS  C  H04K  AL  CO  RPOR  ATION 
2100  WORTH  EL.5TON  AVENU£ 
CHICAGO.IL.  «6-t4 


3ita  1  o1  S  In.  ctust«  AR 

5RP: 

ILEPAId: 
US  EPA  let: 
Sec.  4  Letter  Dale : 
Remscfdtion  AfglliE^rfl  Go : 
Remediation  Aprjficarl  Title : 
Contact  Pint  Name: 
Contact  Last  Name : 
Contact  Address: 

Contact  Phone : 
Date  Enrolled : 
Consultant  Company : 
Par*  Of  Contact : 
Consul  [art  Address: 


Corgi^tant  phone : 

Prq  Nlgr  Assigned: 

No  Further  RemedaUon  Letter  Dl: 

MFR  RacdfJed: 

AcSva: 

Told  Acres : 


□0160751 » 
Notrepo-lsc 

// 

Bslon  Development  LLC . 

Mr. 

Warren 

6*er 

usswesl  Armitaoa 
Ctiicaga  fL,  6csi* 

(773)  756-OflOO 
10Y25f19M 

Pioneer  Environnienlat,  Inc. 
Michael  Carmiito 
TOO  North  Sacramento  Boulevard 
Suite  101 

Chicago,  i,  6C612 
(3T2)  SB7-KJ21 

/  / 
/  / 
True 
0.40003 


Aft15B 
HUVf 

112-1 

3734  ft. 

Relalr™: 
mtjhflr 

Actual: 
S»  ft. 


FLORENCE  CORPORATION 
3101  NORTH  ELSTON  AVENUE 
CHICAGO,  1L,  W6T4 

aitejoisin  Ouster  AR 

I L  (N  BTUT  ONAL  CCNT  ROL: 
minds  Epa  Id : 
MFR  Letter : 
Dale  NFR  Recorded : 
Type  Of  Site: 

CorrrprfirnEive  I  Focused : 

Rtmsdtati  on  Applicant: 

FtACcmoeny: 

PA  Address  : 

RA  Secondary  Address  : 

institutional  controls : 
Engineer  Ed  Barriers : 
V*r(ser  Caution  : 
Acres  : 
ORO: 
Effective : 

SRP: 

»_EPMd: 

US  EPA  td  : 

Sec.  4  Letter  Oat* : 

Rem  eolation  Applicant  Co : 

Ram«diatim  ApfiicarU  Title ; 

Coniagl  First  Mama; 


SRP  5104491 532 
Insl  Control  N/A 


031  (3075011 

1Qf2Sff997 

(2/12/1997 

Inouitrial/Ccmmwcla 

Comprenerislve 

President  UoyrJ  Scficdey 

Florence  Corporation,  he. 

JISIMsfAEsssnAvaiud 

Not  reported 

Chicago,  IL  80SH 

Groundwater  use  restriction 

NctwtortefJ 

Fall* 

1.55000 

Not  reportcs 

True 

0318073(111 
Not  reported 

// 

f=  I  orerca  Ccrporwtn 

President 

Uuyd 


TCt20S194Js  PagallW 
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Map  10 
Direction 
Distance 
Distance  (ft.) 
Elevation  Site 


MAPPtNDINCS 


□atabase(5j 


EDR  10  Nunber 
EPA  ID  Number 


F LOR EMC  E  CORPORATION  [Contlnutd) 


5104481532 


Cortl^:!  Last  Name : 
Contact  Address: 

Contact  Phone: 
Oete  Enrolled ; 
Consultant  Company : 
Point  Of  Contacl ; 
C  oroul  tsnt  Aoareaa: 


Consultant  Phone : 
ffof  Mgr  Assigned  ; 
No  Firmer  RtmwssKon 
NFR  Recorded: 
Active: 
Total  Acres  : 


01: 


Schudey 

3101  North  Elston  Avenue 

Chic 350.  IL  60614 

(773)  2H-3H7" 

DSr22f199T 

.GaiaTaeh,  ne. 

A.  TevtlK  ArgurJen 

Ona  North  Franklin  Street 

Suita2K0 

Chicago,  IL.  50606 

(312) 

Cummiflgs 

10123(1997 

1»12/1S9T 

False 

1.5500O 


AR157 
NNW 

37M  ft. 

Relative: 
Higher 

Actual; 
599  ft. 


REICHOLO  C  HEMIC  ALS 
S100H  ELSTON  AVE 
CHICAGO.  IL  (0814 

SHeSof  3  in  chistsr  AH 
C0RRACT5  Data: 

EPAIdt 
Reojrm: 
Area  Name: 
Actual  Das, 
Corrective  Action: 


2002NAIC5  Titte: 


RCRIS-SQ0  1WWH.11B3 

FINDS  ILDM49S3433 
COftfiACTS 


ILO0O49S9433 
S 

ENTIRE  FACILITY 
03(31/1994 

CA225IN  -  StaoiMialWn  Measures  Evaluation. Tlnifi  facility  Is  iii ,  snmabletD 
stjtjliialion  activity  because  of,  a  lack  of  technical  data.  An  evaluation  has 
been  ccmpleied.  but  further  dala  Is  necessa-y  to  aeiemilna  stabilization 
measures,  fsseinility  nr  appropriateness.  This  status  should  be  changed  when 
data  becomes  aval  lad* 
Not  Reported 


EPAM; 
Region: 
Area  Name: 
Actual  Date: 
Corrective  Action: 

20O2  NA1CS  Tilt: 


ILO004S5S433 
5 

ENTIRE  FACIUTY 
1M1J1993 

CAQ75LO  -  C  A  Prioritization.  Facility  or  area  was  assigned  a  low  mrreclive 
action  priority 
Not  Reported 


RCRIS  Corrective  Action  Summary: 

Event  StaWlfzadon  Measures  evsiuefon.Trds  facility  is  not  amenable  Id 

staUliiatlcnacSvity  becausaofa  lack  of  lajinical  data.  An  evaluation 
has  been  competed,  but  lurther  data  is  necessary  to  daer  mine  staoiliiation 
measure*,  feasibility  or  appropriateness.  This  status  should  be  changed  when 
data  becomes  avail  acta. 

Event  Date  00(31(1994 

Event:  CA  Friorlnzaiion,  Facility  or  area  was  assigned  a  low  corrective  action 

priority. 

EvsitDae: 


TC12B5t94.2s  Page  135 
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mbp  id 

Direction 
Distance 
Distance  (n.) 
Elevation  Site 


MAPFINOINQS-.: 


Dalabeser.3) 


EOR  ID  Number 
EPA  ID  Number 


REtC HOLD  CH £MIC A LS  |C o ntin u ed | 


RCRIS: 
Owner : 


EPA  ID: 
Contacl: 


E  I  DUFONT  BE  NEU0ORS4  CO  INC 

(302)  774-3B91 

ILD0W36M33 

BAROTVINOD 
(312)  772-1600 


Classification:  Small  Quantity  Gai 
TSDF  Activities:  Not  reported 

Wolatton  Staus:  Violation*  eisist 

Regulaii  on  Violated: 

Area  o(  Violation: 

Date  Viol  atfm  Determined: 

Actual  Date  Achieved  Compliances 

Regulation  violated: 
Area  of  Violation: 
CateVtot^icn  Determined: 
Actta!  Date  Achieved  CqmpMsnce: 

R  agtfslion  Vi  d  ated: 

Area  of  vlola^on: 

Gate  Violation  Determined: 

AcLlhI  Date  Achieved  Ccmpiisnce: 

Regulation  Violated: 

Area  of  Violation: 

Dale  Violation  Determined: 

Actual  Data  Achieved  Compliance: 

RegjIaiiOfiVidaled: 
Area  or  Violation: 
□aieVlclatlcr  Determined: 
Actual  Date  Achieved  Comriwnoe: 

ReojJaS  on  Viol  also:: 

Area  of  violation: 

Dale  Viola*  en  Determined: 

Actual  Oat*  Achi  eved  C  cm  pirnce 


722.1 12<a> 

GEN  ERATOR-GEN  ERAL  REQUIREMENTS 
722.1 34<.a> 

GENERATOR-PR  E-T  RAN  SPORT  REQUIREMENTS 
rwayiB93 

07/W1S83 
722.140(c) 

GENERATOR-RECORD  KEEPING  REQUIREMENTS 

<W16f1893 
722.142(31(1) 

GENERATOR-RECOTOKEERNG  REQUIREMENTS 

0473*1993 

07J1Sf1993 

722,M2(s)(2) 

GENE  RAT  OR-RECORDKEEPING  REQUIREMENTS 

MJ2tnsH 

07J1S/t3M 
7IaiDr(a)(6) 

Q6NERATOR-LAN0  BAN  REQUIREMENTS 
07;iS/1SS3 


The™  are'  6  violation  reocr  a(l)  reported  at  Itis  site: 
Evaluation  Area  of  Violation 


Dated 
Compliance 


FINDS: 

Cther  Pertfna*  Environmental  Activity  identified  al  Sue: 

ftescorceCcrccmnkcn  and  Recovery  Acl  Korraatton  system  (RCRAINFO) 


2742  ft. 


Relative: 
Higher 


Actual: 
398  ft. 


N  HENRY  i  SON  INC 

1B43WWABANSIA 
CHICAGO.  IL  60SZ2 

LUST: 

Incident  Mum  : 
ILEPAkJ: 
IEMA  Dale) : 

Attn: 

PRP  Name : 
PftP  Address : 


U3T  uooorrsiass 
LUST  N/A 


ssibtb 

0316246207 
Ben  Wolf 

N.  Henry  Son  Inc. 
16»  Ncrth  Monora  SL 


TC123S1&21  Ffcos136 
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Mac  ID 
Direction 
Distance 
Distance  [ft.) 
Elevation  Sta 


MAP  FINDINGS^ 


0glet]B5e(5} 


EDFt  ID  Nunber 
EPA  10  Nunber 


N  HENRY  &  SON  INC  (Continue)) 
PRP  Phcne: 

Man  LUST  DBtsrminatiai  Letter : 
NFAJNFR  letter  : 
Stle  CI  wsill  cation ; 
Preset  Manager : 
Project  M^iager  Phone: 
Email  : 

Section  57.59(g) : 
Sato  on  57.59(g)  Letter : 
Product  Gasoline 
Pt edict  -  Unleaded  Gas: 
Product  -  DeiseJ: 
Product  -  Fu«  Oil: 
Product -Jet  Fuel: 
Product  -  Used  OM: 

Predict  -  Won  Petrrj; 

Product.  Other  Ptilro: 
20Rapor1  Received : 
4S  Report  Received: 
NFRrj^e  Recorded : 


UST: 

facility  ID: 
Status: 

Owner  Name: 
Ownar  Address: 

Ccnisct: 
Phone* 
Tank  Stolm: 
lark  UeI  Used: 
Enformenk 
Fee  Owed: 
Tank  Number: 
Tank  Capacity: 
Tank  Aok 
Tank  Red  Tag: 
Tank  Substance: 
Permit  Number: 
Permit  Ertpires: 


2030653 
Closed 

N  Henry  £  Son  tne 
1644  N  Howe  St 
ChiQfgD,  IL  60822 
war  Ben 

(311(40-1150 
Removed 

asruijiafioixwwflo 

Ma 
KO 

1 

8000 

Si 

No 

HeadnsQil 
*Jot  reported 
Nni  reported 


Chicago.  IL  60622 
Not  r  sported 

/  r 

0B/1W96 
Not  reporiHl 
Steinriarner 
No*  reported 
Not  reported 
73Z 
/  f 

Wis 
False 
FSse 
False 
Fate 
Falsa 
False 
Trua 
02/25198 

<  I 


15»  BUDGET  RENT  A  CAR 

NE  11»WARMfTA(iE 

1/3-1  CHICAGO,  IL  WS14 
JTSS  ft. 


RCR1S-LQG 
FWDS 
LUST 


1001487460 
ILRM00S375S 


Rdstrvs: 
Equal 

Actual: 

sun. 
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Map  D 
Direction 
Distance 
Distanced 
Elevalicrl  Site 


map  finoimgs 


Database!  s) 


EDR  10  Number 
EPA  ID  Number 


BUDGET  RENT  A  CAR  IContlnuM] 


RCRIS: 
Owner: 

EPA  ID: 
Cmiacrj 


Classification: 
TSDF  Activities 


BUDGET  RENTACAR 
(SM|  955-7203 
(LR0COO637eS 

KaRLWESTERMANN 
(830)  955-7203 

Large  Quanttly  Generator 
:  Nat  reported 


vl elation  Status:  Noviolalioia  found 


FINDS: 

Other  Pertt™«  Erwironm total  Activity  HertilledalSle: 
AIRSWJRS  Facility  Subysterrt  (AIRSfWS) 

RescureeCofiSBrvBdonandRecmayAcl  WorrraScn  svslam  [RCRAINFO) 


LUST: 


Incident  Num  : 

IL  EPA  Id : 

0316075*31 

KM  A  Date; 

Attn: 

Karl  Vitebtermam 

PRP  Name: 

BudgetRenlACar 

PRP  Address  : 

*Z&  Maperville  Rd. 

Usie.  ILS0SH 

PRP  Prone: 

Hot  reported 

Men  LUST  DBterrniralion  Lettfi  : 

/ 1 

NFA/NFR  Letter : 

04/11/95 

SI  le  ClassHI  cation : 

NFA 

Project  Manager : 

Plggusri 

Frojecl  Manager  Prime: 

(317}  783.3101 

Email : 

Michael ,  PlgcushO«pa.«ata,i  i  .us 

Seclion  57.59(0) ; 

733 

Seclion  57.53(g)  Letter : 

/ 1 

Product  -  Gasoline: 

False 

Product.  Unleaded  Gas: 

True 

Product  -  OetseJ: 

False 

Product  -  Fuel  Oil: 

Product  -  Jet  Fuel: 

False 

PrtducL-UiedOd: 

FdM 

Product -Non  Pelrix 

Fal» 

raise 

20  Report  Received: 

11r23«4 

<>S  Report  Received : 

12r29t>94 

NFR  QateReeerOed: 

/  / 

Incident  Num  : 

991298 

IL  EPA  Id : 

0316075131 

EM  A  Date  r 

MTO1IS9 

Attn: 

Karl  Wntermam 

PRP  Name: 

BwJaatRanlACar 

PRPAtfdresa: 

J  223  NapenrtlteRd, 

lisle.  IL  60531 

PRP  Phone: 

63WS57203 

Nm  LUST  Determination  Letter : 

// 

NFAfNFR  LWier: 

/  / 

Si  le  Classification; 

Not  reported 

TC 1205194-23  Psee138 
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^age  152 

M                                        Map  ID 

:MAP .FINDINGS ."  ' ■. 

Olrection 

,Qp  Cistanca 

Distance  (ft,) 

SDH  ID  Number 

Elevation 

Ste 

D^Obaaefs)     6PA 10  Number 

M 

BUDGET  RENTACAR  (Continued) 

10D14W460 

Preset  Manager : 

f  1  ii  i  'i  !■ 

'  F      BU           JE^^T  f  'MA 

Email ' 

yic^B^.  Pi  ggushfgJep&stBtsJI .  ua 

Secticn  s7.S9|g^ : 

712 

'9 

SSCflW  ST.59(5)  Utttar : 

/  1 

PTtekjct-  Ge^solinQ: 

Product-  Urrieaderj  Br^: 

False 

1  1  UUVIA     1/  CI3  U  ■ 

False 

B ' 

PrAr%M»t  -  Filial  ITHl- 
r  I  yi^^il  rust  vit. 

Product- Jet  Fuel: 

False 

Product- Used  OH: 

False 

Product-  Monpetrot 

False 

^_ 

Product-  Otter  Petea: 

Falsa 

lH 

20  Refort  Received: 

WHeccrt  Received; 

NFR  OaleReccraed: 

■f  / 

«B  AQ1S9 

BP  AMOCO  #»7S 

UST  U001141SI1 

!B  nw 

LOST  ttfA 

<•  mm 

CHICAGO,  IL  *os2? 

2782 (L 

Sill 4  of  4  in  cluster  AQ 

Hightr 

UIST: 

>B. 

Incident  Nurn : 

200Z1H1S 

Actual1. 

ILEPAW: 

0316W51U5 

IEMA  Date ; 

Attn: 

□avePlotrowtts 

PRPName: 

BP  Products  Norm  America,  Inc. 

B 

PRPAWress : 

2S1M  Torch  Parkway,  3rd  Ft. 

Warerrrille.lLffiSSS 

PRPfrwne: 

630S3S5B7') 

Nm  LUST  DetefrrHJaiiorr  leBer :        /  / 

M 
'H 

NFJVNFR  LeUjr : 

/  I 

'B 

Sle  Classification: 

HO  t  eported 

Pretest  Manager : 

Dc-meHy 

Project  Manager  prvjoe; 

[21 7)  557-S/B4 

&nsi( : 

JasOT.OarineiijrgrBpasH&tl  .us 

Section  STABig)  ■ 

P.A 

Section  5T5<Hg)  Lsnn  - 

1 1 

Product-  Gasoline 

Fslse 

Product  -  Unleaded  Gas 

True 

Producl-  Dasei: 

Fa« 

Product-  Fuel  Oil: 

False 

Product- 4etFu«: 

False 

Product  -  Wsad  OH: 

Falsa 

Produzt  -  Mm  Peirrjr, 

Falsa 

; 

Product- Other  Petrot 

False 

ftftepartfiaceiirea': 

01/1303 

45  Report  Reserved: 

NFR  Date  HacorrJai : 

/  r 

UST: 

Facility  it):  3032938 

Status:  Active 

Owner  Name:      BP  Ptoaxta  Noun  America,  inc.  Lie 

Owner  Address:    4  Centerpoint  Drive 

Envircnmenta;  CorripiiBnce  Department 

LsPafma;  CA  50623 

TCi2D519ils  Page  139 
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Mgp  ID 
Direction 


■  MAP  SINGINGS 


Distance  (ft.) 
0  motion  Sle 


□stebasefj) 


EDR  10  Number 
EPA  10  Nuntw 


BP  AMOCO  #S175  (Coritlnuwi, 


U0O1141M1 


Contact 

Tark  Statui: 
Tarts  USI  Uledl 
Enforment: 
Fee  Owed: 
T*nfc  Number: 
Tsnk  Capacity; 
Tsr*  ftgsr 
Tark  Red  Tars 
Tank  Substsncs: 
Permit  Number: 
Permit  EKpires: 


Notrspo-tefl 

Not  reported 

Currently  inut 

Not  r«ported 

No 

No 

1 

lOOM 

21 

No 

NotreporlBd 
Net  reported 


Facility  ID: 

Status: 

Owner  N$me: 
Owner  Add!  ess: 


Ctrl  tact 

Tank  Stays: 
Tank  Last  Ussd: 
ertcrmenr: 
Pes  Owed: 
Tar*  NuroWr: 
Tank  Capacity; 
TankAos: 
Tank  Ret  Tsg; 
Tank  Substance: 
Permit  Number; 
Permit  expires; 


2023933 
Acll«e 

SP  Products  North  Amenta,  Inc.  LLC 
4CerterpcirttDrWs 

Emlronmentrf  CompdamettJeparlmerl 

LaPdma,CA90Sa 

Not  reported 

Not  reported 

Currently  In  use 

Not  reported 

No 

Mo 

2 

ZJ 
NO 

(34K>llrie 
Not  reported 
Net  reported 


Facility  ID: 
Stratus: 

Dwiqr  Wane: 
Owner  Address: 


Contact: 
Phone.*: 
Tar*  Sams: 
Tsr*  loj;  Us«c 
Entorment: 
Pee  Owed: 
Terfr  Member: 
Tar*  Capacity: 
Tar*  Age; 
Tar*  Red  Tog: 
Tar*  Substance: 
Permit  Number: 
Permit  Expires: 


Active 

HPPrflduclsNcftn  America,  Inc.  LLC 
4  Cente/point  Drivs 

Environmental  CompSanca  Department 

LaPatmftCAMSa 

Not  refuted 

Mot  reported 

Currently  in  use 

Not  reported 

No 

No 

3 

12000 

21 

No 

Gasoline 
Nol  reported 

Nolr 
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Map  ID 
Direction 
Distance 
Distance  (ft.) 
Elevation  Site 


IS 


.MAP  FADINGS 


■  Databases) 


EDRIO  Number 
EPA  ID  NLi-nber 


161  ST.  TERESA  CATHOLIC  CHURCH 

ENE  193U  NORTH  KEN  MORE 

1/2-1  CHICAGO.IL  6M14 

Wilt. 

Relative:  WST; 

Lower  Incident  Nun  ; 

L  EPA  W : 
Actual:  EM  A  Dale:  ' 

SM«-  Attn: 

PRP  Name : 

PRPAdcmt  : 

PRPPnone: 

Man  LUST  Dstefifilnetion  Leoer: 
WFA/NFR  Letter : 
Site  Classification : 
Prcject  Manager : 
Project  Manaoer  Phone 
Email : 

Section  57.59(a) : 
Section  57.56(9)  Latter  : 
Product  -  Gasoline 
Product  ■  Unleaded  Gas: 
Product  -  Deisel: 
Product  -  fust  Oil; 
Product- Jel  Fuel: 
Product -Used  CHI: 
Product  -  Hon  Petro: 
Product -Other  Petro: 
20  Report  Received : 
45  Report  Received : 
NFROate  Recorded: 


LUST  S10S15545B 
N/A 


2001  tS86 
.  031G075J14 
11/D*D1 

Fr.  Jcrin  Hoffman 

St.  Teresa  Catholic  Crtrcn 

1037  WEst  Armitage  Ave. 

Ctlicaau,  IL6DB14 

773SZB6650 

I  / 

I ) 

Not  reported 
NOT  ASSIGNED 
Not  reported 
Not  reported 
73J 
II 

False 

False 

False 

False 

False 

False 

False 

True 

U 

I  I 

I  I 


AR1S1 
NW 

m-i 

2317  ft 

Relates 
Higher 

Actual: 
SMft, 


REICrlHOLD  CHEMICALS,  INC. 
ZIH)  NORTH  ELSTON  AVENUE 
CHICAGO,  IL  60*14 

S««4of  5  If)  clustvAR 

SRP: 

K-EPA  Id : 

us  epa  id : 

Sec.  t  Letter  Date : 

R  am  etjaticn  Applicant  Co : 

RemoJabm  A^rcant  Tille : 

C  Drifcact  First  Name: 

Contact  Last  Name : 

C  on  lacl  Address; 


Contact  phone : 
Dale  Enrolled : 
CtnsJtant  Company : 
Poirt  Of  Contact : 
Consultant  Address: 


Consultant  Fftone : 

ProJ  Mgr  Assigned: 

No  Further  ftwnedstlon  Letter  Dt : 


SRP  81044*152* 
N/A 


0316070001 
IL03a4ai<t046 

It 

E.I,  duPantd*N«mours  snd  Ccmpany 

Ms. 

Ksthy 

Snellen 

Barley  Mill  PlaEa  Z7 
P.O.  Sen  80027 
VWimingtoa  DE,  iseso 

{X2)  ea-1361 
oT/oirises 

URS  Greiner  woodward  Clyde 

Laura  A.  Tescti 

1 22  South  Michigan  Auenue 

Siile  1920 

Chicago.  IL,  90303 

{312)  S3S-1KM 

Mifphy 

/  / 
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Map  ID 

Direction 
Distance 
Distance  (It) 
Bws«on  Site 


MAP  FINDINGS  j;S^v 


ED  ft  ID  Number 

DatohBse(3)     EPA  IO  Number 


REICH  MOLD  CHEMICALS,  INC.  [Continued) 


NFR  Recorded  : 
Active: 
Total  Acres  ; 


t  I 

True 

5.00000 


AR1KJ 
NW 

ira-i 

2*17  «, 

Ratstrve: 
Higher 

Actual: 
399  CI. 


REKHHOLD  CHEMICALS  IMC. 
2120  NORTH  ELSTON  AVE. 
CHICAGO,  IL  60S14 

Slt«So(Sln  duster  AM. 
LUST: 


LL1ST  S10452S4M 
tit  A 


VrcidentNum  : 

313341 

I.  EPA  Id: 

0316070001 

IEMA  Dale : 

11/1SI91 

Attn: 

Dave  Barber 

PRP  Name : 

Raicnhda:  Chemicals  Inc. 

PRP  Address  : 

2120  North  QstonAva-, 

Chleaaa.  IL606H 

PRP  Prions : 

Not  reported 

Nan  LUST  Daterminafim  Latter 

/ ; 

NFA/NFR  Letter : 

/; 

SI  le  Classification: 

Not  reported 

Project  Manager : 

MOT  ASSIGNED 

Prrjecl  Manager  Pncne: 

Mot  reported 

Email  : 

Not  reported 

Section  57  59(g> : 

731 

Seefion  57.SS(g|  Letter : 

1  / 

Product  -  Gasoline: 

Fase 

Product  -  Unleaded  Ga: 

False 

Product  •  Oeisei : 

False 

Product  •  Fid  Oil: 

Fslss 

ProAjct-  Jet  Fust: 

False 

Product -Died  Oil: 

False 

Product- Hon  Petroi 

False 

Product -Other  Petro: 

True 

20  Repnt  Received : 

/ 1 

45  Report  Received : 

NFR  Date  Recorded: 

1  i 

1M 

sw 

29*6(1. 

Relative: 
Higher 

Actual: 
ISStt. 


DAVID  OUHBIN  &  ASSOC. 
JULIAN  I  WOOD  ST. 
ClliCAuG.IL  wSQ 

LUST: 

ticiderit  Nun  : 
t  EPA  Id ; 
CM  A  Oats: 
Attn: 

PRP  Name: 
PRP  Address  : 

PRPFtKns: 

Ncn  LUST  Determi nation  Letter  : 
NFArNFR  Letter : 
Site  Classification: 
Project  Manager : 
Project  Manager  Phone: 


LUST  SKWOCCSie 
N/A 


0B1S245141 

David  Publn 
OsvldOurbin  Assoc. 
1322vtest  Huron 
Chicago,  IL  60622 
Not  reported 
/  I 
/  / 

Not  reported 
NOT  ASSIGNED 
Not  reported 
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t.  LH..^v.^gr>  r.,.,..rr 

Psge  155; 

Map  10 

Direction 
Distance 
Distance  (ft.) 
Beusbcn  Site 


"MAP  FINDINGS 


EOR 10  fJumoer 
Calabase(s)     EPA  ID  Number 


DAV10  OURBUt  £  ASSOC.  (Continued) 


Email: 

Not  reported 

Section  57.59(g): 

731 

Section  S7.5S(g}  Letter ; 

/  / 

Product  -  Gasoline: 

False 

Prodift  -  Unleaded  Gas: 

Pa  5e 

Product  -  Oeise: 

False 

Produci  -  Fuel  OB: 

False 

Product- Jet  Fuel 

Falls 

Product-Used  Oil; 

TVi# 

ProdUcI  -  Non  Petra: 

False 

Product  -  Other  Petro: 

False 

20  Report  Recewaa; 

/  t 

45  Report  Received : 

(  t 

NFR  □alaRKOrded: 

1  1 

IRS 
E3E 

2363  ft. 


MIOWeSTZINC 

-10O1  WEST  WEED  STREET 

CHICAGO,  IL  80KZ2 

SRP: 


SRP  5105424210 


Actual: 

sssrt. 


IL  EPA  Id: 

031S24B27I 

US  EPA  Id : 

ILROCO054411 

Sec.  4  Letter  Dais : 

RemetJsli on  Applicant  Co ; 

Weed  Street  LLC 

Remediation  Afl*Jcanl  Till*: 

president 

Contact  First  Name: 

Howard 

Ccntact  Las*  Name . 

Robinson 

Contact  Address: 

109  North  Post  Oak  Lane 

5uite4t0 

HfXSKiriTX,  7702* 

Contact  Phone: 

7036EG9eSfl 

□ate  Enrolled: 

050*2032 

Con&uTtart  Company : 

Nobe  ft  Associates,  Inc. 

Point  Of  Contact : 

George  Noble.  P.E. 

Consultant  Address: 

1370  Asrrfana  Avenue 

wiimette,  IL,  $0031 

Consultant  Phone : 

<a>7)  853-0589 

Proj  Mgr  Assigned  : 

Smith 

NoFurtrier  R«m eolation  Letter  Dl ; 

1  ! 

NFR  Recorded  : 

1  t 

Active: 

True 

Total  Acres  : 

1, 77000 

AS1S6 
East 

m-i 

2»7ft. 

ReiathK 
Lower 

Actt/it 
391  It. 


UR0CQN  INC. 

1 714  NORTH  SHEFFIELD 

CHICAGO,  IL  «K10 

Sit*  1  Of  2  In  ctuatvr  AS 

LUST: 

Incident  Kum  : 
IL  EPA  id  ; 
EMADate:  . 
Attn: 

PRPKIpme: 

PRPAdd-ssi  : 


LUST  S104S23K7 
N/A 


34C846 
03180350 IS 

Howard  Werner 

Urbcon  Inc. 

i  777  North  Ctyboum  Aw, 
CiKcaaa.  IL  60914 
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Map  ID 
Direction 
Distance 
Oiiladct  (ft.) 
Elevation  Site 


■MAP  FINDINGS 


6EJR  ID  Number 
0al0case(£)     EPA  ID  Numoer 


UHBGON  INC.  (Continued)  S104EK3247 


PRPPftone: 

Nol  reported 

Hon  LUST  Determination  Letter : 

NFA/NFR  Letter: 

I  ! 

Ste  Classification : 

Not  reported 

ft-oj set  Manager ; 

Router 

Project  Manager  Prion*; 

Not  reputed 

Email  : 

Not  reported 

Section  SiSBHq): 

72J 

SecSon  67.59(g)  LaHer  : 

1  f 

Product- Ga»<ii  net 

False 

Product  -  Unleaded  Gas: 

Fan* 

Prodict  -  Ds'aS: 

False 

Product -Fuel  CHI: 

False 

Product- Jet  Fuel: 

False 

Product- UsedOil: 

False 

Product  ■  Non  Petto: 

False 

Product  -  Other  Paro: 

True 

20  Report  Received : 

45  Report  Recover] : 

NFFt  Date  Recorded : 

/  / 

1ST 
SSE 
1fZ-1 
3014  ft. 

ReisUv« 
Equal 

Actual: 
Witt. 


AMERICAS 

1300  NORTH  ELSTON  AVE. 
CHICAGO,  IL  S0KZ2 

LUST: 


LUST  310M5S472 
N/A. 


incident  Mum : 

H.6PAU: 

IEMA  Dale: 

1021.03 

Min- 

Net  reported 

PRPName: 

Notreeorted 

PR  P  Address : 

Notrepj-ted 

Net  reported 

PRPPtione ; 

Not  recocted 

Non  LUST  OeterrrHnetlrjn  Letter : 

/  / 

NFA/NFR  Letter: 

i  / 

SileCLassititstion : 

Not  reported 

Prcj eel  Manager : 

Not  reported 

FYoject  Manager  Fnone: 

Notreeorted 

Email  : 

Notreeorted 

Section  57.59(g) : 

PA 

Sect  ai  57.58(g)  Lftler  : 

/  / 

Product  -  Gasotine: 

True 

Product  •  Unleaded  Gas: 

False 

Product  -  Oasis) 

False 

Product  -  Fuel  at: 

Faltt 

Product  -  Jet  Fuel; 

False 

Product.  Used  Oil: 

F^se 

Product- Non  Pelrot 

False 

Product  ■  Other  P«r« 

False 

JORerxrt  Received: 

+5  Report  Received : 

ti 

NFR  date  Recorded : 

!  t 

TC12051B4JS  R^aW 
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^^^^^^^ 

'    Page  1581 

Map  IC 

[,'-  ^   0  -       '  MAP  FINDINGS            -  :-      "  ■' 

■ 

!■ 

Direction 

Distance 

Distance 

(ft) 

EDRID  Number 

SevaUen 

Sits 

H 

<■ 

1U 

DUB1N  RESIDENTIAL  COMMUNITIES 

LUST  SH4SHS95 

North 

1 33*  WEST  WEBSTER  A  VE. 

N'A 

CHICAGO,  It.  S0S14 

3045  ft. 

js 

LU3T : 

■ 

Equal 

Iftaaall  Mum  ! 

SG120S 

M.  e~FW  fd: 

B31 6075151 

A  etui  I: 

IcMA  Dale . 

07/03/96 

593  ft. 

Ami: 

Stuart  Kafitoff 

n  hl.nn  i 

prth"  Piflnfle  l 

Oubin  Residential  Ccrnrn  unities 

'™ 

PRP  Address ; 

3336  Haiti  Soutnpwt 

Chicago,  IL  B0657 

PRP  Phona  : 

Not  reported 

Men  LUST  Determinsbon 

Letter  :        /  / 

NFWNFR  Letter: 

// 

SiieCteslBcaPBo: 

Not  reported 

Project  Manager : 

Devlson 

.  Project  Manager  Phone: 

Not  reported 

Email  : 

Nat  reported 

Secli  on  57.59(a) : 

735 

Section  ST.SatjJ  Letter ; 

1223186 

Product  -  Gasoline: 

False 

Product  -  Unleaded  Gas: 

False 

Product  -  Deisel: 

False 

Prodicl  •  Fuel  Oil: 

False 

Product- Jel  Fuel: 

False 

Product-  Used  Git  . 

False 

Product  -  Man  Peiroi 

False 

Produci  -  other  Petra: 

True 

SOHepnr.  Hecavsl: 

11 

45  Report  Received  : 

1 1 

p» 

NFR  Date  Resorted : 

1 1 

AS18S 

SCHULA  ASSOC.  LTD.  PARTNERSHIP 

LvSjT  3104525857 

ESE 

16W  NORTH  SHEFFIELD 

CHICAGO,  IL  BOSH 

3051  ft. 

Site  lot  J  In  cluMwAS 

Rebthrs: 

Lawer 

LUST: 

■ 

ticident  Num  : 

911868 

Actual; 

H.  EPA  Id : 

0316075077 

5!M  ft. 

IEMA  Dale : 

07rOar91 

Attn: 

MortSkolnlK 

PRP  Nana : 

Sehula  Assoc  Lid,  Partnership 

PRP  Address: 

tutMVMst  North  Ave. 

Chicago,  IL  60623 

PRP  Prwne  : 

Nol  reported 

NonUJSXDsisrmlnslonLettff :  I! 

NFANFR  Letter : 

0SW7r31 

Site  Classification : 

Mnt  reported 

Project  Manager : 

■  Irwin 

i*» 

Project  Manager  Phone: 

Not  reported 

email : 

Not  reported 

Section  57.59(g) : 

731 

Section  S7 .58(g)  Latter : 

i  1 

1 

Predict  -  Gasoline; 

True 

Product  -  Unloaded  Gas: 

Falsa 

Product  -  Deigel: 

False 

Product  -  Fuel  Oil: 

Fuse 

J 
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Map  ID 
Direction 
Distance 
Distance  (It.) 
Eleuation  Sle 


MAPPNOINCS 


£01=1  ID  Nimbor 
□alatB5e(s]     EPA  ID  Number 


SC HULA  ASSOC.  LTD.  PARTNERSHIP  [Continued) 


5104535657 


Producl  -  Jel  Fuel: 
Product  •  Used  Oil: 
Product  •  Non  Petro: 
Product  •  Other  Petra 
2>  Report  Reeved: 
45  Report  Received  : 
NFR,  Data  Recorded : 


False 
False 
False 

02/29(92 
02r39ras 
J  / 


170 
NNW 
Ul-t 
SOU  ft. 

Relative 
Lower 

Actual: 
539  Ft. 


ACHIBlOR  TIRE.  LP. 
1500  WEST  WEBSTER 
CHICACO.IL  WfrU 

SRPr 

IL  EPA  id  : 
US  EPA  Id : 
Sec.  4  Leila1  Dale : 
Remedi  alton  Applicant  Co : 
Remediation  Applicant  Title : 
Contact  First  Marine: 
Contact  Last  Name : 
Coraaci  Address: 

Camacl  Phone: 
Oste  EnrgHcd : 
Ccnsukiart  C-omparr? : 
Point  Of  Contact : 
Consutlarl  Addr  ->y. 


Consdlsrt  Phone: 

Frqj  Mgr  Assigned : 

Ho  Pirtw  HemedaSon  Ufler  Ot : 

NFR  Reccrded  : 

Active: 

Total  Ae/fE : 


SRP  S1044M5J9 
HIA 


0316070019 
Mot  reported 

/; 

Lakln  Property  Partnership 

Mr. 

Robert 

Grammer 

2044  North  Dominic* 
Chicago.  IL  €0614 
<773>871.S60 
05M4/199S 

Pioneff  Environmental.  Inc. 
Wayne  Smith 

TOO  North  SacranCTlo  Boulevard 
SjlelQI 

Chicago,  IL  60512 
(312)  587-1021 
Murphy 
>  J 
/  s 

False 

o.ooow 


AT171 
SE 

311  art. 

Relative: 
Lower 

Actual; 


KLEMP  CORPORATION 
1132BLACKHAWK  STREET 
CHICACO.IL  GQS22 

SllelolZin  cluster  AT 

SRP: 

IL  EPA  Id  : 
US  EPA  H : 
Sec.  4  Letter  Date  : 
Remedstion  Applicant  Co : 
Rem  edition  Appl  icsnt  Till  e : 
Genoa  First  Mane: 
Contacl  Last  Name : 
Contacl  Address: 

Contact  Prone : 
Data  Errdled : 
CoTBtitanri  Comply : 
Point  Of  Contact: 
C  ens  J  lorn  Address: 


SRP  S103EDOE34 
NVA 


0316243)42 
ILDWK137S0 
/  / 

Cm  vine,  Inc. 
Senior  Y.P. 
Sheila 
Maluscsk 

1301  North  EfsknAvwiie 
Chicagu.IL  SOKE 
7733946673 
OS/14/2C02 

Weaver  Boos  &  Gordon,  Me. 
Not  reported 

200  South  Michigan  Avenue 
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Map  ID 
Olrewm 
Distance 
distance  (IL) 
Elevation  Site 


MJPFINONCS 


SDR  ID  Mwrtber 
Databases)     EPA  ID  hJumbsr 


KLOWP  CORPORATION  jCondnuwlJ 

Consultant  Phone  : 

Prcj  Mo/  Assipnad : 

No  Further  Rsmedation  Letter  Dt: 

NFR  Recorded : 

Active: 

Total  Acres  : 


SH5B00S34 


CKearja,  fl_  60604 
(31Z|  1030 
Crcmpton 

;  i 
1 1 

True 

7.S00CO 


AT172 

se 

1/2-1 
3110  «. 

R»lar.fc-s: 
Lower 

Actual: 
589  ft. 


KLEMPCORP 
MS2  BLACK  HAWK 
CHICAGO,  IL  6M2J 

Situ  2  of  2  In  ouiter  AT 


RCRIS-LQG  MXOXBXSt 
FINDS  ILO0O5ZWS0 
LUST 


FLCRIS: 
QwnEr: 


EPA4D: 
Contact: 


RAUSA  RAYMOND 
{312r  55S-1212 
ILD0Q52l37BT) 


raymwo  rauba 

<3 12}  440-3355 

Classification:  large  Ouaritily  Cenerslof. 
TSDF  Acfvitles:  rtol  repcrle* 

Isolation  SIWus:  No  violations  (ornd 


FINOS: 

Otrer  pErtwieril&iulrnnmentel  A<MMiy  IdenSAet)  si  Site; 

Resource  Conservation  and  Recovery  Act  Inform wScn  system  (RCRAINFO) 

UUST: 

Hdtient  Num ; 
LEPAId: 
EMA  Data : 
AKn: 

PRPName : 
PRP  AadrsM : 


PRP  Phone: 

NmLUSTDeto-mjrsttojLaler : 

NFA/NFR  Letter; 

Sle  Classification : 

Prrject  Manager  : 

Prqed  Meager  Ptidne: 

Btiflil: 

Secfi&i£?.5^a) : 
Secttun  S7.S9(g}  Letter : 
Product  -  Gasoline: 
'  Product .  Unleaded  Gas: 
Product  -  Oeisel; 
Predict-  Fuel  Oil: 
Predict-  Jet  Fuel: 
R-otfuci  -  IfsarJOil: 
Product  -  Mon  Petf  a- 
Product  -  Ouw  Pern; 
20  Reom  Received : 
45  R  epcrt  Received : 
NFf*  aaaJSsCOnJed.- 


BrjOKSS 
031624SW2 

12/nrao 
Not  resorted 
Crotwlrs  Group 
Siits  340  300  Wevman  Plaza 
Pittsburgh,  PA  13236 
Not  reported 
/  / 

0Sr2Sr91 
Not  reported 
Brockamn 
(217)  735-3313 

KefKta  Broritampftapi.ststalU 

731 

/  > 

True 

False 

Fiise 

False 

False 

Falsa 

F^se 

Fasts 

Ozra&sE 

DSQW92 

/  / 
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Map  IP 
Direction 
019  lance 
Oisiance  (It) 


-MAP  FINDINGS 


EOR  ID  Number 
OBt8Brae(a>     EPA  tO  NumBer 


173 

South 

1J2-1 

31M«. 

Relative: 
Hfcher 

Actual: 

sasn. 


ST.  STAN1SLAVS  HOST  A 
«H  MOUTH  NOBLE 

chicaso.il  wea 

LUST: 


LUST  51W5J4073 


ViiSdent  Num : 

S30541 

IL  SPA  Id : 

031SI4S1ES 

IEMA  Date: 

oarwra 

AHn: 

Nol  reported 

fRP  Kerne; 

Af  ch  Eenf  orrj  DiDoeaa 

PRP  Address: 

ISSEastSuperior 

CWcaon  IL  60611 

PRPPhcne: 

Mc»  reported 

Ncn  LUST  Cela-mirtHO'cn  Letter 

/  / 

NFA/NFR  Letter : 

C#2M3 

Sl»  CISssititaBort : 

Not  reported 

PrntsslMwaBar: 

Lee-HiH 

Prqeet  Marejier  phcria: 

Not  reported 

Email  : 

Net  repeated 

Section  ST.SStgJ ; 

731 

Section  57.53(g)  utw; 

/  / 

Product  <  Gasofine: 

False 

Product  ■  Urteaiect  Oaa: 

False 

Product-  Deisel: 

False 

Product  -  Fuel  CHI: 

True 

Predict-  Jet  Fust: 

False 

ProliEt-UseiOiL- 

rase 

ProduGI-  Nor  Petror 

False 

Product-  Other  Pelrtr 

Falsa 

20  Rtpcrt  Rsiftul ; 

0Qf1V33 

*S  Report  ReeSved: 

NFROale  Recorded: 

/  / 

AU17* 
ESE 

3222  ft. 

Retatfcre: 
Lower 

Actual: 
S89(|. 


MCZ  DEVELOPMENT 

1SS5  NORTH  SHEFFIELD  AVENUE 

Chicago,  il  eoea 

Ska  1  of  2  In  duster  AU 

ENGfNEERINS  CONTROLS: 
It  EPA  ID: 
Barrier: 

IL  INSTUTONAL  CONTROL: 
llflfpjs  Epa  rd : 
nfr  Letter : 
QateWFP,  Recorded: 
Type  Of  Si  1b: 

Comprehensiw/  Recused : 
Rem  edtatim  Applicant : 
RA  Company  ; 
RAAdems : 
RA  Secondary  Address : 

Institutional  Conlrots : 
Engineered  8arriers  : 
Worker  Caution : 
Acres : 
ORD: 
Effect"*,: 


SRP  S1W+91J99 
Inst  Cnntrol  N;a 
ENG  CONTROLS 


03162*5131 
Building  rouroaUon. 

031824S12S 

os/tvzooo 

Residential 
Focused 

Mr.  John  McUnden 

225  West  Hutoard  Street 
4*F[fxr 

cricsgrj.iL,  aoaio 

Groundwater  l£h  restriction 

Build  foun&fon 

True 

0.S9699 

097990 

True 


TC120£i  94-2i  Raos1« 
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f 


Map  (0 
Direction 
distance 
Distance  (H.) 
Bevation  Site 


c 


WAP  FINDINGS  ,; 


EDR  ID  Number 
Databases}     EPA  ID  Number 


MCZ  DEVELOPMENT  (Continued} 


S'OMS-SW 


SRP: 
it.  EPA  id: 
USePAW: 
Sec.*  Letter  Date: 
Remedaiiori  Applicant  Co: 
Remediati  on  AprilcarH  Title : 
Contact  Firsi  Name: 
Contact  Usl  Name: 
Contact  Actress: 


Contact  Phone : 
Date  Enroll  ed: 
CorauHant  Company : 
Print  Of  Contact: 
Ccmullant  Address: 


Consiitsm  Phone : 

Proj  Mgr  Assigned: 

No  Furtha- RemetJaBnti  Letter  Dl: 

NFR  Recorded : 

Active: 

Total  Aires: 


031 624813=, 
ILD041K11575 

/  f 

Beverly- 9Sth,  LLC 

Mr. 

Sd 

Bark?l 

Z2S  West  Hufctwri  Street 
4th  Floor 

OJicseci  IL  5C6I0 
(312)  832-JSOO 
07/23/1899 

Proneer  ErwironmantHf.  fric. 
Jeffrey  McCMiand 
.  700  Norm  Sacramento  Boulevard 
Suite  101 

Chicago.  t1_  90612 

(112)  567-1021 

Gross 

OSmrjooo 

osrziriOOO 

False 

0.95700 


A.LI175        MCI  DEVELOPMENT  INC. 
ESE  1-iSJNORTH  SHEFFIELD 

1/2-1        Chicago, il  wen 

3222  ft. 

SKe2rjf2fn  cluster  Atf 

RalXtve: 

Lew  LUST: 

Incident  Num : 
Acliial:  IL  EPA  Id : 

5W<t.  lEMADate: 

Attn: 

PRPHame: 
PRP  Address : 

FflP  Pticne : 

Non  LUST  Determination  Later  : 
NFA/NFFt  Letter ; 
Site  Classification: 
Project  Manager : 
Project  Meager  Phcne: 
Email : 

Section  ST .39(g) : 
Section  5759(g)  Letter : 
Product  -  Gasotme: 
Product  -  Urfoded  Qm: 
Product  -  Deieel: 
Product  -  Fuel  Oil: 

PradLct-  JtptFurf; 
Product- Used  Oil: 
f^oduct-  NonPetrq: 
Product  -  Other  Petroc 
20  Report  Received : 
45  Report  Received: 


LUST  S164524BW 

MM 


SS11I7 
0316245132 

Orcttrnaon  vwtgt* 

MCZ  □evdopment  Inc. 

225  West  Washington  5L,  Suite  400 

Chicago. ':  60606 

Not  reported 

;  t 

1 1 

Mot  reported 
NOT  ASSIGN  £0 
Not  reported 

Mot  reported 
731 

I  ! 

False 

False 
True 
False 
False 
False 
Fats  9 

asnwsa 
can2/92 


TC1J0S1Wai  P999149 
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Map  ID 
Diredicn 
Distance 
Distance  |fl.) 
Elevation  Site 


MflP  FINDINGS 


EDR  10  Number 
DBlsbase(3]     EPA  ID  Number 


MCZ  DEVELOPMENT  INC.  (Continued) 

NFR  Dale  Recorded:  // 


3104524*89 


m 
se 

3Z««. 
Relative: 


Actus  b 
SBSft. 


NATIONAL  BY  PROD. 

1371  NORTH  NORTH  BRANCH 

CHICAGO,  IL  B0BTJ2 

LUST: 

Incident  Nurri  : 
ILEPAld; 
l£MA  Dale : 
Attn : 

PRP  Name : 
PRP  Address: 

PRPPhorw: 

Nco  HI  ST  OetermlraUcn  Late- : 
NFAJNFR  Letta  : 
Site  Classification: 
Protect  Manager ; 
Project  Manager  Phone: 
Email ; 

Section  Sf  : 
Secti on  57.53(g)  Letter : 
Product  -  Gasoline: 
Product  -  Unleaded  Gas: 
Product'  Defeel: 
ProduH-  Fuel  Oil: 
Product  -  Jet  Fuel: 
Product'  Used  Oil: 
Product-  NonPetrcr 
Product-  Other  Petrflt 
20  Report  Received: 
45  Report  Receives : 
NFR  DflteRerarrjed: 


LUST  S104SW19* 
N/A 


SBC098 

oaisssiea 

01/1 1J93 

Roy  Sverta 

National  By  Prod, 

1381  Nnrrti  Norti  Brarefi 

Chicago,  IL  60602 

Not  reports) 

II 

Not  reported 
NOT  ASSIGNED 
Not  reported 
Not  reported 
Til 
/ I 

False 
False 
True 
F^u 
False 
False 
False 
False 

wzim 

J  / 


ITT  CORES  KAYEINC, 

SW  14S3  NORTH  MILWAUKEE  AVE. 

GHtGAGO.IL  6CS22 

JM1  (1, 

Ketattve:  WST: 

Htshat  IrsdssfSMufn : 

L  EPA  Id : 
Actual:  lEMADate: 

PRP  Name : 
PRPAddrew; 

PRP  Phone: 

NcnutEfT  OetefmtnaSon  Letter : 
NPA/NFR  Letter  : 
3  teClasslfi  ration: 
Prcjecl  Manager : 
Reject  Manager  Ptioner. 
Email ; 

Sedan  57.59(g) : 
SecU  on  57, 53  g>  Letter: 


LUST  51M3ZOS2 
HI  A 


031624SJ12 

t2f3a« 

Pst  Ma-otta 

Core  Kay*  Inc. 

I4S9  North  Milwaukee  Ave. 

Chicaei  II.  60622 

Not  reported 

<y,rxrst 

1 1 

Nat  reported 

NOT  ASSIGNED 
Not  reported 
Not  reported 
732 

II 
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fctapO 
Direction 
Dlstencs 
DisHmceOU 
Seuaficn  ate 


-MAP  FINDINGS' 


EDR1D  Kumter 
DalabasGf  s)     EPA  B  N  umber 


CORES  KAYE INC,  (Con(fnutfl| 


S1IH5ZHM 


Product-  Gasoline: 

Fatse 

Product-  Unleaded  Gas: 

False 

Rnooucc-  Deiselr 

False 

Fyoduct-FLjel  CHI: 

Fafse 

Product- J*t  Fuel: 

False 

Product  -  Used  Oil: 

False 

Product  -  Nan  Pettat 

Fsdse 

ProtUct  -  omar  Petrrt 

True 

la  Repot  RecavsJ : 

/  f 

45  Report  Fwceii"«J: 

/  1 

NFR  Dale  Retor  tied; 

J  / 

LA  SALLE  NATIONAL  TRUST  *20G434.rj[U 

W«t 

1742  NORTH  WINCHESTER 

CHjCago,  il  sees 

3322  ft. 

nemrrtt 

LUST: 

Higher 

lnciaierit  Ntim : 

1L  EPA  Id: 

0316246  IS 

EM  A  Date : 

0SI1SS4 

SSSU. 

Attn; 

Den  Coyne 

PRP  Name : 

U  Sal  la  National  Trust  206434-003 

PRP  Address : 

135  South  La  Salle  S. 

PNPPhcne: 

Ha  reported 

Noi  LUST  Oaa-miration  Letter 

/  / 

NFA/NFR  Lata  : 

1  < 

3le  Classification : 

Not  reported 

Project  Manager  : 

NOT  ASSIGNED 

Prtjeci  Wsnsjec  Ftorie: 

Not  reported 

Email  : 

No*  reported 

Section  S7 .59(g) : 

732 

Secbcn  ST  59(g)  Later  : 

/  / 

Product  -  Ga&oline: 

False 

Preduct-  Unleaded  Gas: 

Falsa 

Pfcduct-  Derssl: 

False 

Predict  -  fuel  Di),' 

False 

Product-  Jet  Fuel; 

False 

ftoduct  -  Used  Oil: 

PfOduct-  NcnPetrot 

False 

ftoduci- Other  Pel"* 

Trua 

5f>Repgrt  ftecsrved: 

(1 

45  Report  fleceived: 

It 

NFR  Date  RecDfttad : 

1  1 

LUST    SI  04533140 
N'A 


179 


1(2-1 
3M7H. 


ALB  AH  V  CHIC  AGO  C  O 
1830M  WW  CHESTER 
CHICAGO,  ]L  B0H1 


Relative; 

Actual' 
393  tt. 


rcris-sog  iweaeiMC 

FINftS  ILOO 00081331 
LUST 


TCI235I94.23  Rage)St 
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Page 


Map  ID 

Direction 
Distance 
Distance  [ft J 
Beralion  Site 


:- MAP  FINDINGS 


Dalacasels) 


EOR  ID  Number 
EPA  ID  Number 


AUBANYCHICaGCCO  (Continued)  1000881140 

RCRIS: 

Owner:  ORION  CORP 

(4H>  W7-7600 
EPA  IP  IL0OM0fl13ai 

Contact:  Not  reported 

ClassilieatSco:    small  Quantity  Generator 
TSOF  Activities;  Not  reported 

Violation  Stains:  NovietBllofls  fpund 


Other  PerBnent  EnvirarTTTentsI  Activity  Identified  al  Site: 
AIRSVAIRS  Facility  Sufjystem  (AIRSflA/5) 
National  Cornpilarice  Database  (NCDB) 

Resource  Conservation  and  Reodvefy  Act  Norm  alien  system  (RCRAINFO) 
LUST: 


tnrjrjffit  Num : 

232554 

ILEPAfct : 

0316006081 

IEMA  Date: 

03KH/93 

Attn: 

Pal  Morgan 

PRPKame: 

AlbanyChicaflo  Co. 

PRP  Adtlrtsa : 

1830  Morth  Winchester  Ave. 

PRP  Phone: 

Not  reported 

Wen  LUST  Daerminaticn  Letter : 

It 

NFA/NFF!  tetter  : 

1 1 

Site  Gts&sifidian : 

Not  reported 

Prefect  Manager : 

NOT  ASSIGN  ED 

Profeci  Manager  phone: 

Mot  reported 

ErnaS: 

fiat  reported 

SecHcP  57. 56(b)  : 

731 

Section  ST.&Sg)  Letter : 

1  1 

Product  -  Gasoline: 

Telse 

Product  -  Unladed  Gas: 

False 

Product  -  Deisel: 

False 

Product.  Fuel  oil: 

True 

Product-  JetFufl: 

False 

Product  -  Used  Oil: 

False 

Prnducl  -  Non  Pet™ 

Fatse 

PrnJucI  -  Other  Pflro: 

F(*M 

30  Ft  seal  Received : 

/  J 

45  Report  Received; 

f  i 

f  / 

190 

MYONG,  YQNG 

WSW 

924  WEST  NORTH  AVE. 

lfl-1 

CHICAGO,  1L  6MK 

win. 

Relative! 

LUST: 

Higher 

incident  Num : 

991 1« 

IL  EPA  Id : 

831K4ffi97 

A  dual; 

IEMA  Date ; 

06V)  ft99 

ssift. 

Attn: 

Not  reported" 

PRP  Mama: 

Ycnc.  Myono 

PRP  Address: 

238E&M&SfRd. 

Arlington  Heights,  iu  SOOOS 

LUST  S104S297TB 
Hi* 


TCt2031«as  Paos  152 
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Map  ID 
Direction 
Distance 
Distsix*  (ft> 
Elevation  Site 


MAP  FINDINGS  ■ 


EOR 10  Number 
Dstab8ie(s)     SPA  10  Number 


MYONG.YONG  (Continued) 


31CH3iS719 


PRP  Phone: 

847MQ1770 

Nm  LUST  Deism  i  nation  Letter : 

1  i 

N  F  AW  FR  Letter : 

1 1 

SteClsseilieatim: 

Not  reports 

Project  Manager : 

Nickel 

Prefect  Manager  Phone: 

(217)  514-7519 

Em  a! : 

Nol  reported 

Seelien  57.58(a) : 

732 

Sacllcn  57.53(3)  Letter : 

;  1 

Prodis*  •  Gasoline: 

True 

Product  -  Unleaded  Gas: 

False 

Product  -  Oetsel: 

False 

Product -Fud  Oil: 

False 

Product- Je*Fusf: 

Fa  se 

Product- Cited  Oil: 

False 

Product » Non  Petroi: 

False 

Product  -  Ottier  Petro: 

False 

20  Report  Received : 

02fl<MX> 

45  Report  Received  : 

mrtO/M 

nfr  Osts  Recorded : 

1 1 

AVI  SI 
Soutll 

ira-1 

3452  ft. 

Relative: 
Higher 

Actual: 
595  It. 


SHELL  OIL  CO. 

14C0WEST  DIVISION  /  NOBLE 

CHICAGO.IL  60622 

Sltel  of  2  In  duster  AV 

LUST: 

Incident  NLTTt : 
IL  EPA  Id : 
CM  A  Oats: 
Attn: 

PRP  Name : 
PRP  Address: 

PRP  Phone : 

Non  LUST  Otterminaocn Letter: 
NFAiHFR,  Letter: 
SleClaesificatkn : 
Ftcject  Manager : 
Project  Manager  Phone 
Bmait : 

Section  5759(0.) : 
Section  57.58(0)  Letter : 
Product  -  Gasoline: 
Product  -  Unleaded  Gas: 
Product  -  Das 
Product -Fuel  Oil: 
Product- Jet  Fuel: 
Product- Used  Oil: 
Product  -  Non  Pstrcr 
Product  -  Other  Retro: 
20  Report  Received ; 
■«5ReporiReeft'vea : 
NFR  Dale  Recorded: 


LUST  3103668468 


9£013i 

03182+5126 

Dt/15ftTS 

Uta  Schoedel 

Egullon  Enter  cri«3  LLC 

emoisnt  rid.  sutteira 

Napervllle,  IL  HOSTS 
5K27642DS 

;  i 

Not  reported 


Nat  reported 
Not  reported 
731 

;  i 

False 
True 
False 
False 
False 
False 
False 
False 
01/27(92 

J  / 
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Map  ID 
Direction 
Distance 
Distance  (A.) 
Elevation  Sit* 


MAP  FINDINGS 


Daiabase(3) 


EDR  ID  Nimber 
EPA  ID  Number 


AW132 
E3E 

3511  It. 

Ratal 
Lower 

Actual: 
551  ft. 


NORTH  AVE.  COLLECTION 
9Z5WESTNQRTH  AVE. 
CHICAGO,  IL  B0fi£2 

Site  1  of  4  in  duster  AW 

LUST: 

tiddent  Num  : 
ILEPAJd: 
lEMADfie: 
Attn: 

PR  P  Name 
PRP  Address  t 

PRP  Phone: 

Hon  LUST  Determination  Letter  : 
NFAfNFft  Leu* : 
5ia  Classification : 
Project  Manager : 
Project  Manager  Phone: 
Email : 

Section  37.59(g) : 
Section  57,5S(a>  Latter : 
Product  -  Gasoline: 
Product  -  Unleaded  Gas: 
Product  -  Ddsel : 
Product  -  Fuel  Oil: 
Product- Jet  Fuel; 
Proluct.  UsedCII: 
Product  -  NonPetro: 
Product  -  Olher  Petro: 
20  Report  Receded : 
4S  Report  Recduad : 
NFR  OateRaccrdad : 


LUST    SI  048721 57 
NJA 


3X02321 

0316245046 

12JD3W) 

Mich  Stocking 

North  Ave.  Collection 

125  West  Huboam  4tti  hi. 

Chicago.  I L  60610 

312B3Z2SOQ 

I  I 

06/2  S*32 
Not  reported 
NOT  ASSIGNED 
Not  reported 
Not  reported 
733 
I  ! 

False 
Fa  5e 

Felse 
Fas* 
F^se 
False 
F^se 
True 

rural*  t 
'  OBrOSOl 
03/1403 


AW1S3 

ese 

1554  ft. 

RetatKw 
Lower 

Aolual: 
SSI  ft. 


LAKE  CITY  PLATING  WORKS 
SI 7  WEST  NORTH  AVENUE 
CHKAGO.IL  MHH 

Stan  of  4  In  duster  AW 

ENGINEERING  CQMTROLS: 
S.  EPA  ID: 
Barrier: 

IL  INSTUTCNAL  CONTROL: 

mat  epa  id : 
NFR  Letter : 
□ate  NFR  Recorded: 
Type  Of  Sita : 

Cliiiu  Mrariiv*  t  Recused : 
KanerJlaion  Applttani : 

RACcmpgrty  : 

RA  Address  : 

RA  Secondary  Address  : 

ttnitmiorci  Control s : 
Encjneersd  ferries  : 
Worker  Caution : 
.   Acre* : 
OFtrj  ; 


SRP  3104562099 
Inst  Contra]  MM 
ENS  CONTROLS 


Concrete  barrier 

0318246283 
0&3&JC0J 
0*14/2003 

Induskri^/C  nmrri  ercid 
C  □mpr&iens  I  ue 
Mr.  Sd  fcrket 
Centrum  Properties 
225  West  riuboarrj  Street 
Not  reported- 
CrtcagaL.  60910 
Groundwater  use  reslrirtion 
Concrete  barrier 
Trus 
1 .22000 
t1-B-3» 
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Map  IP 
Direction 
Distance 
Oistanee  (It.) 
SevaBco  Site 


MAP  FIN.OINGS 


Dstabasels} 


EDR 10  Mumoer 
EPA  ID  Number 


LAKE  CITY  PLATING  WORKS  (Continued) 


S104S62099 


effective; 

SftPr 
(.EPA  Id: 
US  EPA  Id  r 
Sec.  4  Letter  Date : 
Remadiaacn  Applicant  C  □  : 
Remediation  Applicant  Title : 
Contact  First  Mams: 
Contact  Last  Name: 
Ccntac  I  Address: 

Contact  Pnone : 
Oate  Enrd'ed : 
Consultant  Company  : 
Point  Of  Contact: 
Consul  larit  Address: 

Congiilapt  Phone  : 

Prcj  Mgr  Assigned ; 

Na  Further  RemedBtim  Letter  Dt: 

NFR  Recorctett : 

Active : 

Tntd  Acres : 


True 


0316248286 

iLBDooosassa 

;  j 

Centrum  Properties,  fnc, 

Mr. 

Sd 

Barket 

229  WesI  Hubbard  Sir  eel 
Chicago,  IL  50510 
3123322930 

Cl£ytcn  Group.  Seniles 
Gary  Ft.  Perkowltz 
3140  Finley  Road 
Downers.  Gfcvev  IL,  60515 
|«0)  795-32CO 
Sanders 
QStiSffiOCKJ 

False 
123000 


AX1S4 
ESE 

3574  ft. 
Rataflvt: 

Actual: 

591  ft. 


323 WEST  WEED  STREET  L.L.C. 
923  WEST  WEED  STREET 
CHICAGO,  IL  B0E32 

Sltelof  3ln  chiitarAX 

ENGINEERING  CONTROLS: 
n.  EPA  ID: 
Barrier: 

ILIMSTUTIOfiALCONTfiOL: 
Dilroii  Epa  fd : 
NFR  letter : 
DateNFR  RecordM; 
Type  Of  Site: 

Cornprchert5ive>  Focused : 

Remedstion  AppficQnl ; 

RA  Company : 

RA  Address  : 

RA  Secondary  Address : 

IfttgluUcnal  Controls  : 
Enrjneeretl  Barriers : 
Writer  Caution: 
Acres : 
ORO; 
Effective : 

SRP: 

IL  EPA  Id : 

JS  EPA  Id : 

Sac.  4  LettA*  Data  - 

Remediation  Applicant  Co : 

Remediation  Applicant  Tile : 

Contact  Fir  »1  Name: 


SRP  3104431603 
Inst  Control  WA 
ENG  CONTROLS 


0315246303 
Concrete  bar  rier 

0315246303 
12I2&1939 
01  ft  1/2000 

InduitriJ.'Com  merdai 
Focused 

Mr.  Mtctieei  LflPerta 
Bell  Construction 
412  North  Paulina 
Not  reported 

Chjcarp,  H,  B0KJ3 

Groundwat?  use  restriction 

Ccnctete.  earner 

True 

0.26999 

097990 

True 

0316246303 
Not  repeated 
1 1 

S23vVeBdLL.C, 
Mr. 

Michael 
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EDR 10  Number 
EPA  ID  Numbs 


5W  WEST  WEED  STREET  L.L.C.  (Continued] 


Cents  t  L3&I  N^ns  r 

\j  U 1  bdU-k.  J^ULM  Sro  - 

GJUcBQO,  IL,   BOG  14 

*k#  ur  i  lms^-l  i  i  u  n  . 

Gated  &w  i  rorvnental  Salvias 

FV>rH  Of  Contact : 

r^ooef  l  **gyner 

1421  North  EJSlon  A^eniift 

^unsUBrK  nun  l. 

[/raj  40&.21Z3 

Pr /-d  Julnr  ft  ■  rl  n  ni  rt  < 

L*Bd[itib 

Wo  Turner  f^fffl stfjitl on  Lstter  Ot ; 

1QCS/1999 

NFR  Rectydejd : 

^  j 

-Active : 

Total  Acres  : 

HflZBOO 

K.  EPA  Id; 

0316246333 

US  EPA  Id : 

Not  rtporled 

Sec,  4  Letter  Date : 

; ; 

RttnaJation  ApjJicsm  Cq  : 

R*rnediatlonAp|Jicgnt  Tide: 

Mr. 

Contact  Firal  Name: 

Mictael 

Contact  La&t  Narne : 

LaPcru 

Contact  .Address; 

1630  Noah  Orerar*  SJreet 

Chicago,  IL  606  H 

Coniact  Pnonc  + 

[3121  492.-6500 

Date  &trartf ; 

Consultant  Company j 

Gafcrid  Erwironmenisl  Services 

Point  Of  Contact : 

Robert  Wayner 

Ccnsul^nt  Address; 

1421  Wnlh  Bslcn  Aveois 

Chicago.  11,  60522 

Consultant  Ply*"* ; 

[773)486-2123 

Proj  Mgr  Assign^ ; 

L-Boarne 

MoFu-thuv  Rem  Nation  LatiW  Ot : 

12(28/1999 

NFH  Reecrded : 

Of/fifflOQO 

Active : 

Total  Acres : 

0.0290Q 

Map  a 
Oi/SCDSn 
□istantf 
Distance  (ft.) 
Elevaliw  Site 


MAP  FINDINGS 


DBtelBsefj) 


18S 

NE 

■ira-i 

SSWft. 

RelaithiE 
higher 

Actual: 
SMfi. 


FR.  DONALD  OURS 
2130MORTH  KENMOREAVE. 
ChlCAGC,  ii. 

LUST: 

Inqiqlem  Mum  : 
IL  EPA  Id : 
I  EM  A  Date: 
Attn: 

PRPName: 
PRPA4*ks: 

PRPPha»: 

Non  LUST  rj««miiBficr  Letter : 
KF A/NFR  [jefler : 
Site  CUBslflcWwi : 
Prajett  Manager  : 
Project  Manager  R«n«; 
Email : 

Saclrnn  5r.SS[gJ : 


LOST  SW7927S3 
N/A 


20001733 

oa-t«o7sax) 

Not  Wcrted 
Fr.  Dcnald  LXrs 

SL  Vlneeni  OsPaJ  Pariah  1010  i/totWWsujr  Ava 
Crtfcago,  tt.  sosh 
7733ZT11I3 
/  / 

Hat  reported 
Rotherinq 

(ztT)  Tas-iaa 

ScDtLRothering^epajalatAJI  bua 
732 
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Map  10 

Direction 
Distance 
Distance  (fl.) 
Elevation  Site 


':MAP  ■(=  IN  DINGS  ■■< 


EOR  ID  Number 
Oatatajcfi)     EPA  ID  Number 


FR.  DON ALO  OUR!  (Continued)  31M73i733 


Section  S7.59(g)  Letter : 

;  / 

Product  -  Gasoline 

Fai*e 

Product  -  Unleaded  Gas: 

Product-  Deitei: 

False 

Product  -  Fuel  Oil: 

False 

Product  -  Jet  Fuel: 

False 

Product-  Used  Oil: 

False 

Product  -  Nan  Petra: 

False 

Product  -  Other  Petra 

True 

20  Report  Received 

1070500 

45  Report  ftecdued ; 

NFROate  Recorded: 

O&22/02 

1/2-1 

richer 

.  Actual: 
598  It 


grant  in  oustries,  inc. 
1735  north  dam  em  ave. 
Chicago,  il  bo«7 

LUST: 

Incident  Num  : 
IL  EPA  Id : 

Attn; 

PRPNama: 
PRP  Addrws; 

PRP  Phone : " 

Km  LUST  Deter  rnineticn  Leila  : 
NFjVNFR  Letter  : 
Site  Classification : 
Project  Manager : 
Project  Manager  Phone: 
Email : 

Section  57.59(g) : 
Section  S7.S9(b)  Letter : 
Froducl  -  Gasctine; 
product  -  Unleaded  Gas: 
Product  -  Dasd 
Prodiri  -  Fuel  Dil: 
Product- Jet  Fuel: 
Product  -  Used  Oil: 
FYoducl  -  Non  Petnx 
Product  -  Other  Petrnc 
20  Report  Received: 
45  Report  Recawerj; 
HFR  Date  Recorded: 


LUST  S104M97M 
NfA 


S91362 

James  scatkowskl 
Grar*  industries,  he, 
173SNtrBi  Darren  Ave. 
CriragcilL  60647 
7732761120 
/  f 

wr&m 

Not  reported 
Romioger 
Not  reported 
Not  reported 
732 
/  f 

Falsa 
F3M 
Paige 

True 
Falsa 
False 
Feiss 

Feiae 
07(07(59 
08/16/99 
ca/16/rjo 


AV1B7 
South 
1«-1 
3851  n. 

Relative: 
Higher 

Actual: 

SSSft. 


SHELL  OIL  PRODUCTS  US 
1400  WEST  DIVISION  ST. 
CHICAGO,  IL  i 


Slit  Z  0t2  Ki  cluster  A  V 

LUST: 

kicidenl  Num : 
IL  EPA  Id : 
IEMA  Data : 
Aim: 


LUST    310581 357S 
NfA 


2000033) 
03162451 2H 
03/14/03 
Not  reported 
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Mao  ID 
Direction 
Distance 
distance  (It.) 
Bevalton  ate 


1MAP  FINDINGS 


Databases]     EPA  ID  Number 


SHELL  OIL  PRODUCTS  US  iCantlnued)  SIOSWSWS 


PRPName: 

Not  reported 

PRP  Address: 

Not  reported 

not  reported 

PUP  Phono: 

Not  reported 

Non  LUST  Detarminsilon  Latter ; 

tl 

NFA/NFR  Letter: 

1 1 

SteClassiBcaUari: 

Not  reported 

Project  Manager : 

Rossi 

Prcjeit  Mseiaaer  Phorw. 

(2.1?>7K-S£B5 

Email; 

Jenny.RagsiQI  eputaf  ej?  .us 

Section  57.59(9)  : 

P.A. 

Section  S7.59(gj  Letter : 

/ 1 

Product  -  Gasoline: 

Fdse 

Product  -  Unleaded  Gm: 

Trua 

Product  ■  Qeisei : 

False 

Product .  Fuel  on; 

False 

Product  -  Jet  Fust: 

False 

Product-  Used  Oil: 

Fise 

Product  ■  Non  Petrcr 

False 

Product-  Oiher  Pelro: 

Falsa 

20  Report  Received : 

03T25<a 

45  Report  Received : 

NFR  Date  Reco-tel : 

/  f 

AX1S8 

ese 
i«-i 

3058  It. 
Relative: 


OFF  TRACK  SETTING 

911  WEED  ST,  901-911  WSSO  ST..  1  L 

CHICAGO.  IL  «KC 

Sit*  2  of  3  In  Cluster  AX 

LUST: 


LUST  S1D61S1BW 
N/A 


Actual: 

i9t  n. 


hddent  Num : 

930523 

L  EPA  Id  : 

03162451 53 

tEMAOale: 

ca/<am 

Attn: 

O  oyg  Miller 

PRP  Name : 

Off  Track  Batting 

PRP  AdoraM : 

113  Ohio  SL 

Ctiicago,  IL  60511 

PRP  prmna: 

Mot  repgrtad 

Nan  LUST  □^ermirqticn  Letter 

/ 1 

NFA/NFR  belter  : 

1 1 

SHeCiassitieaiiQn : 

Not  resorted 

Project  Manager  : 

NOT  ASSIGNED 

Project  Marager  Phone: 

Not  reported 

Email : 

Nut  reported 

Section  57.53(g) : 

731 

Section  57.S9(g>  Letter ; 

1  1 

Product  -  Gasoline: 

False 

Product  -  UrieaBed  Gas: 

False 

Product  -  Defse): 

False 

Product  -  Fuei  oil: 

True 

Product  -  Jet  Fuel: 

False 

Product  -  Used  Oil: 

False 

Product  •  Non  Petrn: 

False 

Product  -  Other  Retro: 

False 

SO  Report  Received ; 

(  1 

45  Report  Received : 

!  1 

NFR  Dale  Recorded: 

I  1 

TC1SQ51S4.2J  Paga15S 
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Moo  D 

Direction 
Distance 
Distance  [ft.J 
Elevation  Site 


map  findings- 


EOR  10  Numoa- 
Databases)     EPA  ID  Number 


AY1S9 

West 

1«-1 

Relative; 
Higher 

Actual: 
599  It. 


CHURCHILL  PLACSU.C 
1802  NORTH  DAM  EN  AVE. 
CHICAGO,  IL  B*<7 

Silaloriln  Clusts  AY 

LUST: 


LUST  5104529TS6 
N/A 


Incident  Num : 

991396 

IL  EPA  Id : 

031625181 

lEMADate: 

Attn: 

Nancy  Cacp 

PR  p  Nana; 

L^ircMI  Place  LLC 

PRPAdnress : 

2211  North  Eljton.  Suite  305 

Chicago,  I L  6061 4 

PRP  f-Ucne; 

773278844a 

Men  LUST  Determination  Letter : 

J  f 

NFArNFR  Letter : 

15102(99 

Sis  Classification : 

Mot  reported 

Prqecl  Manager : 

Emerson 

Project  Manager  Phone: 

Ncl  reported 

Email : 

plot  reported 

SeqSm  57,5S(g>  ; 

733 

Section  57  SB(g)  Letter  : 

/ 1 

Product  -  Gasofrrre: 

False 

Product  -Unleaded  Qas: 

FiJse 

Product  -  Deiset: 

False 

Pmrfucf.  Fuel  Oil: 

Falsa 

Product.  J„t  w. 

Fdse 

Product  -  Used  Oil; 

False 

ftofluct  ■  Nan  Petfo: 

F3lse 

Product  -  Other  Petro: 

True 

20  Report  Received: 

09r14/99 

45  Report  Received: 

11/03/99 

NFR  Date  Recorded : 

O7H3(n0 

190  AWOCO  OIL  CO.  (MS43S 

South  1334 WEST  DIVISION 
112*1  CHICAGO.  IL  60632 

M72ft. 

Re/llfw:  LlJST' 

Higher  friddentNum: 

ILEPAkt: 
Acttwt  IEMA  Date : 

595ft.  Ann: 

PfiPName: 

PfiP  Access  : 

WiP  Phone: 

Nan  LUST  DeterrrHnMon  Letter : 
NFA/NFR  Letter: 
SiteClaasificaUon: 
rVcjeet  Manager : 
Project  Manager  Phonal 
Email  : 

■Section  37,59(0} : 
Section  57.59(g)  Letter : 
Product  -  Gasoline: 
Product  -  Unleaded  Cast: 
Product .  Dei  sal: 
Product  -  Fuel  Oil: 


LUST  510452SS47 
N/A 


920138 
0316345111 

Lyle  Bruce 

AfrlOCD  Oil  Co. 
38100  Torch  Pk»*..  6-S 
VvSrfenvtlle.  IL60S55  ' 
Net  reported 

1 1 

0030/93 
Not  reported 
Urisri 

(217)  5J4--SSSB 

w  »it,u  riatvgepLsttte.il  ,u 

731 

1 1 

True 
False 
False 
False 
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MapIO 
Direction 
Distance 
Distance  (ft.) 
Elevation  Site 


M/VPINOINGS 


EOS  ID  Number 
□aiatase(s|     SPA  (0  Number 


AMOCO  OIL  CO.*1543S  (Continued) 


-  Jet  Fuel: 

•  Use*  Oil: 
■  Nan  Petro: 

•  Ctner  Petra: 
2f>  Report  ReceiueJ  ; 
JlSRspa't  Receded  : 

.  N£R  Core  Redded  ■ 


Product - 
FY^)^Jucl- 
Prgduct- 
Producr* 


False 
False 
False 
false 
02/1  tfK 


At  1*1 

Wsst 

1/2-1 

3538  ft. 

Relative; 
Higher 

Actual: 


LARRYS  SVC  CTR 
1W1MOAM6N  AVE 
CHICAGO,  IL  808VIT 

Site  2  of  2  in  duster  AY 


PIN  PS  JLSWJOCBasi 
LUST 


RCRIS: 
Qwrw: 


EPA  ID: 

Contact 


P/(RKNATIONALaAMKTRU3T100Stf 

iaU>  3B4-1BfiO 

ILRDWwesSt 

STEVE  LAURIA 
(3f2>  3S4-1AE0 


Class!  fi  cation:  Small  Quantity  G  Hwstor 
TSDF  Activities:  NolreecHed 

vtotehon  Status;  No  vjcfgtioiis  fcwvt 


FINOS; 

Other  Pertinent  Envtronm entat  Activity  Identified  at  Site: 

R^ftjroCcnser^an  and  Recovery  Act  Information  system  (RCRaWFO) 

aiST: 

incident  Num : 
ILEPAId: 
lEMADate: 
Attn: 

PRP  Mama : 
PRPAwnesi: 


PRPP!wi«: 

Mm  LUST  Deiermi/iBHon  Letter : 
MFAiNFR  Letter : 
Site  Classification: 
Project  Manager  : 
Prelect  Manager  Praia: 
Email  : 

Section  57  5S(g) : 
Section  57  .Mtg)  letter: 
Product  •  Gasoline: 
product  -  Unleaded  Gas: 
Product  -  rJeisei: 
Product  -  Fust  Oil: 
Product  -  M  Fuei: 
Proa*!-  Usee!  OH: 
Product  -  Non  Petro: 
Product  -  Omer  Pelrer 
10  Report  Received: 
45  Report  Received : 
NFR  Date  Red  or  ded: 


9SOT6S 

raieasne 

VWIiarr*  Leuria 
Larry  i  Service  Station. 
1S3i  North  Qsrnen  Ave. 
Chilton,  IL6ffi47 
Not  reported 
J  1 
1 1 

HIGH 
Pigcusri 
(217)  782-3101 

Michael  .HggushO  ecajlaieii .  us 

732 

/ 1 

Trus 

Falsa 

Falsa 

True 

False 

Ttlh 

False 

False 

05/22/95' 

06/05/35 

I  / 
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Alissa  Schultz  -051942s.pdf 


Ola  tangs 
OlstancB(fl.J 
B  Sweden  Site 


tJlAP  FINOWGS 


SOn  tO  rJumaar 
OatatBse(jJ     Ef*A  10  NuoiBer 


AW19I 

ese 
1/2-1 

3700  ft. 

Reiat&e: 
Lower 

Act  Dal: 


SIESUE'S  HOMES.  BUOGCTR_ 
WO  WEST  NORTH  AVE. 
CHICAGO,  IL  soe-to 

SUe3of4in  duster  AW 

WST: 
Injittem  Wun : 
IL  EPA  Id  ' 
SGMAOal*-. 

Attn; 

PRP  Name: 
PR  P  Address; 

PRPPhone: 

»Cfl  LUST  D«tsr(ninaSt*T  LeMsr : 
UFA/HFR  Letter : 
SlteCfc&slflciirjai : 
Prcfecl  Manager : 
Project  Manager  P^rn  . 
email : 

Section  57.53(g) : 
Sec&on  57 .5S(g)  Letter  : 
Product- Gasoline: 
Product  -  unleaded  Gas: 
Product-  Deise!: 
Product- Fuel  Oil: 
Product-  Jet  Fuel: 
Product  -  Used  Oil: 
Product-  Won  Petra: 
Product-  Other  Paro: 
20Repo-t  Received: 
4j  Report  Received : 
NFR  Dele  Reccrdsd : 


LUST 

MtA 


311237 
N«  rescued 

SatfasHama  BiiMtrtg  Center 
1331  Oaui«  Hi. 
Elgin,  IL  60123 
Not  rsoortad 

/  / 

04»&(SS 
Lowlier 

(217)  735.5734 

Mike  Lowderflieca.state.il  .us 

731 

J  I 

True 

False 

False 

Pale 

False 

False 

False 

False 

/  r 

1 1 

1  ! 


IncKtenlMuw : 
IL  EPA  kt : 
rgMA  Date: 
Attn: 

PRP  N*ti«  : 
PRP  Address  : 

PRP  Phone: 

Noi  LM-ST  Dsfcrrftnatjai 
MFA/NFR  Letter : 
si*ciasslf|c.aiicrt: 
Project  Manager; 
Project  Manager  Phene: 
Email  : 

Section  57,59(0;) : 
Sectton  57,59(9)  letter : 
Product '  Gasdine; 
Product  -  Urieadtd  Gas: 
Product  -  Cesser; 
Projuct- Fuel  Oil; 
Product- Jet  Fuel: 
Product-Used  Oil: 
Product  -  NonPetro: 
Product  -  Oihar  Pelroi 


UT11EB 
OHB[)8S102 
Q7fu1«7 
Harry  L,  Siegie 

SeigesHnme  Butldna Cenier 

1331  Davis  Hi 

Bon,a.BtTO3 

Not  reported 

/  I 

I  t 

Ncl  reported 
Hartow 
Ncri  rEpcrted 
Wal  reported 
732 

1ZW/87 

Fdse 

False 

Falsa 

False 

False 

False 

False 

True 
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MapO 

Di9t£»ice 

Distance  (H.) 
Elevatim  Site 


>W  FINDINGS 


EDR  to  Number 
Datatase(s)     EPA  ID  Number 


SIEtSL&g  BLOOCTR.  (ContdiuBd) 


AW193 
E9F 

371*  ft. 

Relates: 
Lower 

Actual: 
5S1I1. 


2D  Retcrt  Received : 
flsssivtd : 
NFR  Oste  Recorded : 


I  I 
1  I 


Tftl  EQUITIES  LLC 
US  WEST  NORTH  AVE. 
CHICAGO,  ]L  S0S22 

Site  4  of  4  in  duster  AW 

LUST: 

incident  Num  : 
IL  EPA  Id  :  ' 
l£MA  DatS  I 
Atln  : 

fflPName: 
PRP  Address  ; 


SlWJasttl 


LUST  SWSK53S 
N/A 


980733 
.  031GW6273 

■Jos  Hassen 
Vri  Squlies  LLC 
16S7  Bmrvjrsl  fw. 
Elk  Grove,  IL  60007 


31Z3375100 

Ncn  LUST  Determination  LeWr 

I  1 

mfanfr  Letter : 

>  r 

Site  Classification : 

Not  reported 

Project  Manager : 

CarfocSt 

Project  Manager  Ptiprn: 

1-669-239-9533 

Email  : 

Not  reported 

Section  57.59(g)  : 

732 

Section  57.5B(g}  Letter  : 

Product -Gas  rim  k 

FiJse 

Proquct-UnlaadedQsa: 

False 

fVctfuct  -  Oeiset: 

Fait* 

Product  -  Fuel  Oil: 

True 

Product-  JatFuet: 

False 

Product' Used  Oil: 

False 

Product  -  Nor  Petro: 

■  Fase 

product  -  Otner  Petrc: 

False 

2D  Report  Receive  : 

/  r 

4SRcperl  Received : 

/  i1 

NFR  Date  Reccrded : 

194 

ssw 

1/2-1 
3741ft, 

Relative: 
Higher 

S9SM. 


1J19-1Z2S  PAULINA.  LLC 
1227>TZ!9  NORTH  PAttUNA 
CHICAGO,  IL  MKi 

LUST: 


Incident  Num  : 

3X«CtiM 

IL  EPA  Id : 

EM  A  Date: 

Attn: 

Not  reported 

PRP  Name : 

Not  reported 

fRPAtinrass: 

Not  retorted 

Not  reported 

PftP  Phone: 

Not  reported 

Won  LUST  Determination  Letter : 

;  / 

NFWNFR  Letter  ; 

1  1 

Sirs  Classification  : 

Hot  reported 

Project  Manager ; 

Not  reported 

Project  Manager  Pttone: 

Not  reported 

LUST  S1«81XttQ1 
N/A 
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MapB 
Direction 
Distance 
Distance  (ft.) 
ElBvsScn  Sile 


MAP  FINDINGS 


EDR  ID  Numtier 
EPA  d  Number 


1219-12M  PAULINA,  LLC  <Con(lnu«d)  S1M1M101 


Email : 

Net  reported 

Section  S7 J9(at  : 

P.A. 

Seclicn  57.59(g)  Latter : 

1  / 

Product  -GiooMe: 

False 

froduct  -  Unleaded  Gas: 

falsa 

Product  -  Basel: 

False 

Product  -  Fuel  Oil: 

False 

Product- Jet  Fuel: 

False 

Product -Used  Oil: 

Falsa 

Product  •  Non  Petri* 

False 

Product  -  Cttw  Poiroi 

True 

2)  Report  Recavea : 

1 1 

*S  Report  Receiiiea ; 

I  f 

NFR  Dale  Recorded : 

J 1 

195  LOS  CUATROS  CAM  IN  OS 

WNW  IMS  WEST  ARMITAGE  AVE, 

1/2.1  CHICAGO.  IL  50322 
37 *a  K. 

Relative:  WST: 

Higher  incident  Num : 

IL  EPA  Id  : 
Actual:  JEM  A  D*a 

»7  fi.  aiw  . 

FRP  Nama : 

PRP  Address; 

PRP  Prone ; 

Non  LUST  Determination  Letter : 
NFAJNFR  Letler:  ■ 
51  to  Classifies  lion: 
Project  ManaQer : 
Project  Maiaaff  Hione: 
Email : 
-  Section  S7.S«s> : 
Section  57.S9(gi  Lone- : 
ftrriuct  -  Gasoiifle; 
Product  -  Unleeded  Gai: 
Product  -  DfHBfii' 
Product  -  Fuel  Oil: 
Product- Jet  Fuel: 
Product  -  Used  Oil: 
froduct  -  Mod  PetrO; 
Product  ■  Otfter  Petroc 
20Reco-(Re:eivKt: 
45  Report  Received: 
NFRDaleRecorded: 


0JKH46181 

wisai 

Wttor  Diaz 

Los  Custrna  C^mincG 

3552  West  Arfnitane: 

OKooo.tL  60607 

Not  reported 

It 

1 1 

Not  resorted 
NOT  ASSIGNED 
Not  reported 
'Not  reported 
7S 
1 1 
True. 
Fadsa 
False. 
Fsjsc 
False 
FgJse 
Falge 
False 
1 1 
1 1 
1 1 
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MapB 
Direction 
Oistance 
Qistsnce(ft) 
8evaticn  Sle 


MAP  FINDINGS 


EORIO  Number 
DaiaBase(s)     EPA  ID  Numtser 


1M 
NNW 

•37M  ft. 

ftejfltfrv: 
Lower 

Actual: 
331  ft. 


wiONKiewicz.  John 

2243NORTH  CLTBOURNAVE. 
CHICAGO,  IL  W614 

LUST: 

Incident  Mum  : 
IL  EPA  (d : 
CM  a  Dale: 
Aitn  ■ 

PRP  Name  : 
PR  P  Address: 

PRP  Phone : 

Hen  LUST  D«erminaKon  Letter  : 
NFA/NFR  Letter: 
Site  CJasslflcaiion : 
Project  Manager :  ■ 
'  Protect  MSTBoer  Phone: 
Email  : 

Section  57.59(g)  ; 
Section  57        Letter  : 
Product  -  Gasoline 
Product.*  Ufrteaded  Gas: 
Product- Qeliei: 
Product -Fuel  Oil: 
Prcducl- Jet  Fuel: 
Producl-  Used  Oil: 
Product  -  NOrt  PetrO; 
ProOucI  -  Other  Pet™ 
20  Repori  Recavso  : 
45  Report  Received; 
NFS  Date  Raiadwf : 


LUST 


Not  reported 
John  Wronkiewici 
2245  North  Clybourn  Ave. 
ChleagA  l(.S0fi"ia 
Not  reported 
/  I 
I  I 

Not  Assorted 
Hsrtow 
Not  reported 
Not  reported 
T31 
I  I 
True 
False 
'False 
False 
False 
False 
False 
F^se 
i  I 
1 1 
1 1 


A2197 
SSE 

3804  fl.  . 

Relative 
Higner 

Actuals 
39S  ft,  ■ 


PEOPLES  GAS  AND  LIGHT 
1241  WEST  DIVISION  STREET 
CH1CAGQJL  SDEU 

SJtMofainclustsrAZ 

SRP: 

)L  EPA  W : 
USEPAJd: 
Sec.  4  Letter  Date : 
Ronedfatian  Applicant  Co : 
RameoWign  Apfttcant  Title ; 
Contact  Firs.1  Narne: 
CcntactLast  Mama : 
Contact  Address : 

Contact  Phone: 
Date  Enrolled  ; 
Gonad  tent  Company : 
Point  Of  Conteicf: 
C  Onsul  tartt  Addr  ess: 

Consultant  Phone: 

Prq  Mgr  Assigned : 

Wo  Further  Remediation  Letter  Dt : 

N  F  Ft  Recorded : 

Active: 


SRP  51044*1499 


0316QDS8&5 

■  It 

.T7»Pffl0eSG*SLig«$ndC*e  Ccmftsrv 

Vice  President 

Charles 

Thompson 

130  East  Ronociph  Drive 
Chicago,  It,  60601 
3121404810 

Barr  inftymettcfi  Technology 
Not  reported 
4700  Weal  77th  Street 
■Minneapdis,MN.  55435 
<952r  832- 2KB 
Seul 
J  / 
I  I 
Tfue 
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Direction 
Oislance 

■ 

MAP  FINDINGS 

1 

Si  la 

EDR  ID  Numher 
□atabase(s)     EPA  ID  Number 

PEaPLESGASAWJUSHT  IConllnumJ) 

I 

Total  Acres : 

O.OOOCO 

1 

AX1BH 

BLACKHAWK.  BLDC, 

LUST  510S815S3B 

E5E 

1HHMORTH  FREMONT 

N/A 

CHWAG.O.  ]L  KWZi 

331  Oft. 

Hi 

Sitalnf  3In  cluster  AX 

H 

LUST: 

Incroerit  Mum : 

3JO30491 

IL  £PA  k) : 

S31  It. 

lEMAOale: 

Mmsrra 

Atln: 

Not  reported 

8sS 

PfiPName; 

Not  reported 

PRP  Address: 

Not  reported 

Not  reported 

PRPPtwns: 

Not  reported 

N  on  LUST  Determirstlen  Lelter  :        1 1 

1 

N  FAN  FR  Utter : 

/ 1 

ml 

Ste  Ctassificatlan : 

Not  reported 

Prqecl  Manager : 

Not  reported 

Prqect  Manager  Pftane: 

Not  reported 

_ 

&nal  ; 

Not  reverted 

SetScn  5?.S9(gJ : 

P.A 

Section  5T.59(g)  Letler  : 

/  / 

Pf  OSutt  -  Gasoline 

True 

Product  -  Unleaded  Gas; 

False 

_ 

Product  -  Q«£d-. 

Fate* 

Product-  Fuel  Oil: 

Fase 

Product  -  Jsl  Pud: 

Falsa 

Product- Usai  Oil: 

False 

Product-  NonPatrtr. 

False 

Product  -  Ottw  P*u: 

False 

1 

20  Report  Received: 

10(1003. 

■US  Report  Received : 

101 sua 

NFR  DaoRrcwSrf : 

it 

BA15S 

CAR  B(T  PAINT  CO. 

LU3T  3KMS2SKM 

lis 

ESE 

937  WEST  BLAC  KHAVUK  ST. 

K.'A 

^5 

CHICAGO;  II.  W»J 

Mil  ft. 

3it»1  of  2  In  ckister  BA 

M| 

Relative' 

L&w*f 

LUST: 

Incident  Hum  - 

9118S3 

Actual: 

ILEPAW: 

oaisrjuSQ7i 

590  ((, 

lEMAOow: 

DT/Ofl/91 

Attn: 

James  KMewefmafi 

H 

PRPNams: 

CartitPantCo. 

PRP  Address  : 

SB?  West  Blscktwk  St, 

Chicago  Laqea 

PRP  Phone : 

Not  reported 

Hon  LUST  determination 

Letter :        r  / 

NFAJNFR  Letler  : 

/ 1 

Site  Class  ideation : 

Not  reported 

Project  Manager  : 

NOT  ASSIGNED 

Project  Manager  Pticna: 

Not  rawried 

Emart : 

Not  reported 

TC1JD519+.2J  Paost&a 

| 
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Map  ID 
Direction 
Distance 
Distance  (ft.) 
Elevation  Site 


MAP  FINDINGS 


SOR  ID  Number 
Databases}     EPA  ID  Number 


CAR  BIT  PAINT  CO.  (Continued} 


31045 J5a<» 


SecSon  57.59(3) : 

731 

Section  57.S9(g)  Letter : 

;  / 

Product  -  Gasoline: 

false 

Product-  Unleaded  Gas; 

"e-te 

Product  ■  OeSel: 

False 

fV«tuei  -  Fu&  Oil; 

True 

Product-  Jet  Fuel: 

False 

Product-  Used  Oil: 

False 

Pratucl-NonRetfc: 

Raise 

Product  -  Oilier  Petro: 

False 

20  Repcrt  Received : 

l  i 

»5  Report  Received; 

1 1 

NFR  DaleReocmed  : 

1 I 

BAMO 

fse 

Relatfce: 
Lower 

Actual: 
590  n. 


CAR6IT  PAINT  COMPANY 
<t*T  W.  BLACKHAWt  ST. 

CHICAGO,  fL  satsi 
Sita  i  <jf  1  in  cluster  SA 


RCRIS-LQQ 
FINDS 
TRIS 
LUST 


lOOOISJiBB 
WM2CRBTM2 


RCRIS: 
.  Owner: 


6PAID: 
Ccntact 


CAFteiT  PAINT  COMPANV 
(3121 S55-1212 
ILD005S31199 

RICHARD  TRISPEL 

Classification;     Large  Quantity  Gffwatfir 
TSDF  Aetifilis;  NotrepertaJ 

Violation Stains:  Navidabons tcuid 


FINDS: 

Other  Pertinent  Environmental  Activity  Waitiri«fat  Site: 
AIRS/AIRS  Facility  Suoyatem  (WRS/Af  S) 
Integrated  Ccmdi^oekiforrrialMri  System  (ICtS) 
NsUcnal  Emijiioni  Fmentory{NB) 
National  &nissiiyu  Trends  (NET) 
Naticrai  Tonics  Inwsifcjry  (NTT)' 

Resource  Cmservaliiin  and  Recovery  Act  lnfcrrna0<y>  System  (PCRAINRM 
Tcsiie  Chemical  Release  Inventory  Systm  [TRIS) 

LUST: 

Incident  Nimti  : 
ILEFAId: 
lEMAQele: 

Attn: 

FRF*  Name: 
PRP  Address: 

PRJ>  ptime: 

Non  LUST  Deterirvi nation  Letter : 
NFAINFR  Lettar : 
Site  Clsisifi  cation: 
Prefect  Manajo- : 
Prelect  Manager  Phone: 
Email; 

Section  S7,59(o) : 
Settlor  37.59(g)  Littler  : 


031600507)  ' 

0Ef21/89 

Nol  reported 

Carttr  Pairs  Co. 

9ZT  West  Blacurowk  SL 

Cnicago,  It.  60822 

NO)  reported 

!  / 

I  I 

Nol  reported 
WOT  ASSIGNED 
Nol  reported 
Nol  reported 
731 
I  / 


TC120519U1  Par^168 
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!                                  Mao  io 

Distance 
Distance  (ft,j 
Elevation 

iSf 

MAP  FINDINGS 

Sile 

■  EDR IC  Number 
database^)     EPA  D  Number 

CARSIT  PAINT  COMPANY  (Continued! 

Project  -  Gasoline 

False 

PfOducI  -  Unloaded  Gas: 

False 

Si] 

Product  -  Das«'. 

Fa$e 

Product  -  Fuel  Oil: 

False 

Product-Jet  Fuel: 

False 

Product  -  Used  Oil: 

False 

Product  -  Nor  Petre: 

True 

— 

Product  •  Other  Pelf  or. 

20  Report  Received: 

1 1 

*S  Report  Received: 

1  > 

NFR  Dew  Recorded  : 

II 

□  D/Vl 

H2Z  ELSTON  LLC 

SRP  S1«1S1E90 

NW 

2Z1Z  NORTH  gLSTQH  AVENUE 

ENGCQNTftfJLS  NiA 

CHICAGO,  IL  608 14 

SIlMOfJUl  caster  88 

Relative: 

H 

Lower 

ENGINEERING  CONTROLS: 

IV.  EPA  10: 

D31BU751S6 

Actual: 

Barrier: 

Aspteil  barrier 

390  ft 

SRP: 

W1S075199 

US  EPAtd: 

Not  reported 

•V 

Sac  4  Letter  Oate : 

/  / 

Rem  action  Applicant  Co  :                2£22£F*:tDfl  >  f  ^ 

Rem  Elf  a&m  Applicant  Tide  :  Mr. 

Contact  First  Name-. 

Vferren 

1 

Contact  usl  Name : 

Uskv 

Contact  Address: 

1156  Wea  rVmiiage  Avenue 

CticaflalL  60614 

Contact  Pric™ : 

7737550600 

Date  Enrolled : 

Consultant  Company  : 

American  Environmental  ConsJtants.  he. 

H 

Point  0<  Cornacl  ■. 

Stuarl  1- Neman 

Consul  twit  Address: 

2  South  053  Valley  Row 

Lombard,  IL,  B0148 

Cons  J  tarn  Prion* : 

(630]  916-8300 

1 

Proj  Mgr  Assigned  : 

Cuminings 

No  Further  RerneOanon  Usitcr  01 :     ■  rwzvjOTJl 

NFR  Recorded : 

oa't  52O03 

Activ*-. 

Tata  Acres  : 

o.iasoo 

_„„_ 

ELSTON,  INC, 

LUST  S1043B4S13 

NW 

NORTH  ELSTCN 

N/A 

1/2-1 

CHICAGO.IL  W614 

H 

3429  ft* 

H 

Site  Z  nf  3  In  liister  DB 

Retails  a; 

LUST; 

Incident  Num  : 

Actual; 

ILEPA  Id: 

031 80751 93 

1 

*ao  it. 

EM*  Date: 

Attn: 

Warren  Baker 

PRPNam*:  ' 

±222  Baton,  inc. 

PRP  Address: 

Balm  DeueUjomenl.  1  iSS  Wtet  ArmiOge 

Chicago,  IL  608m 

i  

TC12MW.2S  Page  167 
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Map  to 
Direction 
Distance 
Distance  (ft-) 
ElevatFcn  Site 


MAPF1N  DINGS 


=1 


EDR  ID  Number 
DatatBSeis)     EPA  ID  Himber 


AZ2W 
SSE 

1K-1 
MSJft. 

Relative; 
Lower  ' 

A  3  ml: 

591  ft. 


1222  ELSTON,  INC.  [Continued} 
PRP  Phone: 

NonLUST  Oetermireticn  Letler : 
HfjyNFR  Letter : 
SleCiasslAeailanT 
Prefect  Manager ; 
Project  Manager  Phone: 
Snail : 

Section  S?,59(s): 
SecUon  57.59(g)  Letter : 
ProDuel  -  Gasoline: 
Product  -  Unleaded  Qaj: 
Product  -  Dersel  ■ 
Producl-FuelOit: 
Producl  -Jet  Fuel: 
Product-UsedOH: 
Prrjduci  -  Non  Petrot 
Product  -  Dtber  Para' 
&  Report  Received : 
45  Report  Received ; 
NFR  Oste  Recorded: 


5104564513 


7737S506O0 

1  I 
1 1 

Nol  reported 
Jena 

(517)  524-1253 

Sieve  Jonesfllepa  jtets.K  .us 

733 

01(30«-t 
True 
False 
raise 

False 
False 
True 
False 
True 
/  f 
r"  f 
I  t 


PEOPLES  GAS  LIGHT  AND  COKE  -  DMSLCN  STREET  STATI 
1223  W.  DIVISION  STREET 
CHICAGO.  IL  W«J 

3lte!o(  2  In  cluster  AZ 

COAL  GAS  SITE  DESCRIPTION: 

Slleis  between  John  F.  Kennedy  Exprosway  and  Qatcnp  south  rjf  Division  and  nor  Sltei£  a 
CERCLIS  Sits  Number  VLD38JQ.74783. 

©Copyright  1993  Real  Property  Scan,  Inc. 


Coat  Gas  GWOOttlfria 


20* 
SW 

jswh. 

Rotative. 
Higher  ' 

Actual: 
'  sain. 


NEW  MILL  NOODLE  CO. 
WOO  WORTH  WOOD  3T. 
CHIC  AGO.  IL 

t-UST: 


LUST  S1045242-M 
WA 


InbdailNurn  : 

.  S2J5SS 

ILEPAW: 

a31C4Sl<uj 

1EMA  Dels ; 

laiass 

Attni 

John  Reaves 

PRP  Name: 

New  Mill  NCedleCo. 

PRP  Address: 

1300  Nwlfl  Wood  SL 

Chicaja.  (L  B06ZZ 

PRPPhone: 

Not  r  spar  ted 

Nan  LUST  Determination  Letter : 

; i 

NFA/NFR  Letter : 

SlaClassifl  cation :  " 

Not  reported 

ft-tjed  Manager ; 

NicMl 

Projecl  Manager  Prior*: 

(217,  S24-7619 

Entail: 

Not  resorted 

Section  57.59(9) : 

731 

Section  5J- .59(g)  Letler  : 

;  / 

ProAjst .  Oaaottne: 

,  False 

Product  -  Unleaded  Gi»; 

False 

JVooVct  -  D&se): 

Fai*a 

PrackEt-Fuet  Oil: 

True 

TCIiuStwis  =age  6tj 
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MaplO 

J                       MAP  FINDINGS 

Direction 

Distance 

delates  (R.) 

EDR  ID  Number 

Site 

Database  si 

EPAK)  Number 

NEW  MILL  NOQOLE  CO.  [Contkiunf) 

3104934344 

Product-  JelFud: 

False 

Product -Used  Oil: 

Pols* 

Product  -  Non  Petro: 

False 

Product  -  Other  Pdra: 

False 

£0  Reporl  Received : 

.  Qim&3 

45  Report  Received : 

oaosrw 

NFR  Date  Recorded; 

1 1 

BBicS 

RENAISSANCE  REALTY  GROUP  LLC 

LUST 

NW 

Jill  NORTH  ELSTON  AVE. 

NfA 

1/2-1 

CHICAGO,  IL 

3857  rt. 

Site  3  of  1  In  cluster  Be 

F**fatwe: 

LUST: 

Tnciderrt  Num  :  . 

20011343 

Actual; 

IL  EPA  Id  : 

SBDtt. 

IEMA  Dale: 
Attn: 

PRPNarne: 
PRPAittress ; 

PRP  Phone  ; 

OBflOTt 
Nancy  Kapp 

Renaissance  Realty  Group  Lus 
2001  Wast  Churchill  SL 
Chfcego,  IL  50647 
T732T9844S 

NonLUSTDeterminatioriLelter:        /  ; 

NFA?WFR  Letler: 

/  1 

Site  Classification : 

Not  reported 

Project  Manager : 

Oonrielly 

Prefect  Manager  Phone: 

(217)  557-8764 

Email: 

Jason.  Donfwily©epa  aiste.M  .us 

Section  S759fv) : 

732 

SetBdrl  57,59(8}  Lelter : 

/  / 

Product  ■  Gasoline: 

False 

Product'  Unleaded  Gas: 

F^se 

Product  -  Onset 

False 

Product .  Fuel  Oil: 

False 

Product  ■  jet  Fuet: 

False 

Product-Used  Oil: 

Fdse 

Product  ■  Non  Para; 

False 

Prtrtict  -  Other  Petrot 

True 

3o  Report  Received : 

00(2001 

^Reptji  [  Recavea : 

01/2202 

NFR  Date  Recorded : 

1  1 

JO* 

ssw 
1tt-t 

3ST2ft_ 

RafellvB: 
Higher 

Actual: 
sastt. 


WAN  LAND  &  ASSOCIATES,  IMC. 
1«0  WEST  0IV15ION  STREET 

Chicago, il  wetz 

ENGtMESR  IN  G  CONTROLS: 

t  EPA  ID:  0318325140 

Bailer  GontTsteoarrier 

IL  INHTUTIOHAL  CONTROL 

llirols  £pa  td :  031S2Z5140 

NFR  Leuer :  lOisnSse 

Date  NFR  Recorded :  iafZ7fi9S» 

Type  OF  S  te :  IndusfriaUComrn  eceisl 

Comprehensive  J  P  ocua  ad :  Focused 

Remediation  Applicant;  Mr.RictwdWfertand 


SRP  S1M491583 
Inst  Control  NfA 
ENG  CONTROLS 
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Direction 
Distance 
Distance  (It.) 
El  nation  Site 


MAP  FINDINGS  ' 


£QR  ID  Numes 
Database's)    EPA  O  Nixnber 


207 
HN£ 

3913  ft. 

Relative: 
Hlghar 

Anuai: 

S4J  II. 


WANLANDi  ASSOCIATES, INC. 

RACampany; 

RAAdtfess ; 

flA  Secondary  Address ; 

Institutions!  Controls  : 
Engineered  Barriers  : 
WtorJw  Caution : 
Acre*  : 
ORQ  : 
Effective : 

5RP: 

ILEPAW: 
-  USEPAW: 

Sec.  4  Letter  Data : 

Rerned&tion  Applicant  C  a : 

Rem  edlaticn  Applicant  Tills: 

Crntact  PI  rat  Name: 

Contact  Last  Name : 

Contact  Address: 

Contact  Prone : 
Date  Enrd led  . 
Cdnsutfant  Ccmpffiy : 
PoM  Of  Contact: 
Consultant  Addt  ess: 


Consultant  Phone ; 
Proj  Mgr  Assigned : 
No  Fattier  Remedialon 
t*JFR  Recorded : 

Active: 
Totei  Acres  : 


(Continued) 

Vvtertand  &  Associates.  Inc. 
■*  T4C  W£st  Peterson  Au  anus 
Not  reported 
Chicago,  It,  60646 
Groundwater  use  restriction 
Concrete  torrier 
'True 
0.J19S9 
0S799O 
True 

Mot  reported 

-Wartand  &  Associataa,  Ine, 
President 
.  Richard 
Wsntan* 

4140  West  Peterson  Avenue 
Chicago,  IL,  B094S 
(7735  6+5-3134 

oiflansie 

Mostar  at- Pratt  Associates,  (ne. 
Robert  A,  Gere,  P.E. 
945  Oak!  awn  Avenue 
Smhurcl,  JL  B£H39 
(500)993-9000 
.  L-lngotd 
□t:  1CV19(199« 

i(W7yissa 
Fait* 

o.tjooo 


LITTLE  SISTERS  OF  THE  POOR 
2325  NORTH  LAKEWOOD 
CHICAGO,  IL  60614 

LUST: 


LUST  S1WS291S 


Incident  Num  : 

IL  EPA  Id : 

0Sl60TSt79 

EMI  A  Date; 

iMase 

Attn: 

Mother  Marcs 

PRPName: 

UHBSsteriofswPoer 

PRP  Address : 

3325  Neftti  LakewcotJ 

CWeaam  IL  60814 

PRPWrene: 

77390Sffi« 

Non  LU  ST  Deter  miration  Letter : 

;  / 

KFA/UFfi  Letter : 

/ 1 

Site  Class!  iication : 

Not  reported 

Project  Maragv  : 

NOT  ASSIGNED 

frcjstt  Maruger  Phcne: 

Not  retorted 

Email: 

Mot  reported 

Sectien  ST.  93(9) : 

T3Z 

Section  57.59(3)  Letter  : 

1  1 

Product  -  Gasoline 

False 

Rrcduc*  •  Unleated  Gas: 

F<3lse 

Product  -  CMsel; 

True 
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Man  ID 
Direction 
Distance 
Distance  (ft.} 
Bev3tron  Sile 


MAP  FINDINGS 


EQK  <G  Number 
Databases)    Spa  id  number 


LnTLE  SISTERS  OF  THEPCCft  (ContlfiLlfciJ 


S1U4S23325 


208 
NNW 
VZ-1 
Attn  fl. 

ftalattvK 
Lower 

Actual: 
sat  ft. 


its 

1£M 

<uo.m. 

RatalKia; 
Higher 

Actual: 

sun. 


Product  -  Fuel  Oil: 

Fa  58 

Product- Jet  Fuel: 

Falsa 

Product-  Used  Oil: 

Falsa 

Product  -  NonPetro: 

False 

Product  -  Other  Petrra 

False 

2D  Reptrt  Received : 

/ 1 

43  Report  Received  : 

1 1 

NFR  Date  Reco-ded : 

1  f 

ELECTRO  FINISHERS 
ire:  W.  FULLERTON 
CHICAGO.  IL  6U6U 

SHWS: 
F*cfUty  ID: 
Facility  Type: 

Pacdlrty  ID: 
Facility  Type 


SHWS  S105O1H43 
NfA 


0318X5W 


0316X5447 


Plating  Operation 


CHEMICAL  SYSTEMS 

FULLERTON 
CHICAGO,  IL  , 

ENGINEERING  CONTROLS: 
IL  EPA  ID: 
Barrier: 

CAT: 

Facility  C: 
Facillp/  Type: 

SBP: 

ILEPAId: 
US  EPA  Id: 
Sec  4  bstler  Oete : 
Aemedi  alien  AprticantCd : 
RemttJi  3tl  on  Applicant  Title 
Contact  First  Name: 
toritacl  Us!  Name : 
Contact  Address: 

Contact  Phone: 
Qste  Enroled : 
Consul  lent  Company : 
Point  Of  Gonad : 
Coradlant  Address: 


Ccnaultanl  Phone : 

Pfoj  Ma;  Auir/ied : 

No  further  Remed alien  Litter  Dt : 

NFFi  Raecxded : 

Active: 

Total  Awes ; 


CAT  1000099800 
SRI*  HIA 
ENG  CONTROL 


0316075093 
Asphalt  bwrler 

03IB075QS2 

SITE  REMEDIATION  PROGRAM 


HJD0O5097BTJS 
/  I 

Fullerton  Plaza,  LLC. 

Preside"! 

Hcwsrd 

Weiner 

1777Ncrth  Clybourn  Avenue 
CWcsgo.lL.  *0814 

(312)  26B-B88S 
OZG1/1S97 

Carls en  Environmental.  Inc. 
Margaret  M.  Karolyi 
65  East  Wscker  Place 
Suits  15CC 
ChicsjalL  £0601 

(313)  348-2140 
Cummlngi 
0*12/1938 

i  i 

Falsa 
6.1EO0O 


IL  EPA  Id: 


TC12QS1W.2S  Paas171 
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Map  (0 
Direction 
Distance 
Distance  (fl.) 
Elevation  Site 


MAPFINCINGS 


EOR  ID  Number 
□atabaaeU)     EPA  ID  Number 


210 
S3E 
>  1 

SZS7H. 

Retattu* 
Higher 

Actual: 
3S7  ft. 


CHEMICAL  SYSTEMS  (Corllruiai) 

US  epa  iai 
Sac.  4  LMe  Oste : 
RwieOiailon  Aptfiwnt  Co : 
Remediation  Applicant  Tills : 
Comscf  First  Name: 
CoiYBct  Last  name : 
Contact  Addresg- 

Contact  Phoie : 
Data  Enrolled : 
CfflWJhant  Coiriosny ; 
'  Pninl  Of  Contact. 
Consultant  Address; 


Consultant  Phone  1 
Proj  My  Assigned : 
Ho  Fcxtfier  fiemetfaiicn  Letter  CM : 
'MFR  REEO-ded- 
Active: 
Tote*  Acres : 


ILD005O976OS 

r  / 

FullertonPlaia.UL.C. 
■President 
Howard 
Weirer 

1777  North  Clybourn  Avenua 
Chicago.  B,  60S14 
(313)  268-568* 
02/21/1337 

Carlson  Environmental.  Inc. 
Margaret  M.  Kardyi 
SSSsst  Wacker  place 
Suite  15CO 
Chicago,  IL,  SMOI 
(312)  346-2140 
Cimming^ 

o»04/i9$a 

False 


LISSNERCORP 
1000  NOGDEN  AWE 

CORRACTS  Data: 

EPA  id: 
Reg  ox 
Area  Name: 
Actual  Date: 
Corrective  Action: 

3002  NAICS  TiBeE 


RCR1S-SQG  1d0b3A34»1 

FINDS  ILD(]0b901B75 
HAATS 
CORRACTS 


11.0006331075 
5 

ENTIRE  FACILtTY 
(001/1994 

CA075LQ-CA  Priori UiaUon.  Facility  or  area  was  assigned  a  low  corrsclivH 
£C&)n  priority 
421 M 


RCP-IS  Cor  reciiv*  Action  Stmrrwy 


RCRIS: 
Owner: 


Ccnts« 


CA  Prieritiiaoan.  Facility  v  area  was  assigned  a  Ion  car  ecfi>re  action 
priority. 
03131/1994 


NAME  NOT  REPORTED 
(313)  S5S- 1212 

iLooceaaioTS 


MAKKMATZA 
(312)  S51-3HH 


CiasstfeaScn:  Small  C]Lflnti<p  Generator 
TSDF  Acinous:  Nolreported 
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Map  ID 
Odecdoo 


MAP  FINDINGS 


Slavatton 


SDR  ID  Nimber 
DataBase^)     EPA  E>  Number 


LISSNER  CORP  {Continued) 


10001SJ4»t 


Vitiation  Sialics:  Notation  lounfl 
FINDS: 

Ofher  PeiiinsfH  BwirCTvnerW  AslMv  Mtniflea  at  Site: 
AIHS/AlRSFaclfi(ySnOVSIWIl(ARS/AFS) 

RsMgrcsConsefvalon  am)  RwovetyAet  Infcrrrtaacn  system  [RCRAINFO) 
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ORPHAN  ilj^WflftV 


EON  ID 

34*  Adw 

TMntllttTl 

CHICAGO 

a^cco  en.  ce* 

MCflTVi  '  ^W^HtS 

Eueu 

UJ*T 

f  rOTHFlACEJHD  «tc»*to«.  EA it  not  OP 

La&flONNftEijsa 

1itM  PAULUU 

COT  COUNTY  DfcpT 

H  ASHUPCAVf  ST  HCHTH  ftfWNCn 

W|4 

flCfll3-3QO.  FINOS 

it,  Mfinicw.  MT. 

Mt  COHHtfl  PAUUH*  3T.  J  WftSHftijflHe 

LUST 

CHI  CAS] 

i.t.cORHtFii'flgidN*  ax  r  roosevelt 

LUST 

CHICAGO 

Tt  MSJKAL  CK3r 

3.'JV.  CQftMEft  ASHLANQ  J  WijWJRM  Ak/t 

LUST 

CHICAGO 

s  idq  hi  SQ* 

N,tT.  CQ=Hfi^H*i5l-l>I+0  r  WA8HBLFHE  AVE 

LUST 

EX.  VINCEXT  DEPALL  <£WTE, ft 

90*1* 

LUST 

Chicago 

♦  lOsr-utgr 

1 234  NCRTH  HALSfEAQ 

AM  22 

LUST 

1DDG1E2253 

4JJ-I1&  WORTH  rihJCUflN  AUEMJG 

4}l  -AfO  HCHTH  KII.BCUHN  AVENUE 

CHICAGO 

lflfll  HQftTH  NOfiTHflflflWCH 

LUdT 

CHdAOO 

STqaiaMM 

HIA.T5B  MAQHIFfiHT 

.  1 344  HBBT>H«E7^flMAue. 

LUST 

LHK]DiUSi9 

R|QHfi  QAfcAQE 

«7  NP^CINE  AVE 

U3T 

ncBEMCrrt 

icci  wuir 

so  aa 
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EPA  Waste  Codes  Addendum 


Cade  Description 


OO02      A  WASTE  WHCH  HAS  A  PH  OF  LESS  THSiN  2  OR  GREATS*  THAN  1 2.5  IS  CONSIDERED  TO  ' 
BE  A  CORROSIVE  HAZARDOUS  WASTE.  SOOIUMmDROXIDE.ACAUSTtCSOLUTTONVVrTHA 
HIGH  PH,  IS  OFTENUSEDSY  INDUSTRIES  TO  CLEAN  OR  DEGREASE  PARTS 
HYDROCHLORIC  ACID,  A  SOLUTION  WITH  A  LOWPH,  IS  USED  BY  MANY  INDUSTRIES  TO 
CLEAN  METAL  PARTS  PRIOR  TO  PANTING.  WHEN  T1HESE  CAUSTK  OR  ACID  SOLUTIONS 
BECOME  GONTAIulMATEOAjND  MUST  BE  DISPOSED,  THE  WASTE  WOULD  BE  A  CORROSIVE 
HAZARDOUS  WASTE. 

coca  CADMIUM 

COOS  LEAD 

R101      '  THE  FOLLOWING  SPENT  HALQGENATEO  SOLVENTS  USED  IN  DECREASING 
TETRACHLORQETHYLENE,  TRICHLOROETHYLENE,  METHYLENE  CHLORIDE. 
1 .1  ,1  -TRICHLOROETHANE.CARBOHTETHACn.O™DE,  AND  CHLORINATED  FLUOROCARBONS: 
ALL  S  PENT  SOL  V  EMT MIXTURESiBLENDS  USED  KM  DEGREASING  CONTAINING,  BEFORE  USE. 
.  A  TOTAL  OF  TEN  PERCENT  OR  MORE  (BY  VOLUME)  OF  ONE  OR  MORE  OFTHE  ABOVE 
HALO GENATED  SOLVENTS  OR  THOSE  SOLVENTS  LISTED  JN  F002  F004,  AND  FDD5  AND 
STILL  BOTTOMS  FROM  THE  RECOVERY  OF  THESE  SPENT  SOLVENTS  AND  SPENT  SOLVENT 
MIXTURES. 

FQG3       THE  FOLLOWING  SPENT  NQN-rtALOGENATED  SOLVENTS:  XYLENE,  ACETONE  ETHYL 
ACETATE.  ETHYL  BENZENE,  ETHYL  ETHER  METHYL  ISOBUTYL  KETONE.  N-BLTTYL 
ALCOHOL,  CyCLOHEXANONE,  AND  METHANOL;  ALL  SPENT  SOLVENT  MIXTURE  SiBLENDS 
CONTAINING.  BEFORE  USE,  ONLY  THE  ABOVE  SPENTNON-HALOGENATEO  SOLVENTS"  AND 
ALL  S  PENT  SOLVENT  MIXTURES^  LENDS  CONTAINING.  BEFORE  USE,  ONE  OR  MORE  OF  THE 
ABOVE  NON-HA  LOGENATED  SOLVENTS ,  AND,  A  TOTAL  OF  TEN  PERCENT  OR  MORE  (BY 
VOLUME)  OF  ONE  OR  MORE  OF  THOSE  SOLVENTS  USTEDJNFC01  F002  R»4  AND 
F005.  AND  STILL  BOTTOMS  FROM  THE  RECOVERY  OF  THESE  SPENT  SOLVENTS  AND  SPENT 
SOLVENT  MATURES . 

FD06       WASTEWATER  TREATMENT  SLUDGES  FROM  ELECTROPLATING  OPERATIONS  EXCEPT  FROM  THE 
FOLLOWING  PROCESSES,  (1)  SULFURIC  AODAN0DI2NG  OF  ALUMINUM:  (3>  TIN 
PLATING  ON  CARBON  STEEL,  (3>  ZINC  PLATING  [SEGREGATED  BASIS)  ON  CARBON 
STEEL:  (4)  ALUMINUM  OR  ZINC-ALLMNUM  PLATING  ON  CARBON  STEEL'  (5) 
CLEANINGJSTRIPPING  ASS  COATED  WITH  TIN,  2NC  AND  ALUMINUM  PLATING  ON  CARBON 
STEEL;  AND  (6)  CHEMCAL  ETCHIMG  AND  MILLING  OF  ALUMINUM 

K0B1.  BWISSIGN«»mWXDlJST/SLimeJTOMTH^^ 
ELEC  CRJC  FURNACES. 
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To  maintain  currency  of  .the  falowlng  federal  and  stale  dabbaaes.  EDR  Contacts  the  appropriate  ao»ernmenla/  agency  - 
on  a  monthly  or  quarterly  Basis,  as  requira!. 

Elapsed  ASTM  day*;   Provides  confirmation  tTel  this  EDR  report  meets  or  exceeds  the.90daV  boating  requirefnenT 
0ftnaA5TMstandard.. 

FEDERAL  ASTM  ST&NPAKD  BECQRDS 

NPL:  National  Priority  List 
r  Source:  EPA 
Telephoriec  M/A 

MaSonal  Priori  |l«  UsU$t*erfund),  TheNPLii  a  subset  of  CERCLIS  siwl  identifies  uver  1,200 sites (or  priority 

dearup  under  IheSyperiund  Program.  NPl.si(«»  may  encompass  relatively  large  Eraa.  As  slcIi,  EDR  provides  polygon 
ctniEragefar  over  l.tMONPLilisbcundariet  produced  by  EPA'  s  EnviromnHital  Photographic  Interpretation  Center 
(EPIC,  end  regional  EPA  offices. 


Dale  of  Gaverrment  Version:  34/27/04 
D3te  Made  Active  at  EDR:  05/21W4 
Databas  s  Release  F  r  equency:  Serni- Annually 

NPUSitjasundaries 
Stxrces: 

EPA'j  &vlrorimenWPhologracniclnltrprelaSonGenta'{EPIC) 
Telephone;  iCi-5S+.7333 

EPA  Region  1 
Telephone  617-9(8-1 143 

EPA  Region  3 
Taephone  £15-814-5418 

EPA  Region  4 
Telephone  404-;e2-BD33 

Proposed  MP1_;  Proposed  Naicnal  PritriLy  Lisl  Ste 
Source:  EPA 
Telephone:  n/a 

Date  of  Government  Version:  04/27/0* 

□ate  Mads  Active  at  EDR:  0&21AW 

Database  Release  Frequency:  Semi-Annualty  - 


Data  of  Data  Arrival  at  EDR:  CtSX4X» 

Elapsed  ASTM  d3ys:  17 

Data  of  Last  EDR  Contact:  OSmoi 


EPA  Realm  8 
Telephone:  214- B5S- 6659 

EPA  Region  8  . 
Telephone:  303.312.B77a 


□ale  of  Deo  Arrival  at  EDR:  0510*04 
Elapsed  ASTM  days:  17 
'  Oaie  of  Usi  EDR  Contact  O&mkm 


CERCUS:  Ccnripr*ertSive  Environmental  Response.  Compensation,  and  Uabilily  Informainn  System 
Sojree',  EPA 
Telephone:  703-413-0223 

CERCLiS  gorJaina  data  on  potentially  hazardous  wests  siles  that  have  Been  rented  to  ihe  U3EPA  by  statrt,  mtirtcirdpiies. 
private  companies  and  private  persons,  pursuant  10  Section  103  of  (he  Comprehensive  Eflvironmemal  Response,  CompsnsaBon. 
and  Liability  Act  (CERCLA).  CERCLiS  contains  sites  which  are  diner  proposed  to  or  on  the  National  Priorities 
Ust(NPL]  end  sties  which  arain  the  screening  and  aassssniera  pr^a  frj  ocesiblelriolLalcnon  ihe  NPL. 
Date  of  Sovernm ent  Version:  02/26/04 
Date  Made  Active  at  EDR:  G<U02rO4 
Database  Release  Frequency:  Quarlerly 


DateofOata  Arrival  al  EDR:  oZl&KM 

Elapsed  ASTM  days:  11 

Date  cf  Last  EDR  Contact  COfW* 


CERCUS-NFRAP:  CERCLIS  Wo  Further  Remeda!  AcSon  Planned 
Sajrca:  EPA 
Telephone:  703-413-0123 

As  of  February  1S9i  CERCLIS  sites  designated  "Mo  Further  Pemedlsl  Action  Planned"  (NF RAP)  have  been  remixed 
from  CERCLIS.  N  FRAP  sites  may  be  sites  wrere,  following  an  initial  irwea  ligation,  no  osntEmlnaion  was  touna. 
contamination  was  removed  quickly  without  the  need  for  the  site  to  be  placed  on  the  NPL.  or  the  contamination 
was  not  serious  enough  to  reqJre  Federal  Superfund  action  or  NPL  consideration.  EPA  has  removed  approximately 
25,000  NFRAP  sites  to  lift  the  unintended  barriers  Id  the  redevelopment  of  tries*  properties  and  has  archived  them 
as  historical  racer  da  so  EPA  does  ncl  needlessly  repeat  thH  investigations  in  the  future.  This  policy  change  is 
jssrt  of  the  EPA's  Brnrniield*  Redavalopmenl  Program  to  help  cities,  slates,  private  investors  and  affected  citizens 
to  promote  economic  redevelopmenl  or  unproductive,  urban  sites. 
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GOVERNMENT  RECORDS  SEARCHED  /  DATA  CURRENCY  TRACKING 


□  ateoFGmernmen*  VergiomO^M*  Oata  Of  Data  Arrival  at  EDR:  nCK2fO* 

DaleMatJ*Ariiveat£DR:04ia#a4  Elapsed  ASTM  days:  1 1 

Database  Release  Frequency:  Quarterly  Dala  of  Last  EDR  Contact  0322(0* 

CORRACTS:  Corrective Action Report 
Source:  EPA 
Telepnons;  aoo.424.934Q 

CORftACTS  identifies  hazardous  wagta  benders  with  AC  RA  corrective  action  activity. 

Daiet*t3flverrmertVersirjn;a3n5i04  Dale  of  Data  Arrival  at  EDR:  0015/0* 

Date  MadsActivaat  E0R;  QWISrtVi  Elapsed  ASTM  dayi:  21 

Database  Release  FresuBfley:  Semi-Amually  Oateof  last  EOR  Contact  OWEWW  ■ 

RCRIS:  Resource  Conservation  ana  Riecovery  Information  System 
Source:  EPA 
Tefeprione:  B00-«4-334a 

Resource  enervation  aril  Recovery  Information  Syswm.  RCRIS  includes  selecdusinfrjrmaliwtQnsilesvilitchaEnErate, 
transport,  store,  treat  andtor  dspose  of  hazardous  waste  as  Defined  by  tile  Rbscutcb  Conservation  and  Recovery 
Act(RCRA),  Conditionally  eianpt  small  quantity  generators  (CESQGs):  generate  less  than  100  kg  of hanaraous 
uraste  or  less  that  1  Itg  of  acutely  rtarardous  waste  per  mar*.  Sma(t  qu^tyg^«lors  (SQCs):  generals  betweoi 
ifJOkgary  1.00O  kg  of  reiaragus  waste  per  mcnth.  Large  quantity  generators  |LQCa):  generate  mar  i.OOO  kilograms 
(kg)c*hai5rdctJ5  wasie.  or  ouef  1  fcgof  acutely  hazardous  waste  per  month.  TrenspDrters  are  individuals  or 
entities  [hat  metre  hazardous  waste  from  the  generator  off-site  to  a  facility  thai  ran  recycle;  treat  store,  or 
dispose  o(  the;  waste.  TSDFs  treat,  Jtcre,  V  Ctsfctseof  Ihauoste, 

Da»cft3overnmert  Version:  04/13/04  Data  of  Data  Arrival  at  EOR:04i2C/04 

DateMsoe  Active  at  F±dr:  SS13W  Elapsed  ASTM  days:  J3 

Database  Release  Frequency:  Varies  Data  of  Last  EDR  Conta:(:  (MflftKM 

ERN  S:  Em  ergency  Respons  e  Notification  System 

Source:  national  Response  Center,  United  States  CcsstGuarc 
Telephone:  202-3SM342 

Emffomy-Rrsprji^NntfcBomS^^  of  otl  andhazaroDut 

substances. 

Oateof  (aaventnerl  Version:  tZ/31/03  Date  d(  Data  Arrive  al  EDR:01/3&O4 

Date  MadaAclivaat  EDR:  Qaris/m  Elapsed  ASTM  days:  48 

DataBase  Release  Frequency:  Annually  Data  of  Last  EDS  Contact 

FEDERAL  ASTM  SUPPLEMENTAL  RECORDS 

BRS:  Biertriat  Repcrling  System 
Source:  EPA/NTIS 
TaeptW  800-424-3345 

The  Biennis  Reporting  system  is  a  ran  oral  system  adm  Watered  by  iheEPA  IhateeJfecls  data  01  ihe  generaom 

aretmaragement.c*  hazarrfcw;  waste.  BRS  captures  detailed  data  from  two  groups:  Large  Quantity  Generators  (,1-QG) 
Smu  T;c4vTi«nE<  Storou?,  arsd  DiapcaaJ  faculties. 

Oae  of  Cwernment  Version:  1301/01  Date  of  Last  EDR  Contact  oyieKn 

Database  Release  Frequency?  aerially  Date  of  Neil  Schesut*!  EOR  CoitKt:G3i4i04 

CONSENT;  Superfund  (CERCLA)  Consent  Decrees 
Source;  GCARedonalo(nCB5 
Tdepncne:  Varies 

Major  legal  settlements  that  ealablish  responsibility  ^stmjardsfixdeanupflt  Nr^{SupenVia)  sites.  Released 
periodically  by  United  Slates  District  Courts  after  settlement  by  parties  iptittgation  matters. 

□  :*aof  Cover  nmem  Version;  N/A  Dale  of  Last  EDR  Contact:  NrA 

Database  Release  Frequency;  Varies  Date  of  Next  Scneduled  EDR  Contact:  NfA 
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GOVERNMENT  RECORDS  SEARCHED  /  DATA  CURRENCY  TRACKING 


HOD:  Records  Of  Decision 
Source:  EPA 
Telephone:  703-4 IS-OKS 

Record aT  Decision.  ROD  documents  mandates  permanent  remedy  at  an  NPL^SupertmJ]  site  ccfllsirtng  technical 
and  health  Information  to  aid  in  he  cleanup. 

Date  at  Government  Version:  01/0^04  Dtfe  of  Last  EDR  Ccntacl:  OWOeVOd 

DatEbase  Release  Frequency:  Annually  Date  cf  Neat  Scheduled  EDR  Con(BCU07mSi(» 

DELISTED  N PL:  Natioral  Priority  List  Deletions' 
Soured:  EPA 
Telephone:  N/A 

The  Matronal  Oil  aid  HasantJus  Subsarrces  FVilutfan  Contingency-  Plan  (NOP)  eJBbtisrtas  me  criteria  thai  the 
EPA  uses  to  delete  sites  from  theNPL  11  acccrcfcsrEewitti  40  CFR  300.425.(e),  sites  may  be  deleted  from  the 
N  PL  where  nQftjrther  resconse  is  appropriate. 

Date  of  Government  Version:  04IZ7IM  Daieof  L93I  EDR  Collect  OS/CWO* 

Database  Release  Frequency:  Quarterly  Oatecf  Neit  Scheduled  EDR  Contact:  DB/0Z/D4 

FINOS;  Facility  Index  SyslsmJFacility  Idenbficelion  kitiabve  Program  Summary  Report 
Source:  EPA 
Telephone;  N/A 

Facility  Inde*  System.  FINOS  contains  both  facility  rnfcrrnaffonarid'  pnitrters'  fcr  other  sources  (hat  certain  mere 

(Wau.  EOR  incluoes.the  fallowing  FINOS  databases  in  ^  rspQrt  pcs(perrnit  Compliance  System).  AIRS(Aerometrie 
Intorm^ign  Retrieval  System),  DOCKET  {Enforcement  Docket  used  to  manage  and  track  information  on  civil  judicial 
enforcement  cases  for  all  amironmentaf  statutes).  FURS  [Federal  Underground  Injection  Control).  C-DOCKET  (Crimini 
Docket  System  usedtolrac*  crimind  erforcemenl  actions  Tor  all  environmental  statutes),  FFIS  (Federal  Facilities 
Inter  matlcn  System).  STATE  [Slate  Environmental  Laws  and  Stalutes).  and  PADS  (PCG  Activity  Data  System). 

DatBDfGa«er™nentVerslon:04A)a»04  Daieof  Last  EDR  Contact:  wostw 

Database  Release  Freoiency:  Quarterly  Daieof  Next  SchedJedEOR  Contact:  07JQ5O* 

HAMR5;  H&^ctcIou?  Materia  frrfbrmetidnReportino  System 
Source:  U.S.  Detriment  tf  Transportation 
Telepnone:  202-368-4555 

Hazardous  Materials  Incident  Reocrt  System.  HMIRS  contains  hazardous  material  spill  incidents  reported  10  DOT, 


Data  of  Government  Version:  0317J04 
Database  Release  Frequency:  Annually 


OateoFLsst  EDR  Contact:  owotw 

Date  of  Next  Scheduled  EDR  Contact:  07/1904 


WILTS:  Material  Licensing  Tracking  System 
Source:  Nudesr  Regulatory  Ccinmisa  ion 
Teleohcner  30J-41S-71BS 

MLTS  is  maintained  By  ma  Nuclear  Regulatory  Commission  and  contains  a  tist  of  approsttmatety  5.100  Sites  wrich 
possess  cruse  radioactive  material  andwheh  are  subject  to  NRC  licensing  requirements.  To  maintain  currency. 
EDR  contacts  the  Agency  on  a  quarterly  basis. 

Date  of  Government  Version:  u1/1Sftw  Dale  d  Last  EDR  Contact:  o*D5f04 

Database ReleHe  Frequency:  Quarterly  Dated  Next  Scheduled  EDR  Contact:  u7*5«* 

MINES:  Mines  Master  Index  Fit* 
Source;'  Department  cf  Labor.  MineSafety  mi  Health  Administration 
Telephone;  3CO-23I-S9S9 


□  ate  of  Governm  ent  Ver^i  one 

Database  Release  Frequency:  Semi-Annueily 


Date  cf  Last  EDR  Contact;  0YW04 

Date  ot  We»t  Scheduled  EDR  Contact:  (W2&04 


NPL  LIENS:  Federal  Superfund  Liens 
Scurce:  EPA 
Telephone:  502-584-4287 

Federal  Superfund  Liens.  Under  the  authority  yarned  the  US£PA  by  the  Comprehensive  Envirormental  Response,  CompereaHcn 
and  Lability  Act  (CERCLA)  of  igeo,  the  USEPA  has  the  authority  10  Die  liens  against  real  property  in  order 
to  recover  remecSaJ  action  expenditures  or  when  the  property  owner  rffc^vesrxtfftcsiionofpcfentfal  MattJity. 
USEPa  compiles  a  Using  of  fled  nobces  cJ  Superfund  liens. 


1 
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GOVERNMENT  RECORDS  SEARCHED  f  DATA  CURRENCY  TRACKING 


Da  le  of  Gouernm  ent  Version:  1 QM  &91 

Database  Release  Frequency:  No  Update  Planned 


Dais  of  Last  EDR  Contact;  03112/04 
□sis  of  Weil  Scheduled  E  DP,  Contact: 


PADS:  PCBAclivilyDatabaseSyslem 

SoUTCE  EPA 
Telephore:  202- S64- 3887 

PCB  Activity  Database.  PADS  UenlHIes  generators,  transporters,  commercial  slors-s  andtar  lookers  end  Disposers 
cfPCff  s  who  are  required  tonalify  the  EPA  of  such  activities. 


□  ate  of  Government  Version:  1100/03 
Database  Release  Frequency:  Annually 


Dais  GTLasl  EDflCcnlact  0S12/M 

Data  cf  Next  Scheduled  EOR  Contact:  OSrDaw 


OOD:  Department of Defense Sites 
Sourest  USGS 
Telephone:  703-682-9601 

This  data  set  consisa  at  federally  owned  or  administered  lands,  administered  by  he  Department  of  Defense,  that 
have  any  area  equal  to  or  greater  than  6»  seres  of  the  Uriled  Slates,  Puerto  Rico,  and  theU.S.  Vlrrjn  Islands. 
Date  [jtGguernnient  Version:  10*1/03  Dele  of  Last  EOR  Contact:  02rD2fCul 

Database  Release  frequency:  Semi -Annually  Dale  of  Nest  Scheduled  EDR  Conad:  t»1004 

STOR M WATER :  Storm  Water  General  Permits 
Source:  Emiiroimertal  Protection  Agency 
.    Telephone:  202564-0746 

A  listing  of  ell  facilities  with  Storm  Water  General  Permits. 


Date  of  Government  Version:  NfA 
Database  Release  Frequency:  Quarterly 

Vidian  Reservations 


Dale  cf  Usi  EDR  Contact  N/A 

Oala  of  Next  Scheduled  £DR  Contact:  N/A 


INDIAN  RESERV: 
Source:  USG5 
Telephones  2Q2-zofr37IO 

Tnis  mac  layer  portrays  Indian  administered  lenrs  oi  the  Uni led  State*  that  have  any  area  equal  to  or 
than  640  acres. 


Date  of  Government  Version:  IWCl/OS 
Database  Release  Frequency:  Semi- Annually 


Dale  of  last  ED R  Contact  CBTBrtM 

Date  of  N«»i  Scheniied  EOR  Contact:  05/1  MM 


US  BROWN  FIELDS:  A  LUNnaol  BrownfiBltls  Sites 
Source:  Environmental  Protection  Agency 
TdBphcne:  202-586-2777 

iictuded  in  the  listing  arebrownrieids  properties,  addresses  by  Cooperative!  Agreement  Recipients  and  brewnfidds 

oroperties  addressed  by  Targeted  Brcwmfi  elds  Assessments.  Target  Broun ns elds  Assessments- EPAs  Targeted  Browrrfdds 
Assessments  (TBA)  program  Is  designed  to  fid p  stales,  tribes,  and  mind p^itiis- -especially  thos«  without  EPA 
BrowrrFidds  Assessment  Demonstration  Pilots— ml rlmiza  the  uncertainties  of  eontamirurfipn  rfen  associated  with 
brownfields.  Under  the  TBApruffant.  EPA  provides  farcing  and/or  technical  assistance  for  environments!  Bssessmenu 
at  brownflelds  sites  throuahcul  the  cai*>.  Targeted  Brow  nil  elds  Assessments  supplemail  and  work  with  other  efforts 
under  EPA's  Brrjwnflelos  Iritiative  to  premotecleanupand  rf^a/mi^ii^rnriS^^  C-™^S-i~A^^r^s!t 
Recipients-Stales,  political  subdrtisiens,  territories;  and  Indian  tribes  become  BCRLF  cooperative  aoreement  rmpents 
when  they  erter  inloBCRLF  cooperaaue  agreements  with  Ihe  U  S.  EPA,  EPA  selects  BCRLF  cooperative  agresnml  reciperis 
based  on  a  prr^mrsal  and  application  process.  BCRLF  cooperative  aoreement  recipients  must  use  EPA  furds  provided 
Ihrouoji  BCRLF  coopa-ative  agreement  for  s  pea  fled  brownfi  el  tit-related  cleanup  activities. 


Dale  of  Gtnernmenl  Version:  04/1*04 
Database  Release  Freqjency:  Sem  I  -  Annually 


Date  o(  Last  EOR  Contact  031 SW 

Dated  Next  Scheduled  EDR  Ccfttael:  0SV14/W 


RMP:  ftisk  Management  Plans 

Source:  Environmental  Protection  Agency 
Telephone:  2D2-5S4-8600 

When  Conojess  passed  the  Clean  Air  Act  Amendments  of  1990.  it  requ red  EPA  so  public  regulations  artf  guidance 
for  chemical  accident  prevention  at  facilities  using  ejlremely  hazardous  substances.  The  Risk  Management  Program 
Rule(RMP  Rule]  was  written  to  implement  Section  112(r)  of  wet  e  amendments.  The  riJi>  which  built  upon  existing 
inausiry  codes  and  standards,  requires  companies  of  all  size*  that  use  certain  flammable  ant  tonic  substance* 
todevdoeiRisk  Management  Program,  which  Includes  a(n]:  Hatard  assessment  that  details  Ire  potential  effects 
dsn  accidental  release,  an  accident  history  of  ihelast  live  years.  Evidsri  evaluation  of  wcrsl-casa  and  alter  native 
acddenld  releases:  Prevention  program  thai  include*  safety  precautions  and  maintenance,  mcriioring.  ant  employee 
training  measures;  and  Emergency  response  program  than  spells  on  amergercy  Healtrieare.  employee taring  measures 
and  procedures  tor  informing  the  public  aid  response  agencies  (e.g  the  lire  department)  should  an  aeddent  occur. 
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GOVERNMENT  RECORDS  SEARCHED  i  DATA  CURRENCY  TRACKING 


Dated  Government  VeraiCfi:  M/A 
Dae toia  Release  Frequency:  wa 


Dsn  of  Last  EDR  Contact:  N/A 

Oatecf  Next  Scheduled  EDR  Contact:  N/A 


PUOS:  FormertyUsaciDefefiseSites 
Source:  U.S,  Army  Corps  o*  Engineers 
Talephone:  302-529-4385 

TheUsSngindutles  locations  of  Formerly  Used  Dafeme  Sites  properties  wlwre  the  CIS  Army  Corps  of  Engineers 
is  actively  wording  or  wilt  take  necessary  rtearsjp  actions. 


Dateof  Government  Version:  10W1MJ 
■  Ostabese  Release  Frequency:  Varies 


Date  of  Last  EDft  Contact:  M/2&W 

Date  of  Wilt  Scheduled  E0R  Contact:  a7MeV04 


RAATS:  RCRA  Atfrninistratitre  Acdon  Tracking  System 
Source;  EPfl 
Telephone;  SD2-554-HW 

RCR A  Administration  Action  Tracing  System.  RAAT5  contains  records  based  or  enforcement  aalons  issted  under  RCRA 
per  taring  temper  violators  end  Includes  admlmsiraiive  and  mil  scscra  orouam  by  4iw  ER*.  For  atlminisiration 
actions  after  Seplemb?  30, 1995,  data  entry  in  the  ft  AATS  daisies  a  was  33contlr»>sd,  EPA  will  retain  a  copy  or 
the  database  for  ft&brical  records.  Itvjas  necessary  to  terminate  RAATS  because  a  decrease  in  agency  resources 
made  it  impossible  to  continue  la  update  the  irtfor  mali on  ccnBinsd  in  the  database. 


Orfe  of  Government  Version:  04f17/95 

Database  Release  Frequency:  Nn  Upoale  Planned 


Date  of  Last  SDR  Contact  03ra6W 

Oawc*  Nett  Scheduled  EDR  Contact  Q&QTIW 


TRIS:  Tonic  Chemical  Release  Inventory  System 
Source:  EPA 
Telephone:  202-566-0250 

Toxic  Release  Inventory  System.  THIS  identifies  facilities  wWch  release  toxic  chemicals  to  Ihe air,  water  ana 
land  in  reportable  owanutfes  under  SARA  Title  ill  Section  313. 


Date  of  Government  Version:  12t3M)i 
Database  Release  Frequency:  Annually 


Dale  of  List  EDR  Contact:  OiaatH 

Data  Of  NeaitSchadiJed  EDR  Contact  002104 


TSCA:  Tosic  Substances  Control  Act 
Source;  EPa 

Telephone;  202-260-5611  . 

Tonic  SLtelanoes  Centre*  Act.  TSCA  Identifies  manufacturers  and  importers  of  chemical  substances  included  on  the 
TSCA  Chemical  Substance  inventory  list.  ||  includes  data  on  the  produaion  i/gl  ume  of  these  suoslances  by  plant 


Date  of  Government  version:  i3rai«2 
Database.  Release  Frequency:  Every  4  Tears 


Date  of  Ust  EDR  Contact:  63*5*4 

□ate  of  NasttScheduted  EDR  Contact: 0&07/W 


FTTSINSP;  FFRAI  TSCA  Tracking  System  -  FFRA  {Federal  Inseclicioe,  Fungicide,  &  RdcWacidBACtJ/TSCA  (TCxie  Substances  Control  Act) 
"    Srxrce:  EPA 

Telephone;  202.564-2501 


Date  of  Government  Version:  04rl3>Q4 
Database  Release  Frequency:  Quarterly 


Date  of  Last  EDR  Contact:  03f22ft>4 
Date  of  Meat  SohecXilea  EDR  Contact: 


5STS:  Secbon  7  Tracking  Systems  '  ■         '  . 

-  Source:  EPA 
Telephone:  203.S64.5O0a 

Section  7  of  theFederal  irsectieicle,  FurvjeiasandRodanticideAct.  esamenaed  (32Stei.  B29,  reqiireadl 
r^taredpesrteq^pralucingeslabKshmerils  to  submit  a  report  to  the  Environmental  Protection  Agency  by  March 
1st  each  ye*.  Each  Establishment  must  report  the  type,  and  amounts  of  pesticides,  active  ingredients  and  devices 
bang  produced,  and  inese  Having  been  produced  and  said  or  distributed  In  sv  paal  year. 


Oetecf  Government  Version;  t£r3frt3i 
Database  Release  Frequercy:  Anrvally 


Dale  rf  Lasl  EDR  Contact:  D4Jiam« 

Datetf  MenlSctierJuled  EOR  Contract:  07110104 
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GOVERNM  ENT  RECORDS  SEARCHED  /  DATA  CURRENCY  TRACKING 


FTT5:  FiFftA/TSCATradcingSfStem-FIFRA(Fe<tefa(  InsecUdde.  Fungicide.  &  Rodwitloioe  AatiTSCAiTcalc  Siiostances  Canlrd  Act) 
Source:  EPA/Office  ri  Preverfion.  Pesticides  and  Toiic  Substances 
Telephone:  2az-SS4-Z5Q1 

FTTS  tracks  admirtstrahv*  cases  aixl  pesticicfe  enforcement  actions  and  comoltanceac&vitiesreialedtQFLFRA, 

T9CA  jid  EPCR A  I  Emergency  ftanrirtgandCcrnrnurily  Right~b>Krau  Act),  To  maintain  currercv.  EDR  contacts tha 
Agency  on  a  Quarterly  basis. 

Date  or  Gtwernrneni  Version:  Dale  of  Lasl  EOR  Contact:  Q3I721W 

Database  Release  Freaueney:  Quarterly  Oafleof  NextSenecWad  EDR  Contact:  OB/Z1/D4 

STATE  OF  ILLINOIS  ASTM  STANDARD  RECORDS 

SHWS:  Slats  Oversiant  Us! 

Source:  Hinds  Environmental  Protection  Agency 
Tdephore:  217-524-4863 

Slate  Hazardous  Waste  Sites,  State  hazardous  waste  site  records  are  the  statas'  eouivalent  ioCEftCLIS.  These  sites 
mayor  may  nol  already  t»  listed  on  lbs  federal  C  ERG  US  list.  Priority  si  lei  planned  fcr  cleanup  using  stale  funds 
Ut^eeouiv^ento(^pen\ind)  are  idantined  along  with  sites  where  cleanup  will  be  pad  fur  by  potentially 
responsible  parties.  Avails tie  information  varies  oy  state. 

Date ofGcwenimenl Version:  ttSiUffl*  0*te  ofDSla  Arrival  at  eoR:  OlriSiO* 

□ale  Made  Active  at  EDR:D3(2SW  Elapsed  ASTM  days:  1 1 

□alataae  Release  Frequency :  Semiannually  Data  of  Last  6DR  Contact  oasartW 

SWFK.F:  Avail^e  Disposal  ror  Solid  !r*Bte  in  minds  -  Solid  Wssle  Landfills  Subjeel  toSUte  Surcnaroa 
Source:  fllinors  Envirormental  Protection  Agency 
Telephone;  217.785-6604 

Sdld  Waste  Fad II Ues/LanoSil  Sites,  SWF/lF  type  records  typically  certain  an  inventory  of  solid  waste  disposal 
facilities  or  I andlflls  In  a  parse  Jar  state.  Oepenangcn  the  state,  inesaniay  6a  actinoor  inaclive  facilities 
tr  open  dumps  that  failed  lo  meel  P.CRA  Subtile  0  Section  4004  criteria  for  sdld  wasle isnoTllli  or  olscosai 

Sits. 

Oafeof  Gcwernrrienl  Version:  IMKJS  Dated  D^a  Arrival  at  EOR:  12f16fOH 

Oate  Made  Active  at  EDRiOtvanW  Elapsed  ASTM  days:  35 

Database  fldeassFreouert^:  Afinually  Date  of  Last  EDR  Contact  02/23/04 

LUST;  Leaking  Underground  Storage  Tank  Sites 
Source:  Illinois  Environmental  Prdedicn  Aoancy 
Tdepnone;  217-7B2-676Z 

b^rig  Under^rourtJ  Storage  Tar*  Incidenl  Reports.  LUST  records  contain  an  inventory  of  reported  leaking  under  ground 
stereo*  mrk  incidents.  Not  alt  states  maintain  these  records,  and     irfermafcoti  stored  varies  by  stale. 

Date  of  Government  Version  02/KVO+  Oate  of  Oaie  Arrive  at  EOft:  o2fi3C4 

0«e  Made  Active  at  EDR:  03/09/04  Elapsed  ASTM  days:  tS 

Database  Release  Frequency:  Semi-Amually  Dalsor  last  EOR  Ccnlacl:  023304 

UST:  Underground  Storage  Tank  Facility  Usi 
Source:  Illinois  StateFire  Marshal 
TeWpncr*  217.765-0869 

RegsteredUnisengrcurid  Storage  Tarts,  tjsTs  arereoulstad  under  Subtile  ttftraReKxraCamerratoandReaave^ 
Ad  [RCRA]  and  must  be  registered  with  ina  statedepsrimant  responsible  for  arJrnirislBrlrgihelJST  program.  Avalteae 
informati on  varies  by  state  program. 

Date  dGovernmer*  Version:  UOtiBIM  '  Date  of  Data  Arrival  at  EDR:  OSDaO* 

Date  Made  Active  at  EDR:  04/14/0*  Biased  ASTM  days:  37 

Database  Release  Frequency:  Quarterly  Oate  of  Lasl  EDR  Ccnlact:  0Ir23IW 

SRP:  SltsRemediationFTog-ani  Ogt*ase 

Source:  lllnois  Environmental  Protaoliori  Agency 
Telephone:  217.7SS.S«07 

The  database  idertiHeslne  status  of  all  voluntary  rem  salad  on  protect*  adrntristered  through  theors-notienile 
deanupprogrOTn^to1^leiid^sitarOTedis*cfi  progrsfn  (ISSSwtrspresant). 
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GOVERNMENT  RECORDS  SEARCHED  t  DATA  CURRENCY  TRACKING 


IMPCMENT;  Sijrf&cslmpoiifiditieiit  Inventory 

Soiree:  lllinas  Vtote  ManasjernentSi  Research  Center- 
,  Tdephone: 

Statewide  inventory  of  industrial,  muitcifal.  mininQ.  o(i  &  gas  ,  and  large  ayicgitural  imwundmenLThs  study 
was  conducted  t>y  theMirois  EPA  la  assess  potentail  for  conlBmlnelicri  gr  sallow  aowf^s.TNstaas  aone-tlrrie 
study.  Although  marry  of  the  Impoundments  may  no  longer  bepreseni,  the  sites  may  be  contaminated. 

Date  of  Government  version:  1331/aa  Date  tf  Oara  Arrival  ai  EOR:  OaOfMK 

Date  Made  Active  at  EDR;  OMiioa  Elapsed  ASTM  days:  BT 

DataBase  Rsl ease  Frequency:  No  Update  Planned  Oate  qf  Last  EDR  Contact  0ZI2MZ 

CAT:  Category  List 
Source:  Illinois  EPA 
,  Telephone;  MfA 

Sites  on  (his  Hit  are:  NoBee  ofRfspcnse  Acfioi.  MPf_  PrerfpropcsedNPLCompleKid  Remedial  Action.  Site  Rernerjason 
Program,  Federal  FataHSM.  andCleanqo^rledand^  Completed  Stes. 

Dsie  of  tBmernrnent  Version:  08101197  Oate  of  Data  Arrival  at  £D R:  07/07/97 

■    □steMadeAdiv^atEDRiflWtW  Elapsed  ASTM  days:  38 

□aiataaoRsifase  Froqijercy:  NoUpdats  Rarwd  Date  of  Last  EDR  Contact: 

STATE  OF  ILLINOIS  ASTM  SUPPLEMENT  At.  RrjCOftOS 

rLNtf-C:  SoMWttlsLandffll  Invertcry 

Source:  Northeastern  Illinois  Planning  Commission 
Tetephqne:  31Z-4&4-0400 

Sdid  Utesls  Lanjfill  Imenicry.  NIPC  )s  an  Inventory  of  aciive  and  inactive  solid  waste  etacoaa!  atlas,  based 
an  state,  local  governm*^  ;vtd  historical  archie  data.  Included  are  rAjrnerous  s?tes  vvrtGii  previously  had  raver 
been  iceneTiad  largely  because  there  vvas  no  obligation  Id  register  such  sites  prior  to  1971. 

Oate  of  Qqver rmeni  Version:  OSiO  1/38  Oate  c(  Last  EDR  Contact  (SOW 

Qatenasa  RSesse  frequency:  No  Update  Manned  Oate  cf  Nejti  Scheduled  ETJR  Cortacfc  M/A 

H»S CONTROLS:  S^wtlftEnBinesfnBCnrttrcIs 
3owcs:  Mnoi»  Environmental  praeraicn  Agency 
Telephone:-  J17-7BJ-S761 

Sites  using  of  enrjneered  barriers  (e-o^  asphalt  or  eoncrewpsvinoi. 

Dawo/GoverrmertVersion:  oartWM  '  oate  or  LsstEQR  Contact:  QijriWW 

Oaiabasa  Release  Frequency;  Quarterly  Oate  of  Met!  Scheduled  EDR  Coriace  091  Wt 


E0R  PROPRIETARY  HISTORICAL  DATABASES 

Former  Manufactured  Gas  (Coal  Gas)  SUes:    The  enletence  and  location  of  Coal  Gas  sites  is  provided  exclusively  io 
EDR  by  Rtal  Procerty  Scan.  Inc.  ©Copyright  1S93  Real  Property  Scan,  Inc.  For  a  technical  oescrirjtlon  of  the  types 
of  haiards  wUch  may  be  fcund  at  such  sites,  contact  your  EDR  customer  service  representative. 


Date  cf  Gcw«nmert  Version  WtOSW 
Date  Made  Active  at  EDR:03rairtM 
Database  Release  Frequency:  Seml-Amually 


Dale  of  Data  Arrival  at  EDR:  DE/1SC4 

Elapsed  ASTM  days:  H 

Dai*  of  US!  EDR  Contact  02/1610! 


Disclaimer  Provided  by  Real  Property  Scan,  Inc. 


The  information  contained  in  trie  report  has  pradominamfy  been  obtained  from  publicly  available  sources  produced  by  ervites 
ether  than  Real  ft'operty  Scan.  White  reasonable steps  ftavetoeen  taken  to  insure  the  accuracy  of  this  report  Real  frope/ty 
Sean  docs  net  owantes  the  accuracy  cf  (his  report.  Arty  Utility  in  the  pari  of  Real  ftvjperty  Scania  strictly  limited  to  a 
of  ihe  amount  pairj.  Mo  claim  ismadefor  Jw  actual  eslstencecitCKinB^any  site.  Trts  report  does  not  constlluiea  legal 
opirion. 


refund 
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GOVERNMENT  RECORDS  SEARCHED  /  DATA  CURRENCY  TRACKING 


BBOWWF IELDS  DATABASES 

InsiCantrel:  fostiiuvoftai  Controls 

Source:  IKidaaSfwirotroenlst  Protection  Agency 
Teleprone:  21 7- 782- 3761 

Legri  or  ^minisiraiiue  restrictions  on  land  usa  andtor  other  activities  (e.g.,  growidwata-  u»areiirrrt«is) 
Mmirii#eetlvdyllnnli  exposure  to  contamination  may  be  employed  as  alternatives  to  removel  or  (reatmenlof  caitanineSqii. 

Date  or  Gcvemmant  Version:  Dsteof  EDRCoitaqUtEdaiM 

Database  Release  Frequency:  Quarterly  Dateof  Nexl  Scheduled  EDR  ConiacLOSIMW 

5RP:  SileRemerjstson  Program  Datsbas* 

Source:  Minds  Emirr/menlal  Protection  AjenCy 
Telephone:  217-785.9*07 

The  (W*ii£.e  Wenliffffi  fie  status  of  3(1  vdurtary  rertediatiOrt.  promts  administered  through  the  jy^- notice  site 
cleanup  urogram  (1989  to  ig95(  and  Ihe  si teremeoiallpn  prOcfam  (1988  lo  the  preeanll. 

Da»  or  Government  Version;  oaus/M  Oatss  rj  last  EDR  Ccniset  02H6W 

Database  R Mease  Frequency;  Semi-AmuBlly  Dale  of  Men*  Scheduted  EOR  Owwaiosmiw 

US  SROWNFIEt-OS:  ALisllngofBrownli^asSilBS 
Seurce:  Environmental  Protection  Agency 
Telephone:  JtH-Saa-lTT? 

Indntediniheiisiiririareivounflrtds  properties  addresses  b/  Coops^ve  Agreement  Reeipianis  and  brcwr*  rids 
^0p^SffiaildressHdbyTar5)et<der<wi«d<)»flisiessmBnts.  Targeted Brawnfl elds  Assessments.  EF  As  Targeted  Brawnletris 
Assessments  [TBA)  program  is  designed  10  help  stales,  tribes.  anctmuricrpBtiiies-epedaiiy  those  w  I  men  t  EPA 
8rownrields  Assessment  Demoreireficn  Pjrot3."miAiml2e  the  uncertainties  of  contamination  often  associated  uvitn 
Srovvr*  ads.  Under  the  TEA  program,  EPAprovioes  fijndi  rig  and/or  tannics!  assistance  for  enulronmerUa)  assessments 
«broHr<tekts  sites  inrour^oui  irKcwntry.TarBeialBrowiilietca  Assessments  augment  grrJwcrkwtth  other  efforts 
under  CPA's  Sro*nfidds  Iritiatiiielaprrm^ 

Recipients-States,  pcii  Seal  suMvisions,  lernlcrlet.  and  Indian  tribes  become  BCRLF  cooperative  agreemert  recipients 
when  that  enter  into  BCrUf*  a»per3tivearj<OTems  vJith  IheU.S,  EPA.  EPA  selects  BCRLF  lODperative agreement  recipients 
based  ona  proposal  and application prass.  BCRIJ£tx>per*tive3yeemenl  ^ 
thraudn  BCRLF  cocoerative  agraement  frr  specified  or  ewrKiddt-f  elated  cleanup  activities. 

Date  of  Government  Version;  N/A  Date  or  Last  EDR  Cent**  N/A 

Database  Release  Frequency:  Seml-Armally  Daleof  Neil  ScheoWad  EDR  Corbet:  N4A 

BftQWfNFlELOS:  MiAclpal  Browrflelds  ft edevetepmert  Grant  Piogram  Prciect  Descnpttonj 
Scores:  Illinois  Environmental  Protection  Aflency 
Tefeohon*;  217-782-B7S1 

The  lllincfsMunjdpai  arawrilelds  ReUevelopmem  Qrwt  Program  (MBRGP)  offers  a/ants  worm  a  maximum  o/KW.uQn 
eachtomuniripalilies  to  assist  in  site  Investigation  activities,  develcpnem  c*  deariupobier^ves.  and  performance 
ofoleaiXiDBciivjlies.BrgwnfieWaareatandonedor  trtarused  Inriatrial  sndior  cnriimerdsl  properties  mat  are 
contaminated  (or  !hcoc«  to  be  contaminated)  and  have an  active  pounbaj  fqr  rBdevdapmert, 

Date  or  Government  Version:  t2«i«3  dsite  of  Laat  eOFt  Contact:  03«2ro4 

Datab^nasaaePrBqueney:  Varies  Dale  of  Next  Scheduled  EDR  Contact  0324/04 

OTHER  DATABASE^ 

Dsps-jlftj  an  ii»  geographic  area  cousredtrf  this  report,  tna  data  pr(«ided  intheMs^aity  dataoasea  mayor  may  not  t» 
ranVete.  Fr*  e«amplt  IheeJdstencec/weaaryJs  infr^ 

arascovHredhy  the  report  are  induted.  Moreover,  the  absence  of  any  r^jcrted wetlands  intorrnatlCfi  dsea  rot  flecessarily 
mean  the*  wetlands  do  not  a>ist  in  the  area  covered  By  tre  report, 

OuraasPipeKnw.  TNsoafawaoobtair^byEOR.rrcmtneUSrMmiS^ 

from  MOO.OOO-Scaie Haps.ltwas extracted from thetrarcspcrtaiiaicBtenprviiyJ^ 

gas  pipdines. 


Electric  Pttwar  Transmission  DAE* 
Source;  Pernwetl  Ctxporatiai 
Teleorvor*:  (9M) 

Thrsmap  Inauoes  informalimccpyrlghleij^Pennvvsll  CorooraSon.  TtisirtomaticnisprcwIOBd 

on  a  best  effort  basis  and  Perm  Weil  Corporation  does  rot  (juaranlee  its  security  nor  warrant  id 

litness  (or  any  particular  purpose.  Suchinformatienhjs  beeitreprlniediTitti  ihepermissfoitrfPeririivell, 
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GOVERNMENT  RECORDS  SEARCHED  /  DATA  CURRENCY  TRACKING 


Sensitive  Receptors:    There  are  individual  meemsd  leittithie  receptors  due  lo  their  Fragile  Immune  sysians  and  special  sensitivity 
la  emirarrnerto  discharges.  These  sensitive  receoKrs  typically  Include  iheelcerly.  Die  sick,  and  children.  Whiletha  lcc;i  ionriall 
sensiSue  receptors  camrJ  be  determined,  EOR  inacatei  those  BuiloinQi  and  facilities  -  setters,  daycares,  he^tais.  medical  earners, 
ana  nursing,  hemes  ■  where  individuals  who  are  sere iilve  receptors  are  lively  to  be  located. 

AHA  H  capitals'. 
Stuie:  American  Hospital  Association.  Inc. 
Telephone  3U-Z80-5991 

Thedatetese  includes  a  listing  of  hcspitajs  based    tha  American  Hcspital  Associations  annual  sunay  ^hospitals. 
Madfcal  Canters:  Provider  of  Services  Listing 
Source:  C Situs  rot  Metfc*e  &  Medicaid  Sendees 
Telephone;  <H0.78S.3M0 

Alistingo/ hospitals  win  Medicare  provider  number,  produced  by  Centers  cf  Medicare  &  Medicaid  Services, 
a  fatal  agency  within  the  tr £.  Department  of  Hasitri  and  Hunan  Serinces. 
Nursing  Homes 

Scire*  National  Intitules  of  Heaitri 
TeNsphorw:  30i-59*-SZW 

Inivmeflon  on  Meclcane  and  Metf  ^  in  lb»  United  Stales. 

Public  Schauta 

Source:  Natforaf  Center  for  Education  Statistics  ■ 
Tetaphona:  502-7300 

Th9"NB[ionstCe^tertorEaucs^i<)rrS^tisti[H,  primary datstaeofi elementary 
and  secondary  public  eAxakicr  in  the  Unites  S»tes.  It  is  a  camprefiarSive,  annual,  national  statistical 
database  i* all  public  efemenlsry  antf  secondary  schools  and  SGhoot  dstrfets,  which  contains  data  that  are 
cornpsratiescrcsi  all  slates. 
Private  Schools 

Scurce;  National  Center  (or  Education  Statistcs 
Talechone:  SOJ-Sca-TMO 

The  National  Center  For  BJocbSco  Statistics'  jjrJmsfy  (tsmhaja  en  private  scncd  locations  in  the  Urtifai  Stales. 
Daycare  Centers:  Homsfi  Centers  Lifting 
Source:  Departmenl  ofCnilcceh  &  Family  Services 
Telephone:  3 1 2.81+4150 


Flood  Zone  Data:  Ttis  data,  avgitaUe  in  select  Humes  across  the  country,  was  obtained  by  EDR  in  1999  Irom  the  Federal 
Emergency  Management  Agency  (FEMA).  Data  depicts  100-year  and  50*year  flood  lones  as  defined  by  FEMA- 

NVY1-.  N  an  oral  Wen  andn  Inventory.  This  data,  available  in  sated  counties  across  the  country,  was  obtained!)*  EDR 
in  2MB  from  the  U.S.  Fish  and  Vttldife  Service, 


STREET  AMD  AD  PRESS  INFORMATION 

©  Geographic  Oat$  Technology,  inc.,  Ret.  07/20)3.  This  product  ccntains  proprietary  aid  cuifrdenttat  p-apertyoTtjeogrsprii  c 
Dab  Tectradcpy.  Inc.  Unauthorised  lis*,  including  ccoyidg  fcr  ether  than  MstfhJ  arW  standard  backup  procedures,  or  this  produc  t  Is 

esp/e^y  prohibited. 
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GEOCHECK  ®  PHYSICAL  SETTING  SOURCE  ADDENDUM 


TARGET  PROPERTY  ADDRESS 

SIPI  METALS  COftPOfWTION 
)720  N.  ELS  TON  AVE, 
CHICAGO,  IL  60622 

TARGET  PROPERTY  COORDINATES 

Latitude  <  North): 

Longitude  (West): 

Universal  Tran verse  Mercator: 

UTMX  (Meters); 

UTMY  (Meters): 

Elevation: 


+1 .313300-*!"  5*'  4T.3- 
S7B64QQ1  -B7"  39'  50.4' 

Zone  16 
444932,9 
4640150.0  ■ 
593  ft.  above  sea  level 


EOF?'  sGeoCted<P!Yy3calSetling$™rceAdd^  professional 
Vvilh  the  COlfeoSon  Of  physical  setting  source  information  In  accor^rva  wiKASTM  1 527  ^W,  Seitoi  7,2.3, 
Section  7.2.3  requires  that  a  currant  (JSGS  7.5  Minute  Topographic  Map  (orequiwjlent,Bgchas  the  (JSGS  Digital* 
Elevation  Model)  be  reviewed.  II  also  requires  that  one  or  mare  additf  oral  physical  setting  sourcesbe  sought 
when  [1)  condiians  have  been  identified  in  which  hazardous  substances  or  petroleum  products  gre  likefy 
torrigratetoorfromJie  property,  and  (2)  more  information  than  Js  provided  in  the  current  USGS  7.5  Minute 
Topographic  Map  (or  equivalent)  is  generally  obtained,  pursuant  to  local  good  commercial  or  custojrery  practice, 
to  assess the  impact  of  rntgratton    recognized  environmental  conditions  in  cortnecSori  with  the  property.  Such 
additional  physical  setting  sources  generally  inrJudamformaScm  abouttva  topographic;  hydrologic;  hydVogerjIogic, 
arid  geologic  characteristics  oF  a  site,  and  wells  in  thearea. 

Assessment  of  tie  irrpactof  contaminant  nigrafan  generally  has  tno  principle  ins«stigativB  components: 

1  Gfourtrhvater  flew  direction,  and 
2 .  GrOumlviBler  low  vetoeiry. 

Groundwater  flow  direction  rrsy  ba  impacted  by  surface  topography,  hydrology ,  hydrogeology.  charaeteristics 
oFthe  soif,  and  nearby  wells.  Groundwater  tkrW^Qd^is<tBrvafa(4  impacted  by  *ie  naluieof  the  geotogto strata. 
EDR'  s  GeoCher*  Physkal  Setting  SourcB  Addendum  is  provided  to  assist  the  environmental  pcofessioflal  in 
Farming  an  opinion  about  the  impact  of  potential  contaminant  migration. 
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GEOCH6CK*-  PHYSICAL  SETTING  SOURCE  SUMMARY 


SaOUMOWttTEfr  PIQW  DIRECTION  INFORMATION 

Graundv^ter  flow  direction  for  a  particular  site  is  best  determined  by  a  qualified  en\riron  mental  professional 
using  gte-specific  well  date.  If  sucfi  data  is  no!  reasonably  ascertainable,  it  may  be  naoassary  to  rely  on.  other 
sources  of  information,  suehaa  stirfaoa  topographicir*rrretion,hydit)logiciribrrnaton,hyd«^eologBdata 
collected  on  nearly  properties,  and  regional  groundwater  flow  information  (from  deep  aquifers). 


TDPOC; HAfhlC  INFORMATION 

Surface  topography  maybe  indicative  of  (tie  diredjonijf  surfidal  groundwater  flow.  DiisintormsSoncan  be  used  to 
assist  the  en^/cnmsnlal  professional  in  louring  an  opinion  a^llheitTipactoMearoycontamirtatad  properties  or. 
should  ccntarrinaton  exist  on  #»  target  property,  what  dowjgrao'ient  sites  night  be  inpacted. 

TARGET  PROPERTY  TOPOGRAPHY 

LSGS  Topographic  Map:  4  T0B7-HS  CMKAG01.00F,  (L 

General  Topographic  Gradient  General  NE 

Source:  USGS  7.5  rnin  quad  index 


SURROUNDLNaTOPOGpAPHVL  SLeVATIOM  PROFILES 


g 

s 

1 

IB 


_l_  i  t  g  g  JL-lJUi  g  i  a  t  3 


North  ~"  — '  ~  1  South 

TP 


S 

1  ILJLJ .  *    S    '    '    '  _,LJ_3  ■  I    S    §    g    *    8    !  I 


West    "  |  ~  1ST 

TP 

Targe*  Property  Elevation:  593  ft.       "i—  -  :   J— — W—W *  Mlle 


Source:  Topograph  has  been  determined  from  ihe  LSGS  7S  Digital  Elation  Model  anO  should  be  evaluated 
on  a  relative  (not  an  absolute)  basis.  Relative  elevation  information  bebvssn  sites  of  ctosa  proximity 
shouldt»fls[tlvetifie& 
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GEOCHECK®-  PHYSICAL  SETTING  SOURCE  SUMMARY 


HYP  BO  LOGIC  INFORMATION 

SurfecewaterwnartasahydrologicbBmertogroufidv^tefllaw.  Such  hydrologicirtferrnalioncanbe  used  bassist 
the  environmental  professional  in  forming  an  opinion  about  tfie  impact  of  nearby  contamina  ted  properties  or,  should 
contarrinaSon  exist  gn  the  target  property,  what  dcwigrgdient  sites  might  be  impacted. 

Refer  la  l^e  PhvsicaJ  Setting  Source  Map  fbftowing  this  summary  for  hydroJogic  information  (major  waistvwfi 
and  bodies  of  water), 


FEMA  FLOW  ZONE 

Tgrqet  P  roperty  Cqu  n  ty 
CCMK.iL 


Rood  Plain  Panel  at  Target  Property: 
Addi  tonal  Panels  in  search  araa: 

NATKJMAL  WETLAND  INVENTORY 

Chad  at  Target  Property 
CHICAGO  LOOP 


FEMA  Rood 
Siegronic-Oata 


YES  -refer  to  the  OuerviewMspand  Detail  Map 

170D740DS5a 

1 7OO74OO390 
1 7W40O60S 

NWl  Electronic 
DataQaverage. 

^S^rederw  the  Ovwviaw  Map  and  Detail  Mag 


HYDROGEOLOGtC  INFORMATtOM 


Hydnogeologisinbrmalion  obtained  by  installation  ofwellson  a  specific  Site  can  often  bean  indicator 
of  groundwater  flow  direction  in  the  immediate  area.  SLxftrrydrageotoaic  information  csn  be  used  to  assist  the 
environmental  professional  informing  an  opinion  about  the  impact  of  nearby  contaminated  properties  of.  should 
contamination  exist  on  the  target  property,  whatdownQradient  sites  might  be  impacted. 


Stka- Specific  H  yd  rogtctoa  fcat  Data4; 

Search  Radius:  1  25  iniles 

Status:  Ho)  found 


AQU1R.OW  • 

Search  Radius  1.000  Mile. 

6DR  has  developed  ths  AQUFLOW  lofbrtnatfon  Systemto  pr-ovfde  data  on  the  general  direeson  of  groundwater 
How  at  specific  pains,  EDR  ties  reviewed  reports  subrriBsd  by  an^ronmental  professionals  to  regulaury 
authorities  at  select  sites  and  has  extracted  tie  date  of  the  report,  groundwater  (low  direction  asdetarmlned 
hydroosofQQicatly,and  the  depth  to  water  table. 


U3CAT10N  GENERAL  DIRECTION 

MAP  IP  FROM  TP  GROUN0VWT6S  ELEW 

1  V4.  [JZMIleWeit  NotReparled 

19  1  Mile  South  Not  Reported 

42  1/2-1  Mile  SSE  Not  Reponed 

H*3  1/2  ■  t  Mite  NNE  No  Reputed 

14  1*2  -  T  MileSE  NB 

17  1/2-  J  MlleNfirtn  Not  Reported 


Fcr  adrltkcnai  site  Martian  on.  retsf  bj  Riyjica  SSflng&wea  Map^indnsi. 


TC130519Uf  Rsfl»A-3 


printed  01/27/201 1  8:15AM  by  Richard-Jordan  p.  726/746, 

jl  Alissa  Schuitz  r  Q5l942s.pdf 


:  ~      ::::  :.:  ~  ~  -  :  r     1  i  :  :  ;,  z  1  ::  :  ~  :  i:l 

GEOCHECK®-  PHYSICAL  SETTING  SOURCE  SUMMARY 


GROUNCWAT£HFicwva.ocrrY  information 

Groundwater  now  velocity  information  (bra  particular  ate  isoest  determined  by  a  qualified  environmental  professional 
using  site  spedfc  geologic  and  soil  strata  da£.  If  such  data  are  not  reasonably  awerainabls.  it  rray  be  necessary 
to  rely  Ofl  other  source  a  of  infcrmaS  on,  indudin  g  geofog  ic  age  idenf  Scation ,  rack  ffiaagrapftic  unit  and  soil 
characteristics  data  □ottectedon  nearby  properties  and  regional  soii  inforrnetion.  In  general,  contaminant  piurrws 
move  rtwa  quickly  through  sandy-gravetly  types  of  soils  than  silly-clayey  types  of  soils. 


GEOLOGIC  INFORMATION  IN  GENERAL  AREA  OP  TARGET  PROPERTY 

Geologic  informatian  can  ba  used  by  ihe  enwDnrnental  professional  in  faming  an  opinion  about  the  relative  speed 
atwfiich  oontairtnant  migration  may  be  nrxumng. 

ROCK  STRATIGRAPHK  UNIT  GEOLOGIC  AGE  IDENTIFICATION 


Era:  Paleoaiic  Category    Straffed  Ssquenca 

System:  Silurian 

Series:  Mkfdle  Silurian  (Magna ran) 

Code:  SZ    {decoded  above  ai  era.  System  lSori«j 


GeotogicAgesnd  Roc*  SlraiigraprticlJrtrt  Source:  P.6.  Schruben,  RE.  Amrftand  WJ.  Bawiec,  Geology 
of  He  Conterminous  US,  at  1 2.500,000  Scale  -  a  digiti)  representation  of  Ihe  1974  P.B.  King  and  KM.  Beikrnan 
■  Map,  US6S  Digital  Data  Series  DOS  •  1 1  (1 9S4). 

t™  DOMINANT  STJIl,  COMPOSITION  IN  GENERAL  AREA  OF  TARGET  PROPERTY 

"Die  U.S.  Department  of  Agrkyllufs'  5  (USD*)  Soil  Conservation  Servioe<SCS)  leads  Ihe  National  Coopersfive  Soil 
>H  Survey  (NCSS)  and  is  responsible  forccllecSng  swing,  main  twining  and  dMtribuBng  soil  survey  information 

tor  primary  owned  lands  in  Ihe  United  Slates.  A  a>jlmap  in  a  soS  survey  is  a  representation  Of  soft  patterns 
'n3  landscape.  Soil  maps  tor  STATSGO  ammn^edbygen^raliangnTCTBdetailegiSSlJRGOJsoil  survey  maps 
The  fallowing  infbrrnatirjn  isbased  on  Soil  Conservation  Service  STATSGOdaia. 

M  Soil  Component  Name:  URBANLANQ 

M  Soil  Surface  Texture:  variable 

Hydrotogjc  Group:  Noireported 

I  Soil  Drainage  Class:  Notreported 

™  HydrigSbtus  Soil  does  notmwtthe  requirements  tor  a  hydricsoil. 

CorrotiOn  Potential  -Undated  Steel:  Not  Reported 

W\  Depth  to  Bfedrock  Min:  ?0inches 


Depth  to  Bedrock.  Max:  >0inches 


Soil  Layer  Information 

Btmdary 



Classification 

Layer 

Upper 

Lower 

Soil  Texture  Class 

AASHTG  Group 

Unified  So* 

Ptrmea  bitty 
Rate  llnfhr) 

 1 

Soil  Reaction 
(pH) 

1 

0  inctiss 
  J 

BO  rnehe? 

Not  reported 

WM  reported 

Mac  rjxjo 
Mln:  0,00 

(Mai:  d.O] 

Mirt:  o.oa 
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GEOCHECK®-  PHYSICAL  SETTING  SOURCE  SUMMARY 


OTHER  SOIL  TYPES  IN  AREA 

Based  on  Soil  Conservation  Service  STATSGOdala,  he  foltowing  additional  subr^inantsorl  tjpesrnay 
appear  witnin  the  general  ares  of  target  property. 

Sa't  Surface  Tantures.    silt  (gam 

line  sandy  loam 

loam 

line  sand 


Surticiat  SdilTyfWs: 

5  ha  How  5otl  Types: 
Beeper  So  il  Types- 


si  [loam 

line  sandy  loam 

loam 

Sue  sand 

sandy  loam 

alt  loam 
loamy  sand 
^ind 
loam 


ADDITIONAL  EN V1ROM MENTAL  RECORD  SOURCES 

According  to  ASTM  E  1527-^,  Section  7.2.2,  "one  or  more  additional  state  or  local  sources  of  envtronmgntal 
records  maybe  checked,  in  the  discreSon  of  the  ertvifonmental  professwnal.  to  enhance  and  supplement  federal 
and  state  sources...  Factors  to  consider  in  determining  which  local  or  addiSgnal  state  records.  II 
any.  should  be  checked,  include  (1 )  wtiefrWf  they  are  reasonably  ascertainable.  [2)  whether  they  are  suffldanlly  " 
useful,  accurate,  and  amulets  in  Ughtofths<jbjeaiveofiherfrrflr(lsr«view(seeT.1.i>,  and  (3)Wvelher1iey 
are  obtained,  pursuant  b  local,  good  oorrmerc^l  or  customary  practice"  One  of  ttie  record  sources  listed  in  Section 
7Z2  is  irate  r  vwll  informa  Bon .  Water  uve  1 1  information  cart  be  used  to  assist  the  en-uiro  nmerital  professional  in 
assessing  sauraas  that  may  impact  groundwater  How  direction,  and  in  fanning  an  opinion  about  the  impact  of 
contaminant  migration  On  nearby  drinking  water  wells. 

WELL  SEABCH  tHSTfftHCe  INFORMATION 


DATABASE 

Pederd  USGS 

f  weral  FRDS  PWS 

5ta«  DataBase 


SEARCH  a  1ST  AN  CE  tmitea) 
1.0CC 

HesreaiPiWSviilriim  mile 
1.000 


FEDERAL  US^SWELL  IriTORMATOH 


LOCATION 

WELL  ID  FROM  TP 


1  USGSCGSTSjS  IMMlleNNS 

2  USGStfiSlSW  1«-1J*Mi|eESE 

629  USGSKStSK  1/2-1  MileWNW 

630  USGS0J5t63r  tMiieVWIW 
■W  USGSDS51631  1ffl-1MileSE 
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FEDERAL  USGS  VISLUINFO>V4ATfOK 

LOCATION 

MAP  IQ  WELL  ID  FROM  TP 


FEDERAL  FR0S  PUBLIC  WATER  SUPPLY  SYST5M  INFORMATION 

LOCATION 

MAP  10  WELL  ID  FROM  TP 

No  FW5  Systsrn  Fattt  — — —  i 

Mute:  FWS  Sytwn  locaton  us  mtstvtafs  (haiame  as  wefl  location. 


STATE  DATABASE  WELL  INFORMATION 


LOCATION 

WAp  ID 

WELL  ID 

FROM  TP 

3 

P7CBO 

1/4  Mile  SSE 

A5 

P7SI5 

1/4-1/2ii*leNE 

A5 

P7518 

1/J-  )/2Mi!eN£ 

AT 

P752D 

1M-1/3MileN£ 

AS 

P7S21 

1W-1/2  MilaNE 

A9 

P75J7 

A10 

P7522 

'irt-l/JWileNE 

A11 

P7323 

1tt-W2  Milewe 

B12 

P753B 

1«-1/JMllSNQr(H 

B1J 

P7525 

lAI-l/SMllefvWt 

H 

G1LCCCG15Q5 

«J-  t  MileNWE 

15 

3ILCCCG15QB 

M2-  1  Mil*  North 

C1fl 

GILCOCGC6J7 

1i2-1MiJeE5£ 

C17 

GILC0MCB29 

1/2-1  MltoESE 

IB 

P7Q21 

1/2-1  Mile  Sw 

D20 

P7015 

1/S-t  Mile  SSE 

021 

P7010 

1,2-1  Mile  SSE 

023 

PW7 

1,2-  J  Mile  SSE 

023 

P7014 

1/2-lMilsSSE 

024 

P7009 

1/2-1  Mile  SSE 

025 

P7011 

1/2'  i  Mio*sae 

C2B 

P7016 

1/2-1  MU^SSE 

C27 

P7013 

1/2-1  MUeSSE 

C2S 

P7012 

1/2-1  MilBSSE 

F31  ■ 

GILOOCSTSa 

1/2-1  MileMNW 

F32 

GIL00<K7$23 

1/2-1MUeNNW 

F33 

GIL000376Z1 

1/2-  1  MlleNNVy 

G34 

P75lS 

1/2-1  MilsV/NW 

GSS 

P7513 

1/2-1  MileWIW  " 

G3S 

P7S1« 

1/2-  1  MllsWIW 

G37 

1/2-  1  MiloWNW 

G3S 

P7512 

1/2-  IMileSMNW 

39 

PTgiS 

1/2-  1  MileESE 

H45 

GIL0002763J 

1/2-  1  Mile  UN E 

H46 

GILC0027ei9 

1/2  - 1  Mile  NNE 

43 

P7524 

t/2-1MH*NE 
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1$    "tuinr  a»  K.tttt.(»  (.loos 


CTY'  STATED  P : 
LAI/LONtS 


1790N.ristCnAvT;. 
Chicjfla  IL  6l)ti22 


0 .  is  t  OWfc  ft:  CtHytnn  O.raiiti  KsnfhMfi 
CONTACT:         Aiasa  SiitHiM^-  J 

INQUIRY*:  i2{fer!M.2s 

DAI  b;   .Ajrwm.  3004  S.lflptu 

^.i*i«M?Tj::;:ti^'r  f*-.s*T,,',!;,7? 
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Map  ID 

Diradfon 

Distance 


Database 


EOR  ID  Number 


NNE 
Irt-  1f4  Mite 
Lower 

Agency: 
Site  Name: 
Dk.  Latitude: 
Dec.  LongltwlK 
Coord  Sys: 
State: 
County: 
Altitude: 

Hydroiogjc  cade: 
Topographic:  1 
3t!e  Type: 
Carat  Dale: 
Well  Type; 
Primary  Aqtifer: 
'  Aoiifer  type: 
Wei!  tfeptu:. 
Hol*declri: 
.  Project™:  ■ 


USGS  Si«  rO: 

4W414E-32.eq|1 

41.31531 

-S7.662SS 

NADQS 

«. 

Cook  County 
590.00 
(37120003 
Hal  Reported 

ground-water  other  than  Spring 

1939)101  Vwen  Date: 

Singlews*!.  other  thsn  collector  or  Ranney  type 

Hrjt  Reported 

Nc*  Reported 

!S73 

Not  Reported  Smce: 
Wot  Reported 


FED  USQS  USGSOSSIKiS 


Not  Reported 


Not  Reported 


Ground-water  teueisr  Number  grMea8urefr9ejit&  0 


2 

ESt- 

VS~  1/4  Mile 
L*oww 

.  Agency: 
Site  Mame: 
Dec.  Latitude: 
Pec  Longitude: 
Coord  Sys: 
Sals. 

'County: 
/JOtule: 

r1y<i"Qlagc  code; 
Topographic: 
SisTypa: 
Const  Date 
ttfell  Type: 
'Primary  Aqijfer: 
AqJler  type: 
Well  depth; 
HoledepUt: 
Project  no: 


U5GS  Site  irj: 

4QN1*£-32j3t>1 

41.91281 

-ST  .66088 

NAOKJ. 

IL 

Cow  County 
553,00 
07120003 
Not  Reported 

Ground-waler  other  than  Sprirzj 
.Not  Reported  (men  Dale: 

Single  well,  other  than  cofloclor  or  Rawiey  type 
Not  Reported 
Not  Reported 
1650 

N  at  Reported  Source: 
Not  fteported 


CEO  USQS  USGS0SS1B4 


41«4«Br3339uT 


Not  Reported 


Not  Reported 


Groundwater  lensls,  Number  of  Measurements:  0 


J 

3SB  IL  WELLS  PrOM 

1/1-V4MD* 

Wgrwf 


TCl5fl3lS*is  Pa&sA-B 
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GEOCHECK  ®.  PHYSICAL  SETTING  SOURCE  MAP  FINDINGS 


VMl  tO  . 

033B1S 

Second  ID  : 

Not  Repined 

kilo  Source: 

It.  Private  Water  Wells  Survey 

Owner: 

CHICAGO  BREWERY  CO 

Permit: 

Not  Reported 

Date  Dnfled: 

00001914 

OBpffHInfettl: 

tSTS 

Aquifer  Type 

Beoroclt 

CaniyCcae: 

031 

County: 

COOK 

Tow  nsriip: 

33N 

Range: 

Settle™ 

Do" 

Ptol  Location: 

SH 

Well  Use: 

IN 

Weil  Type: 

11 

Record  Type: 

Construction  Report  GetfrsyCherrjigji  Analysis 

□  hilar: 

GElGER 

4 

West 

1/4  •  W  MIIb 

Htgrior 


Site  ID: 

Groundwater  f^dw: 
□eap  Wser  Oeptv 
A  wage  Water  Oepoi; 
Shellow  Water  Depth: 
Current  Deep  Depth: 
Current  Average  Depth: 
Current  Shallow  Deptrt 
Date: 


1000402538 
Nat  Reported 
Nflt  Reported 
6.JT 

Ha  Reported 
Not  Reported 

e.n 

Nut  Reported 


AQUIPLOW  82994 


AS 
NE 

-1)4 .  1ft  MM» 
Lower 


1LWEUS 


P7SM 


Well  to: 

0341 76 

Second  ID: 

Mat  Repcrted 

Info  Source: 

rL  Prlvjte  Water.  Weill  Survey 

Owner: 

GUTMANN  TANNERY-CO 

Permit: 

Mot  Reported 

Oale  Gritted: 

fXWQf13O0 

Depth  {in  feet): 

see 

Aquifer  Type: 

Be*ocX 

County  Code: 

031 

Courty: 

COOK 

Township: 

40N 

Raige: 

116 

SeoScn; 

PVOt  Locaflion: 

Not  Reported 

.Well  Use: 

114 

Well  Type; 

II 

Record  Type: 

Ctiemic^  Aralyais.Aniy  otner  tjpe  of  record 

Driller: 

Not  Repnrod 

At 

tie. 

1«  -  Milt 
Lower 


tU  WELLS 


PT5W 


HI  JO: 

Second  Q: 

Info  Source: 

ft.  PriMate  Water  Wells  Survey 

Owner: 

BVRK  SftGWNG  COrCOFtPER  SHOCK] 

Permit 

Not  Reported 

Date  Drilled: 

OCrOonsgg 

QeptttfRteet); 

'  13S5 

AajLifer  Type: 

Bedrock 

Coinly  Code; 

County. 

COOK 

TwrTfitip: 

4CN 

Rings: 

1*6 

Section: 

■33 

Pie*  tication: 

Not  Reported 

Weil  Use: 

IN  . 

Well  Type: 

ft 

Record  Type: 

Any  other  type  of  record 

Driller: 

J  P  MILLER 

TC1»St9*Jt  PsaiA-9 
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Map  ID 

Oirecfion 

Distance 


Database 


GDRtO  Number 


NE 

MA-  1£MUe 
Lower 


IL  WELLS 


tt&l  (D: 

Second  ID: 

Not  Reported 

InfaSoifqe: 

IL  Prlusie  Vfcter  well;  Surv&y 

Owner: 

JEPFSSSON  1CSCO  PLANT  #5 

Permit: 

Not  Repcrled 

Dae  0  rilled: 

.0WDW1B9S 

Depth  (in  feet): 

1616 

Aqi>fer  Type: 

Bedrock 

County  Cottet; 

031 

County: 

COOK 

Tcwnshtp: 

WN 

Range: 

I4E 

Section: 

32 

Ftot  Location: 

Mot  Reported 

IrVHI  Use: 

IK 

Weil  Type: 

II 

Record  Type: 

Any  ether  type  ot  record 

Drill*: 

MILLER  BROS 

AS 

HE 

Vn-V2H\0m 
,  Lower 


IL  ¥¥£LL3 


Well  10: 

034tB6 

Second  10: 

Hoi  Reported 

Into  Soiree: 

*»  Privets  Water  Wells  Siney 

Owner: 

NORTHWEST  BREWERY 

Permit 

Wot  Reported 

QaleOrilled: 

DQrtHyiBS7 

Depth  [in  feel): 

1302 

Aqiifer  Typo: 

Bedrock 

Count/  Code: 

031 

County: 

COOK 

Township; 

40N 

-  Range: 

i<te 

Seefcn: 

32 

Rot  Location: 

Not  Reported 

Wall  Use: 

IM 

Well  Type: 

11 

Record  Type: . 

Any  ouyriyoeDfi-BCOfd 

Driller: 

J  P  MILLER 

AS 

NE 

Lower 


Weft  tO: 

02949T 

Second (0: 

Not  Reported 

Into  Sauce: 

IL  Private  Water  WeUs  Survey 

Ownef: 

ATLANTIC  BREVWNGCOlPALILPOHL 

Permit 

Not  Reported 

Date  Drilled: 

0O00/1800 

Deptti  |  m  feet]: 

1304 

Aquifer  Typec 

Bedroctr 

County  Code: 

031 

County; 

COOK 

Tcwranip: 

TON 

Ranis: 

14£ 

Section: 

32 

Wot  Location: 

Not  Reported 

mi  use: 

IM 

Well  Type: 

II 

Record  Type; 

"  Any  otw  typsor  record 

Driller: 

J  P  MILLER 

AID 

51- ™  tt.  WELLS 

Lower 
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WettlO: 

03*187 

S*cor«3 10: 

Nst  Reported 

ft.  Private  water  Wells  Survey 

Owner: 

PETER  HANO  BREWERY  CO 

Permit 

Net  Reported 

Dsl»  Drill  al: 

DCtTOl  605 

Depth  (in  test): 

(972 

Aqufer  Type: 

Bedrrcfc 

County  Cade: 

031 

COOK 

Townsrip: 

'  -»M  ' 

Range: 

146 

Sactlorr 

32 

Plot  Location: 

Not  Reported 

H 

Well  Use: 

IN 

WeMTym: 

Record.  Type 

Ctiermci  Analysis/iny  otthtr  tyjje  of  record 

Driller: 

J  P  MILLER 

All 

NS 

im-  i«Mlie 
Lowar 

WU1  IP: 
WoSijiKce: 
Owner: 
Permit: 

Death  (In  (eed; 
County  Code: 
Towns  rtpc 
Sactiotv 
Well  Use. 
Record  Typs: 
□ri  Her: 


OMJM  Second  10: 

H.  PrNateWstef  Wells  Sirvey 

SPIELMAM  BROS  VINEGAR  WORKS 

Not  Reported  CtateOrilleJ: 

'5S0  Aqiifer  Type: 

031  County: 

«0N  Range: 

31  Plot  Location: 

IN  Wat  Type: 

Ceolosy.Chemiesi  Arolyaia^njf  other  type  of  record 

J  P  MILLER 


Mot  Reported 


fitrdrceti 

COOK 

HE 

Not  Reported 


North 
V4-  HI  Mile 
Loww 


WgltO: 

B341S) 

into  soiree; 

«.  Private  Vfater  Wells  Strwff 

Owner: 

BlfiK  BREWING  CO 

Permit: 

Mat  Reported 

Depth  (tnfwt): 

I6IQ 

CcumtyCculf: 

531 

Towngtip: 

WH 

Section: 

32 

Weil  Use; 

IN 

R^c!?r[?Tvpa: 

Geoiojy^ftrty  other  type  oi  record 

Driller; 

4  p  miller 

SaowvSlD: 


Obi*  Drilled: 
Aquifer  Type; 
County: 
Ranee: 
Rot  location: 
well  Type: 


IL  WELLS 


Not  Reported 


0OICOJ13S3 
BeiJrotJs 
COOK 
HE 

tl 


BIS 

^M|W  IL,  WELLS 

Lower 


TCI  205194.2s 
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C04152 

Second  ID: 

Mot  Reported 

[rib  Source: 

(L  Private  Wjier  wyi5  gurvay 

BIRK  BREWING  CO 

Pa  mil: 

Not  FtepcrlW 

Data  Drilled: 

Depth  (in  feet); 

1S9D 

Cosily  Code 

CO) 

CgurKy: 

COOK 

Tcwnsrtpr 

■WN 

Rang*: 

HE 

$BClion: 

32 

Plot  Location: 

SF 

Weil  Use: 

IN 

Wril  Type; 

1! 

Record  Type: 

Ccfawjcbon  Repdrl.GedKr/.CherinKi;!  Aral ysis,Any  t* 

wr  type  of  record 

Driller:  . 

GElGER 

14 

NNE  (L  WELLS  CILOOOJIMS 

1«  - \  Mile 

Lower 

Ho  Source:  ILGmlacpcal  Survey 

,  AP1IO:  ,120310337  BCD  GfoupNumtw:  31 

'  Well  Typ«  vuatsr  Weil  '  Boring;  0 

XCgord:  3<t»1«  YCorjrJ:  323996S 


15 

f)or*t'  H_  WELLS  QtLflOOSUOS 

1H  •  1  Miff 

Hinder 

Into  Source  iLCWcioic*  Stotv 

API  ID.  120310337900  Qtmtp  Number:  31 

WeN  Typj:  Wtater  tflfell  Swing;  o 

XCOorft  3497B0il  YCootei: 


tL  wells  QLDttoaorer 

WE  -  1  Mile 
'  Lou*er 

Irtfo  fewcK  IL  QadCQcal  Surrey 

API  10: '  ,  1203TO1S5100  Group  Number:  31 

Well  Type:  .         Wets  Well.  Boring:  0 

X  Ctxt±  3500833  Y  Ccortf.  ■  g23ST77 


C1J1 

,  IL  WELLS  QlLOOOiMM 

1W-  t  Ulta  ,. 

Lower 

Wo&ur«:  It  Oeologrcsf  Survey 

APtID:  120310163200  Oroup  Number;  31 

Well  Types  V*terW6l  Bering:  0 

XCoord;  3SCOB33  YCwro:  323S777 


7CiaS194.Js  PsgeA-U 
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Map  ID 
Diretian 
Distance 
fjjBvafon 


1/2  - 1  Mil* 
Htgh«r 

Well  10: 
Ho  Source 
Owner: 
Permit: 

Depth  [in  test]: 
County  Cede: 
Towtisnip: 
Section: 
Well  Us* 
RKcrdT^rDB: 

Driller: 


Database 


EDRlO  Number 


a.  wells 


CQ3S86  SectndlD: 
*.  Private  Water  WWj  Survsy 
SULZBERGER  4  SONS  (DUPLICATE) 
Ntt  Reported  Oate  Drilled: 

1S20  Aquifer  Type: 

M1  County: 

<*  Rot  Location: 

IN  whi  Type 

crarnica  Ar^ysis.lrwflntery.hcJastes  ecmrrentin 
unusual 
Not  Reported 


Not  Reported 


OVW1914 

Bedrock. 

COOK 

14E 

2F 

II 

"3  field  gcmedling 


1fl 

Snuth 
1/2-  1  Mils 
Higher 


Silo  ID: 

GrtwnrMater  flow: 
deep  Water  Depth: 
Avarsoe  Wlsier  Depth: 
Shallow  Water  Depth: 
Current  Deep  Oepttt 
Current  Averags  D*oth: 
Current  STiaUoA  Oepfti: 
09W 


Not  Reported 

17.25 

Not  Reported 
663 

Not  Reoarled 
A 

Not  Reponed 
Q2«a  1356 


DID 


Vtetl  10: 

033935 

Second  10: 

Net  Rt^orfrtd 

Irfa  Source: 

IL  Private  water  Wtfls  Survey 

Oamer: 

EARNEST  BROS  BREWERY 

Permit: 

NotFteporiKi  ■ 

Date  Drilled; 

oaco/reas  - 

Depth  [trifeEt). 

isss 

AouFer  Type: 

Bedrock 

County  Code: 

031 

County: 

COCK 

TQwrsriip: 

3SN 

Range: 

ue 

See  tort 

OS 

Ptat  Lnr^li™ 

Wafteported 

Well  Ui»: 

m 

Weil  Type: 

II 

rtecordTirps: 

Any  r*her  type  ol  record 

Driller: 

J  P  MILLER 

D21 
SSE 

"Itt-  1  Mis 
Lower 


TC120S194.2S  PEgeft-ia 
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Well  10; 

02421 a 

Second  ID: 

Not  Reported 

Info  Sores 

IL  Private  Water  Welts  Survey 

Owner: 

CHICAGO  BREWING C0(OFt 

1BT5-  oe 

Permit; 

Not  Reported 

Oate  Drilled; 

001591  gai 

Depth  (In  feel}: 

16Z7 

Aqiiler  Type: 

BedrocK 

County  Code: 

tni 

Catflty: 

COOK 

Township: 

39« 

Range: 

146 

Section: 

OS 

Plot  location: 

Not  Reported 

Wai  Ute: 

IN 

Well  Type: 

ASSUHeD  DRILLED 

Record  Type: 

Conjunction  Repor1,Geciogy,lndcatH6  comment  in  owner 

stud  something 

Ltusual 

Driller: 

J  P  MILLER 

Well  ID: 

18S82? 

Second  10: 

Not  Reported 

info  Source: 

IL  Private  waer  VWta  Survey 

Owner; 

STANDARD  BRANDS  #1 

Permit: 

Nol  Reported 

Data  Drilled: 

Depth  (in  (est): 

19SS 

AaJifer  Type: 

CouilyCcde: 

031 

Courty: 

COOK 

Township; 

3SN 

Range; 

'ME 

Sec  Hon: 

OS 

PM  Location: 

Not  Reported 

Well  Use: 

IN 

Well  Type 

Record  Type: 

Any  other  type  of  record 

Drills : 

LAYNE- BOWLER 

023 
SSE 

lit- 1  Mile 
Lower 

Weil  ID: 
InfaScvce: 
Owner: 
Permit; 

Oeplh  (in  feet): 
Coulty  Coda: 
■  Townsrip: 
Section: 
Wdl  Use: 
Record  Type: 
On  Her: 


1LW5UL3 


0338O9  StoordID: 

IL  Private  Water  Wells  Stfvey 

HERMAN  S  CO/AMERICAN  MALTING  C 

Not  Reported  Dale  Drilled- 

1302  AguHer  Type: 

031  County: 

39M  Range; 

05  plot  Location: 

IN  Well  Type. 

GeologyTChemicat  Ansryaia.Any  other  type  o<  record 

JPM ILLER 


Mot  Reporter} 


Bedrodi 

COOK 

14E 

Not  Reported 


01A 

Sim*  ,LWELLS 

Lower 


TC  1206104^5  Pea*  A- 14 


printed  01/27/201 1  8:15AM  by  Richard.Jordan  p.  737/746 


:  Alissa  Schultz  -  051942s.pdf 


Page  212  i 


GEOCHECK  &  PHYSICAL  SETTING  SOURCE  MAP  FINDINGS 


Well  10: 

023909 

Second  ID: 

Not  RepcrtHt 

info  Scarce: 

(.Private  Water  W 

itl$  Survey 

C**ner: 

BUSH              PIANO  CO/PATENT  3 

Permit: 

N<H  Reported 

Date  Dnited; 

0OW19I0 

Depth  (in  feet): 

Hi 

Adulter  Type:  . 

No*  R spo-ial 

Cfxflty  Cafe: 

CD1 

County: 

SOOK 

Townsrto: 

33N 

Range: 

14E 

3m  Hon: 

05 

Plot  Location: 

Mot  Reported 

Well  Use: 

IN 

Weil  Type: 

ASSUMED  DRILLED 

Record  Type: 

Any  other  lypa of  record 

Driller: 

Not  Reported 

D1S 
SSE 

V3  -  1  Mtle 
Lower 


-N.WEI.L5 


Weil  ID; 

023542 

Second  ID  -. 

Nol  Reportet! 

Info  Source: 

IL  Private  Wster  Wells  Strvey 

Owrer: 

CHICAGO  BREWING  CO  (OR  1875  0 

Per  mil: 

Nat  Reported 

Date  Ortlled: 

0ona/193fl 

Depth  (In  (eel): 

1827 

Aquifer  Type: 

Bedrock 

County  Code: 

031 

County: 

COOK 

Township; 

J9N 

Ranoe: 

HE 

Section; 

cs 

Ptoi  Location: 

Mot  Reporled 

Well  Use: 

IN 

well  Type: 

II 

Record  Type: 

Construction  RepcrLGeologyJnrJcaes  commeni  In  cwner 

ifleWsom  fitting 

unusual 

Driller: 

JPMULER 

02* 
SSE 

1/2-1  Mile 
Lower 


IL  WELLS 


Weil  ID: 

trusas 

Second  tO: 

Nol  Report  fid 

Info  Source 

L  Private  Water  Wdb  Survey 

Owner: 

WEST  SIDE  BREWERY 

Permit: 

Mot  Reported 

Dale  Drilled: 

«yOQr1S14 

Depth  (In  feet): 

Aquifer  Type: 

Bedrock 

CointyCode: 

031 

County: 

COOK 

Township: 

39N 

Range: 

14G 

SCCiiuri: 

05 

MctLocsrton; 

Not  Reported 

VMi  Use: 

1M 

Weil  Type: 

II 

Record  Type: 

Chemical  Analysis 

Driller: 

Not  Reported 

OH 
SSE 

Iff-  1  Mile 
Lower 


»L  WELLS 


PTOW 


TC1205194.23  PageA-15 
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Well  ID: 

Second  ID: 

Mot  Reported 

fcvn  Soxce: 

IL  Private  Water  Vudls  S^vey 

Own&: 

ST  AM  OAR  0  BR  AM  OS 

Permit 

Ma  Reported 

Date  Drilled: 

00/00/1 S25 

OsplMinfeat): 

1962 

Astifer  Type 

Bedrock 

County  Coda: 

031 

Cou»y: 

COOK 

TovwrHntp: 

33N 

Range: 

14F£ 

Section: 

os 

Plot  Location: 

Hot  Repori&j 

well  Use: 

IN 

Well  Type: 

II 

Record  Type: 

■  Gvi'WMv  <WW  type  of  reccrd 

Driller; 

02* 


flower 


WSI  ID: 

03MK! 

Seceref  ID: 

Mot  Reported 

into  Source: 

IL  Private  Waler  Wells  Swsy 

Owner: 

STANDARD  BRAND  S/FLEISCH  MAN  YEA 

Permit: 

Not  Reported 

Date  Drilled: 

.  00/00/1918 

Deptri  [infest): 

1986 

AfrJifef  Typ*: 

Bedrock 

County  Coda:  ■ 

County: 

COOK 

Towrftnip: 

Range: 

HE 

Section: 

05 

Wot  Location: 

Not  Reported 

'  IN 

Well  Type: 

ll 

Record  Type: 

Geology  .Any  d»- 

er  type  ci  record 

0  rider: 

GQGEB 

£29 
1AINW 
1/2-1  Mill 
Hiorier 

A^rey: 
Site  Name: 
Dec  Latitude; 
Dec.  LcnStutJe: 
Coord  Sys; 
Slsie: 
Canity: 
Altttude: 
.  Hy*ao3«  code: 
Topographic: 
Site  Type 
Const  Date: 
Wttl  Type: 
Primary  Aquifer: 
Aquifler  ryp# 
waideWrr. 
ttgla  dapfri: 
PfGt#ctttfr. 


USGS  Srfe  *J: 

40Ni3E-31.4<t1 

41 .91642 

■87.67672 

NAD83 

IL  ' 

Cook  County 
383,00 
04040002 
NotReporlBd 

Groundwater  other  ten  Sprirg 
.Not  Reported  IrwenDate: 
Single  well,  other  Iran  cdleelor  or  Ranney  type 
N«  Reported 
Not  Reported 
2033 

ln«Repon»a  Source: 
Not  fteportmf 


f^p  uses  (jSG3025irae 


4iS4SM6r«B6ct 


Not  Reported 


Hot  Reported 


Cjanl-waiac  levels.  Nunher  af  Msistrernente;  a 
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GEOCHECK  &.PHYSICALSETTING  SOURCE  MAP  FINDINGS 


Map  D 

Director) 

Distance 


Oatabasa        EDRlO  Number 


www 

1/2-  1  MMS 
Hlrjhw 

Agency: 
Site  Name: 
Dec,  Utilud?: 
Dec.  Longitude; 
Crcrd  Sys; 

Slrfe: 

County: 
AlBtuda: 

Hy*ologic  cMe 
Tcpcgrapntc: 
Sffc  Tywc 
Curat  Date: 
wemyce: 
Primary  Aquifer 
AOUifer  type: 
Weil 


Holsdeptn: 
Project  na 


USGS  Site  10; 

40N13E-31.4O2 

11,916*2 

-ar.s78?2 

MACK 

II. 

Coo*  County 
533-00 

Not  Reported 

Ground-wilier  other  than  Sfrino; 

NM  Reported  IrwenOale 

Single  well,  other  thancouactor  or  Ramwy  type 

Nol  Reported 

Not  Rspcrtffd 

ts?a 

Wot  Reported  Source: 
Nol  Reported 


FED  USGS  USSS0151637 


41 3*59087403312 


No*  R^Hrted 


Mi*  Reported 


Grouid-wster  levels,  Number  of  Measurements^ 


F31 

NI™  II.  wells  en.«Kn7ei2 

Lower 

Infa  Source;  il  Geofojcal  5rfi«y 

API  IP:  120313145500  Group  Number:  31 

Weil  Tree  Water  V\fell  Boring:  D 

X  Canrd;  3495488  V  Cocrd;  3240530 


F3Z 

"WSOJMe  U.WS.LS  GIL00027BM 

Lower 

Jnfo  Source;  IL  Geological  Sir™ 

AT15B:  13fJ31314Se(B  Group  Number;  31 

waiTyes;  waier^feti  Boring  rj 

XCOorii:  34854B8  YCOOfc:  3140520 


P33 

14  urn 

i/a- 1  mm 

Lower 


Wo  Source:  n.  Gtaoojcat  Survey 

API  ID:  120311145400  GrwpNurobw:  31 

Well  Type:  Waitr  vkil  Soring;  0 

X  Coord;  M9S4«  Y  Coord: 
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printed  01/27/201 1  8:15AM  by  Richard.Jordan  p.  740/746, 
'■  j_A,:ssa  Schultz --051 942s.  pdf 


Page  215  | 


;  GEOCHECK  ®-  PHYSICAL  SETTING  SOURCE  MAP  FINDINGS 


Map  ID 

direction 

Oratanoa 

fixation    .    ,      „     Database  EORDNumber 

WMW  rL  WELLS  C751S 

Ml  -  1  MJlB  . 


Wed  IO: 

23S364 

Setsorvi  IO:  ■ 

Nat  Reported 

(rtfb  ScULiB: 

H  Private  Vtoter  WJetls  Surrey 

Owttar: 

IHAVFAH  CONST.CO. 

P&mil: 

MONrTORING  WELL 

Oale  Grilled: 

12r07rt9S2 

Depth  (in  fiset); 

30 

Aifirfer  Type: 

LtocorBotrcteted 

Comfy  Code 

031 

County: 

COOK  . 

40N 

74E 

Section: 

31 

Plot  Location: 

Hot  Reported 

Well  U*e: 

TeslVWI 

WsM  Type 

Bora* 

C  onSlruclton  R  sport.  Ged  coy 

Driller: 

TESTING  SERVICE 

WNW  1LWELL3  F7513 

IS-  1  Mite 

Hlgtisr 


wai  ID: 

004133 

Second  ID: 

Hot  Reported 

Wo  Sauce: 

L  Private  Water  Wells  SuniHy 

Owner'. 

J  EPPERSON  ICE  CO 

Permit: 

Mot  RePCfteS 

□31a  Drill  OS: 

rjoracvi9i2 

Oepth  (in  feet): 

AHuifer  Type: 

Bedrock 

County  Cole: 

03f 

County: 

COOK 

Tgwrrtship: 

Range: 

T4£ 

Section: 

31 

Plot  Location: 

Mot  Reported 

Wl  Usa: 

IN 

WSI  Type: 

II 

Record  Type: 

Cremrcjf  Analysts  .Any  other 

type  of  record 

Driller: 

Not  Reported 

WNW  IL  WELLS  P7S1B 

HIgrw 


Vim  ID: 

235365 

Second  IO: 

Nat  Reported 

Info  Source: 

IL  Privets  Water  Wells  Survisy 

Owner: 

HAVFAIR  CONST.  CO. 

Permit: 

MONITORING  WELL 

Dale  Drilled: 

1W/199S 

Depm<ln  (Ml: 

2D 

Aquifer  Type 

UncoraclldaiefJ 

County  Code: 

031 

County: 

COOK 

TaursNp: 

40N 

Range: 

1+E 

Section 

31 

Plot  Loesaofir. 

Nat  Reported 

Well  Use: 

TealWaSI 

Well  Type: 

Bored 

Record  Type: 

Cortslruesen  Report,  Qeofogy 

Driller; 

TESTING  3£ft  VICE 

SS7 

WMW  Ft  WELLS  PT314 

1fJ-1  Mils 
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GEQCHECK  *  PHYSICAL  SETTING  SOURCE  MAP  FINDINGS 


Weir  id; 

2353S3 

Info  Source: - 

IL  Private  WBerWSHS  Survey 

Owner: 

MAYFAlFt  CONST.  CO. 

PermiV 

MIOMHOqiNGWEU 

Ogptti  nateelj: 

is 

Comfy  CcdB. 

oai 

Township: 

40N 

Section: 

31 

Well  Uset: 

Tast  Well 

fiacord  Type: 

Construction  Reporl,  Geology 

Driller: 

TESTING  SERVICE 

Saconrf  IO: 


Date  Drilled; 

Aoufer  Type 

GfluWy: 

Ranos: 

PI  al  Location: 

Well  Type; 


NotRepcrted 


12fOSr1B5B 

UriDorotiirJsled 

COOK 

146 

Not  Reported 
Bored 


WNW 
Htghnf 


*.  WELLS 


Well  ID; 

034)72 

Second  IO: 

Mai  Reported 

Infa  Source; 

IL  Prlwaus  Water  Wells  Survey 

Owner; 

6  FECXER  BREWING  CO 

Permit: 

Mot  Reported 

Date  Drilled: 

KWV18E0 

OapttHinlaeti: 

1613 

AquferType; 

County  Code 

0Q1 

County: 

COOK 

Towrsnip: 

<tON 

Range: 

14E 

Section: 

31 

Plot  Location: 

Nat  Reported 

Weil  Use: 

IN 

Well  Type: 

'  It 

Record  Type: 

Arty  olha-  type  of  record 

Crillsr; 

J  P  MILLER 

33 
E5E 

112  - 1  M  *» 
Low 


IL  WELLS 


P7TJ1S 


Wrfl  ID: 

■  033653 

Second  ID: 

Hot  Reported 

Into  Source: 

IL  Ph^te  Water  Wells  Survey 

Owner: 

PRIMA  PRODUCTS/INDEPENDENT  BRE 

Permit: 

Mot  Reported; 

Dale  Doll  est: 

0OW1S14 

Depth  tin  feet): 

Aquifer  Type;; 

Bedrock 

County  Coda: 

03t 

County". 

COOK 

Towns/tip: 

3SN 

Range: 

14E 

Snedon: 

05 

Hot  Location: 

1G 

wa!  Lisa 

IN 

Well  Typa: 

Rflcr^d  Type: 

Geo*  ody.Cncinicrf  Ansly^iSpAny  c 

•her  lypa  of  record 

J  P  MILLER 

40 

ss 

1(2  •  t  Wll* 
Low* 


feo  uses  usGsa25iwi 
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GEOCHECK  %  PHYSICAL  SETTING  SOURCE  MAP  F1NDIMGS 


Aoency; 
Sle  Hame: 
Dec  Latitude: 
Dec.  Longjttjca': 
Cocrd  5ys; 
Stale: 
County: 
AliHude: 

Hytjrotogic  colt: 
Topographic: 

Cost  Pate- 
Well  Type: 
Primary  Aquifer: 
Aquifer  type: 
Well  depot: 
tide  depth: 
Project  no; 


USGS  Sioa  10: 

3SN14E-  S.3S1 

41.90337 

NAD83 
IL 

Cook  County 
59M» 
07)3X03 
hot  Reported 

(Vcuio-wata  other  tot  Spring 

Mot  Reported  (men  Date: 

SM)o)S  well,  other  than  eoHtcter  or  Rartney  lype 

Not  Reported 

Not  Reported 

316+ 

hid  Replied  Scurca: 
Noi  Reported 


<t  [5412087391801 


Not  Resorted 


net  Repsned 


Ground-water  levelt.  Number  of  Mea&ur  smalts:  0 


41 

NNTN 

1ft- 1  m» 
Higher 


Site  ID: 

Gr^wiowBter  Fltw: 
rip=ji  Wulpr  riejifi' 
Average  W^ter  Depth: 
Shall™  Water  Deplrr. 
Current  Deep  Depth: 
Currenl  Averase  Depth: 
Current  Shallow  Depth: 
Dale. 


S100S301S9 
Not  Reported 
Hot  Reooflsd 
Wot  Reported 
Mot  Repori^d 
7.14 

Mot  Reported 
iifiviaaa 


AQU1FLOW 


41 

tfl  ■  1  Mlla 


SttelO: 

Groundwatet  Flow: 
Deep  Water  Depth: 
Auerage  Water  Depttv: 
Shallo*  Water  Depth: 
Current  Deep  D^tri: 
Current  Average  Depth : 
Current  Shallow  Qt^iri; 
Date: 


S1CQSSK52 
Not  Reported 
S.4S 

Not  Reported 
2.31 

Not  Reported 
hot  Reported 
Hot  Reported 
W1SI1SS6 


AQUIFLOlrV  «23?3 


H43 
NNE 

«t •  1  arte 

Higher 


Sle  TO: 

Grcutdwater  Flow: 
Deep  Vlteter  Depth: 
Average  Y^er  Depth: 
Shallow  Water  Depth: 
Current  Oeep  Oepth; 
Current  Auersoje  Oepti: 
Current  Sttaflovn  Deptm 
□ate: 


100045X183 
Ha  Reponsd 
Net  Reported 
5.5 

Nd  Rerjjrled 
7 

Nat  Resorted 
S 

OMSriSSJ1 


AQUIFLCW  81949 


SS 

U2- IMIte 
Lower 


SlelO: 

GrourWwatBr  Flow: 
Ceep  Water  Ceptri: 
Averaga  Water  Depth: 
Shaftaur  Wfcusr  SeptTi: 
Currant  Deep  Depth: 
C  urrent  Average  Depth; 
Current  SMIovr  Depth: 
□ate: 


S10M5Z384 

NE 

5 

r^fot  Reported 

2 

S 

Wot  Reported 
2 


AQUFLOW  J«16 
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GEOCHECK  <k  PHYSICAL  SETTING  SOURCE  MAP  FINDINGS 


Map  ID 

Direction 
Distance 

^lfyaiirjn   Database        EQK  IP  Number 

5i?E,„,.  IL  WELLS  QIL0Ma782fJ 

Info  So^w;  ILGedogcal  Survey 

AW  10:  12»131*S3CD  Group  Ntmoer:  31 

Welt  Type:  Water  fA*!  Boring  D 

X  Coord:  34993HH  ¥  Cw«  32*1382 


H46 

MNE 

Higher 

WoSourea 
APIIO: 
WeWTyp-r. 
X  Coord: 


IL  WELLS 


GJLW027«19 


TL  O^oqjcJ  Survey 
iioaiai+szoo 

Water  Well 


Group  Number 

Soring? 

Y  Coord: 


31 
D 


*7 

North 
1/1-  1  Mitt 
Higher 


Site  ID: 

Grajruiwarer  Flow: 
Deep  Watar  Deptfi: 
Average  Vitpter  Depth: 
St-eMcw  Water  Vt$ift 
Current  fJeso  Oeplh: 
Current  Average  0  eptti: 
Current  Shallow  Depth: 
□ale: 


S1IHS23EB7 
MM  Reported 
Not  Repotted 
B 

MM  Reported 
ftrtRepcfted 
3 

Not  Reported 
11J20/fB9< 


aauiFLCW  6W17 


Hlfil)«r 


WelltO: 

(JM173 

Second  ID: 

Not  Reputed 

tnfaSourtte: 

1.  Private  Water  Weill  Surrey 

Owner: 

F  P  SMITH  WIRE  4  IRON  WORKS 

Permit: 

Not  Reported 

Oaw  Drilled: 

Depth  (In  feet): 

240 

Aajjfar  Tpm; 

Bedrock 

Colic;  Coia: 

031 

County: 

COOK 

Tammsrip: 

40N 

Rano*: 

14E 

Section: 

32 

Pfa  Location: 

1H 

VJettUw: 

tN 

Well  Type 

[I 

Record  Type: 

Gerioay,  Chemical  AnalysisAH  other  lyps  of  record 

Oritla: 
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GEOCHECK  a'PHYSICALSETTIMG.SOURC-E  MAP  FINDINGS 

•  'V  R  AC  ON 


AREA  RADON  INFORMATION 


Slate  DataBase  iLfiaobn 
Radon  Test  Rcsdia 


Row 


Basement 

1sl  Floor  living  area 

"fat  Floor  bedroom 

Tost 


fSites 


,212 

e 

261 


MinpCifl 


OS 
05 
t 

O.S 


AvgoCl/L      MwpCI/L     #  SHe5=-4pClrt.  »5ites>20 


2.9 
23 
2.1- 

z.  a 


11JS 

sa 

a 


*5 

□ 
44 


COOK 
COOK 
COOK 
COOK 


FBdErelEPARadonZaneferCOOKCouitii:  2 

Ndc  Zone  1 limfaor  average  level  >  A  pC  V 

:  Zone  Z  indoor  average  levM  2  pCIVLand  <■  A  pCi/l_ 
:  Zone  3  indoor  avarage  level «:  2  pCtfL. 


fedsa  WesRadW  Wormaran tot  COOK COUHTY.K. 
Number  of  sites  lesled:  82 


Aiea 


U"lngArea-  1ii  floor 
living  Arta-Zmt  Floor 
Basement 


Averaos  Activity 

1,173  pCi/t 
0.9O0  pCi/L 
1.74C  pCl/L 


%  M  pCid. 

96% 

100% 

93% 


H,  4-20  pOL 
7% 


ffli 
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PHYSICAL  SETTING  SOURCE  RECORDS  SEARCHED 


TOPOGRAPHIC  INFORMATION 

U3GS7.7  Olgital  Elevation  Model  (DEM) 
Source  UnileoSlates  GeoloQtc  Survey 

EDR  scoured  the  U5GS7.5"  DlgTlal  Elevation  Model  In  3SXJL  7.5- Minute  OEMs  correspond  to  the  USGS 
l:ii.rj00-arKl1£5,00[>.5c^atopoff3BNc  quadrangerrians. 


HYOROLOGIC  INFORMATION 

Flood  Zone  Qata;  This  dala,  available  in  seJecl  counties  across  live  country,  was  obtained  by  EDR  in  1999  from  the  Federal 
Emwssncy  ManasementAffSicy  (FEMA).  Da^  depicts  WyearartfSMyear  flood  tones  as  defined  by  FEMA, 

N\M:  National  Wetlands  Inventory.  Tits  date,  avalatriein  select  counties  across  the  country,  was  obtained  byEDR 
in  2002  from  the  U.S.  Fish  and  vvtidiifa  Service. 


HYOROGECH.OGIC  INFORMATION 

ItiftimiatlDn  System 
Source:  EDR orcpriBlBry dalahase  of gromdwatef  row Information 

EOR  rasdeuefopBdlheAaulFLOWtofamslon  Syslem  (AIS)  to  provide  Sals  on  Ihe  general  dreriicnof  ojoindwater 
(lew  al  specific  points.  ETJR  has  reviewed  reports  iutstn  I  tied  lo  regulatory  authorities  at  select  sites  aid  has 
extracted  Ihe  date  ef  the  repcrl.  hyrfr-cgeclogiisiry  determines  g/oir&*3isf  flew  direction  and  depth  to  water  fable 
information. 


GEOLOGIC  INFORMATION 

Geologic  Age  and  RocttSlrattgnphlc  Untt 

Snurca:  P.G.  Sehruben.  R.E.  Arndt  and  W.J.  Bawiec,  Gedogy  of  trie  Ccnterrninous  U.S.  a:  l:2.50CMO5ca8.  Adcjta 
representation  of  the  197+  P.B.  King  and  H  ,M.  Belkman  Map.  USGS  Dig  a  Dala  Series  DDS  ■  11  (1934). 

STATSGO;    5t3te  Soil  Geographic  Qstabase 

Source:  Deparlminlgf  ALjiculture,  Natural  Resources  Conswvati on  Services 

The  U  .S.  Department  of  Agrfcjture's  [USCAJ  Natural  Resources  Conservation  Service;  [NHGSJ  leads  trfinaScoal 
Consetvallon  Soil  Sirvev  (NCSS]  sndis  responsible  far  eoilecanft  staring,  mairHairing  aw  distributing  soil 
survey  Information  for  priv^sly  owned  lands  in  the  United  Stales.  A  soil  map  in  a  soil  survey  is  a  representttion 
of  soil  patterns  in  a  landscape.  Sal  maps  for  STAT5GO  »e  compiled  byaenerallrlrio,  more  detailed  <  SHU  RBO) 
soil  survey  maps. 


AOOmOKAL  ENVIRONMENTAL  RECORD  SOURCES 

FEDERAL  WATER  WELLS 

fXIS:  f'viaic  Water  Systems 

Source:  EPA/Office  of  drinking  Water 
Telephone:  302-56t-375Q 

Public  Water  System  data  from  tie  Federal  Reporting  Data  System.  A  PWS  Is  any  water  syslam  which  provides  water  to  at 
Jead  2S  people- Icr  at  least  60  days  annually.  PWSs  provide  water  from  waffs,  rivers  and  other  sores. 

PWSENF:  PuUieWetef  Systems  Violationand  Enlbrcemenl  Data 
Source:  EPAfOfficaor  Drinking  Water 
Telephone:  J03-f5fW.3750 

VWstion^firir»cememoSataPuttls        Systems  frcm  lha  Safe  Drinking  Water  friformafion System  (SOWIS)  sfter 
August  ISfiS.  Pricr  Id  August  1 995,  the  data  came  from  the  F  ederal  Report  rig  Dele  System  (FRDS>. 

USCS  Water  Wells:     USGS  NaKoral  Water  Imwilcry  System  (NVUIS) 

This  itetabase  contains  descriptive  infermaaonen  sites  where  the  USGS  collects  or  nat  coUBCtaddala  on  surface 

water  andftjr  grojndwaisr.  Trie  groundvMer  data  includes  lnforma«on  on  welts,  sprirup,  and  other  stueffl  of  ofa«lwaler. 
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PHYSICAL  SETTING  SOURCE  RECORDS  SEARCHED 


STATE RECORDS 

County  WMI  Data  in  Illinois:  Cock  sndDuPsge  Counties 
Source:  Illinois  51at£  Geological  Survey 
Telephone:  117-244-2387 

Illinois  Frhral*  Well  Dal  abase  and  PICS  [Puhile,  Industrial,  Commercial  Survey 
Source:  fllinds  State  Waier  Survey 
Telephone:  217-333-8043 

[Iflnols  Stat  ft  Geological  Survey  Water  Weils 
Source:  Illinois  Sfate  Geological  Survey 
Telephone:  117-333-5102 

Point  (Sua  aei  trat  shows  locations,  well  type,  and  well  10  torwdts  In  Illinois,  Data  con 


ea  from  driller's  logs. 


RADON 

State  Database:  IL  Radon 

Source:  Department  of  Nuclear  Sstfsty 
Tel  ephcne:  21 7-  78S-995fl 
County  Radon  Results 

Aria  Radon  Information 

Source:  U5GS 
Telephone;  703-356-4020 

Trie  Hsdonal  Radcri  Database tias  bser  dHvelcped by  Ihe U.S.  Envlronmentst  ProlecUon  Agency 
(USEPA)  andisaoampilaliiiiritrie  EPA/Slate  Residential  Radon  Survey  and  the  National  Residential  Radon  Survey. 
The  study  covers  Ihe  years  196B- 1882.  Where  necessary  data  has  been  supplemented  by  tnformetlDn  otHlectedat 
private  sources  such  St  unversibes  end  research  insiluticns. 

EPA  Radon  Zones 

Source:  EPA 
Telephone  7C3-3&4O20 

Section]  307  &  309  of  IRAA  directed  EPA  total  and  identify  areas  of  U.S.  wiih  ihe  potential  for  elevated  indoor 
radon  levels. 


Airport  Landing  Facilities:  Prlva»andcuUlcuMI»r*fln9*acillllei 
Source:  Federal  Avlallcn  Adm|nlslr#tlQrt,  aQ0-i$7.£69; 

Epicantacs:   v^ld  earthquake  epicenters,  Rlchler  S  or  greater 

Soureet  Department  of  Commerce.  NanoreJ  Oceanic  and  Atmospheric  AdmtrMtratlan 
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